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CAPE DECISION LIGHT, CAPE HINCHINBROOK LIGHT, CAPE SPENCER LIGHT, CAPE ST ELIAS LIGHT, 
ELDRED ROCK LIGHT, FIVE FINGER ISLANDS LIGHT, GUARD ISLANDS LIGHT, MARY ISLAND LIGHT, 
POINT RETREAT LIGHT, SENTINEL ISLAND LIGHT, TREE POINT LIGHT 


ALCATRAZ ISLAND LIGHT, ANACAPA ISLAND LIGHT, ANO NUEVO ISLAND LIGHT, BATTERY POINT 
(CRESCENT CITY) LIGHT, CAPE MENDOCINO LIGHT (OLD), CARQUINEZ STRAIT LIGHT, EAST BROTHER 
ISLAND LIGHT, FARALLON ISLAND LIGHT, FORT POINT LIGHT, LOS ANGELES HARBOR LIGHT, 
OAKLAND HARBOR LIGHT, PIEDRAS BLANCAS LIGHT, PIGEON POINT LIGHT, POINT ARENA LIGHT, 
POINT ARGUELLO LIGHT, POINT BONITA LIGHT, POINT CABRILLO LIGHT, POINT CONCEPTION LIGHT, 
POINT DIABLO LIGHT, POINT FERMIN LIGHT, POINT LOMA LIGHT (NEW), POINT LOMA LIGHT (OLD), 
POINT MONTARA LIGHT, POINT PINOS LIGHT, POINT REVES LIGHT, POINT SUR LIGHT, POINT VICENTE 
LIGHT, PUNTA GORDA LIGHT, SAN LUIS OBISPO (PORT HARFORD) LIGHT, SOUTHAMPTON SHOALS 
LIGHT, ST GEORGES REEF LIGHT, TABLE BLUFF LIGHT, TRINIDAD HEAD LIGHT, YERBA BUENA ISLAND 
(GOAT ISLAND) LIGHT 


BLACK ROCK HARBOR (FAVERWEATHER ISLAND) LIGHT, BRIDGEPORT BREAKWATER (TONGUE POINT) 
LIGHT, FAULKNER ISLAND LIGHT, FIVE MILE POINT (OLD NEW HAVEN) LIGHT, GREAT CAPTAIN ISLAND 
LIGHT, GREENS LEDGE LIGHT, LATIMER REEF LIGHT, LYNDE POINT (SAYBROOK) LIGHT, MORGAN POINT 
LIGHT, NEW LONDON HARBOR LICHT, NEW LONDON LEDGE LIGHT, PECK LEDGE LIGHT, PENFIELD 
REEF LIGHT, SAYBROOK BREAKWATER LIGHT, SHEFFIELD ISLAND (NORWALK) LIGHT, SOUTHWEST 
LEDGE (NEW HAVEN BREAKWATER) LICHT, STAMFORD HARBOR (CHATHAM ROCKS) LIGHT, 
STONINGTON HARBOR LIGHT, STRATFORD POINT LIGHT, STRATFORD SHOAL (MIDDLE GROUND) 
LIGHT 


BAKER RANGE REAR LICHT, BELLEVUE RANGE REAR LICHT, BULKHEAD BAR RANGE FRONT LIGHT, 
DELAWARE BREAKWATER LIGHT, FENWICK ISLAND LIGHT, FOURTEEN FOOT BANK LIGHT, HARBOR OF 
REFUGE (SOUTH) BREAKWATER LICHT, LISTON RANGE REAR LIGHT, MARCUS HOOK RANGE REAR 
LIGHT, MISPILLION LIGHT (OLD), REEDY ISLAND RANGE REAR LIGHT, SHIP JOHN SHOAL LICHT 
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Florida | 2 22 & see eees °Seer Saree @esere ae es ee G 47 
ALLIGATOR Rutt LIGHT, AMELIA ISLAND LIGHT, AMERICAN SHOAL LIGHT, ANCLOTE KEY LIGHT, BOCA 
GRANDE LIGHT, CAPE CANAVERAL (CAPE KENNEDY) LIGHT, CAPE FLORIDA LIGHT, CAPE SAN BLAS 
LIGHT, CAPE ST. GEORGE LIGHT, CARYSFORT REET LIGHT, COSGROVE SHOAL LIGHT, CROOKED RIVER 
(CARRABLLLE) LIGHT, DRY TORTUGAS (LOGGERHEAD KEY) LIGHT, EGMONT KEY LIGHT, FOWEY ROCKS 
LIGHT, HILLSBORO INLET LIGHT, JUPITER INLET LIGHT, KEY WEST LIGHT, MOLASSES REEF LIGHT, 
PACIFIC REL LIGHT, PENSACOLA LIGHT, PONCE DE LEON (MOSQUITO) INLET LIGHT, SAND KEY LIGHT, 
SANIBEL ISLAND LIGHT, SEA HORSE KEY (CEDAR KEYS) LIGHT, SMITH SHOAL LIGHT, SOMBRERO KEY 
LIGHT, ST. AUGUSTINE LIGHT, ST. JOHWINS RIVER (MAYPORT) LIGHT, ST. JOSEPH POINT RANGE REAR 
LIGHT "BLACON HILL," ST. MARKS (RANGE REAR) LIGHT, TENNESSEE REEF LIGHT, TORTUGAS HARBOR 
(FORT JEFFERSON) LIGHT 
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COCKSPUR ISLAND LIGHT, LITTLE CUMBERLAND ISLAND LIGHT, SAPELO ISLAND LIGHT, ST SIMONS 
ISLAND LIGHT, TYBEE ISLAND LIGHT 
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BARBER'S POINT LIGHT, CAPE KUMUKAHMI LIGHT, DIAMOND HEAD LIGHT. KAUHOLA POINT LIGHT, 
KILAUEA POINT LIGHT, MAKAPUU POINT LIGHT, MOLOKAI (KALAUPAPA) LIGHT, NAWILIWILI HARBOR 
LIGHT, PAUKAA POINT LIGHT, PAUWELA POINT LIGHT 
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CHICAGO HARBOR LIGHT, GROSSE POINT LIGHT, WAUKEGAN HARBOR LIGHT 


CALUMET HARBOR SOUTH END LIGHT/COLUMBIA PARK, INDIANA HARBOR EAST BREAKWATER LIGHT, 
MICHIGAN CITY LIGHT, MICHIGAN CITY EAST PIERHEAD LIGHT 
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CALCASIEU RANGE REAR LIGHT, CHANDELEUR ISLAND LIGHT, FRANKS ISLAND LIGHT, NEW CANAL 
LIGHT, OYSTER BAY (BAYOU) LIGHT, PASS MANCHAC LIGHT, POINT AU FER REEF LIGHT, SABINE PASS 
LIGHT, SHIP SHOAL LIGHT, SOUTH PASS (RANGE REAR) LIGHT, SOUTHWEST REEF LIGHT, TCHEFUNCTE 
RIVER RANGE REAR LIGHT 
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BAKER ISLAND LIGHT, BASS HARBOR HEAD LIGHT, BEAR ISLAND LIGHT, BLUE HILL BAY LIGHTS, BOON 
ISLAND LIGHT, BROWNS HEAD LIGHT, BURNT COAT HARBOR LIGHT, BURNT ISLAND LIGHT, CAPE 
ELIZABETH LIGHT (EAST TOWER), CAPE NEDDICK “THE NUBBLE* LIGHT, CUCKOLDS (THE) LIGHT, 
CURTIS ISLAND LIGHT, DEER ISLAND THOROFARE LIGHT, DICE HEAD LIGHT (OLD), DOUBLING POINT 
(KENNEBEC RIVER) RANGE LIGHTS, DOUBLING POINT LIGHT, EAGLE ISLAND LIGHT, EGC ROCK LIGHT, 
FORT POINT LIGHT, FORT POPHAM LIGHT, FRANKLIN ISLAND LIGHT, GOAT ISLAND LIGHT, GOOSE 
ROCKS LIGHT, GREAT DUCK ISLAND LIGHT, GRINDLE POINT LIGHT, HALFWAY ROCK LIGHT, 
HENDRICKS HEAD LIGHT, HERON NECK LIGHT, INDIAN ISLAND LIGHT, ISLE AU HAUT (ROBINSON 
POINT) LIGHT, LIBBY ISLAND LIGHT, LITTLE RIVER LIGHT, LUBEC CHANNEL LIGHT, MARSHALL POINT 
LIGHT, MATINICUS ROCK LIGHT (TWIN TOWERS), MONHEGAN ISLAND LIGHT, MOOSE PEAK LIGHT, 
MOUNT DESERT ROCK LIGHT, NARRAGUAGUS (POND ISLAND) LIGHT, NASH ISLAND LIGHT, OWLS 
HEAD LIGHT, PEMAQUID POINT LIGHT, PERKINS ISLAND LIGHT, PETIT MANAN LIGHT, POND ISLAND 
LIGHT, PORTLAND BREAKWATER LIGHT “BUC LIGHT," PORTLAND HEAD LIGHT, PROSPEC, HARBOR 
POINT LIGHT, PUMPKIN ISLAND LIGHT, RAM ISLAND LEDGE LIGHT, RAM ISLAND LIGHT, ROCKLAND 
BREAKWATER LIGHT, SADDLEBACK LEDGE LIGHT, SEGUIN ISLAND LIGHT, SPRING POINT LEDGE LIGHT, 
SQUIRREL POINT LIGHT, TENANTS HARBOR LIGHT, TWO BUSH ISLAND LIGHT, WEST QUODDY HEAD 
LIGHT WHALEBACK LEDGE LIGHT, WHITEHEAD LIGHT, WHITLOCKS MILL LIGHT, WINTER HARBOR 
(MARK ISLAND) LIGHT, WOOD ISLAND LIGHT 


eT 123 


BALTIMORE LIGHT, BLOODY POINT BAR LIGHT, CONCORD POINT (HAVRE DE GRACE) LIGHT, COVE 
POINT LIGHT, CRAICHILL CHANNEL LOWER RANGE LIGHTS, CRAIGHILL CHANNEL UPPER RANGE 
LIGHTS, DRUM POINT LIGHT, FORT CARROLL LIGHT, FORT WASHINGTON LIGHT, HAMBROOKS BAR 
LIGHT, HOOPER ISLAND LIGHT, HOOPER STRAIT LIGHT, PINEY POINT LICHT, POINT LOOKOUT LICHT 
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(OLD), POINT NO POINT LIGHT, SANDY POINT SHOAL LIGHT, SEVEN FOOT KNOLL LIGHT, SHARPS 
ISLAND LIGHT, SOLOMONS LUMP LIGHT, THOMAS POINT SHOALS LIGHT, TURKEY POINT LIGHT 


CC eee 135 
ANNISQUAM HARBOR LIGHT, BAKERS ISLAND LIGHT, BASS RIVER LIGHT, BIRD ISLAND LIGHT, BORDEN 
FLATS LIGHT, BOSTON HARBOR LIGHT, BRANT POINT LIGHT, BUTLER FLATS LICHT, CAPE ANN LIGHT 
(SOUTH UGHT), CAPE COD (HIGHLAND) LIGHT, CAPE POCE (POGUE) LIGHT, CHATHAM LIGHT, 
CHATHAM ROCK LIGHT, CLARKS POINT LIGHT, CLEVELAND EAST LEDGE LIGHT, DERBY WHARE LICHT, 
DUXBURY LIGHT (BUC LIGHT, EAST CHOP (TELEGRAPH HILL) LIGHT, EASTERN POINT LIGHT, 
EDGARTOWN HARBOR LIGHT, FORT PICKERING LIGHT, GAY HEAD LIGHT, GRAVES (THE) LIGHT, 
HOSPITAL POINT (RANGE FRONT) LIGHT, HYANNIS (RANGE REAR) LIGHT, LONG ISLAND HEAD LIGHT, 
LONG POINT LIGHT, MARBLEHEAD LIGHT, MINOTS LEDGE LIGHT, MONOMOY POINT LIGHT, NAUSET 
BEACH LIGHT, NED POINT LIGHT, NEWBURYPORT HARBOR LIGHT, NEWBURYPORT HARBOR RANGE 
FRONT LIGHT, NEWBURYPORT HARBOR RANGE REAR LIGHT, NOBSKA POINT LIGHT, PALMER ISLAND 
LIGHT, PLYMOUTH (GURNET) LIGHT, RACE POINT LIGHT, SANDY NECK LIGHT, SANKATY HEAD LIGHT, 
SCITUATE LIGHT, STAGE HARBOR LIGHT, STRAITSMOUTH ISLAND LIGHT, TARPAULIN COVE LIGHT, TEN 
POUND ISLAND LIGHT, THACHERS ISLAND LIGHT (NORTH LIGHT), THREE SISTERS LIGHTS (THREE 
TOWERS), WEST CHOP LIGHT, WINGS NECK LIGHT, WOOD END LIGHT 


REED occ c cere eee e eee eee cere eeeeeeeeeereseeeeeeecereeececeeees 165 
ALPENA LIGHT, AU SABLE LIGHT, BEAVER HEAD (BEAVER ISLAND) LIGHT, BIG BAY POINT LIGHT, BIG 
SABLE POINT (GRAND POINT AU SABLE) LIGHT, BOIS BLANC ISLAND LIGHT (OLD), CHARITY ISLAND 
LIGHT, CHEBOYGAN CRIB LIGHT, CHEBOYGAN RIVER RANGE FRONT LIGHT COPPER HARBOR LIGHT, 
CRISP POINT LIGHT, DETOUR REEF LIGHT, DETROIT RIVER (BAR POINT SHOAL) LIGHT, EAGLE HARBOR 
LIGHT, EAGLE RIVER LIGHT, ESCANABA LIGHT, FORT GRATIOT LIGHT, FORTY MILE POINT LIGHT, 
FOURTEEN FOOT SHOAL LIGHT, FOURTEEN MILE POINT LIGHT, FOX ISLAND LIGHT, FRANKFORT 
NORTH BREAKWATER LIGHT, GRAND HAVEN SOUTH PIERHEAD ENTRANCE LIGHT, GRAND HAVEN 
SOUTH PIERHEAD INNER LIGHT, GRAND ISLAND EAST CHANNEL LIGHT, GRAND ISLAND HARBOR 
RANGE REAR LIGHT, GRAND ISLAND NORTH (OLD NORTH) LIGHT, GRAND MARAIS HARBOR RANGE 
LIGHTS, GRAND TRAVERSE (CAT’S HEAD POINT) LIGHT, GRANITE ISLAND LIGHT, GRAVELLY SHOAL 
LIGHT, GRAYS REEF LIGHT, GROSSE ILE NORTH CHANNEL RANGE FRONT LIGHT, GULL ROCK LIGHT, 
HARBOR ISLAND (SAND BEACH) LIGHT, HOLLAND HARBOR (SOUTH PIERHEAD) LIGHT, HURON 
ISLAND LIGHT, ISLE ROYALE LIGHT, KEWEENAW WATERWAY LOWER ENTRANCE LIGHT, LANSING SHOAL 
LIGHT, LITTLE POINT SABLE LIGHT, LITTLE TRAVERSE (HARBOR POINT) LIGHT, LUDINGTON NORTH 
BREAKWATER LIGHT, MACKINAC POINT LIGHT (OLD), MANISTEE (NORTH PIERHEAD) LIGHT, 
MANISTIQUE (EAST BREAKWATER) LIGHT, MANITOU ISLAND LIGHT, MARQUETTE HARBOR LIGHT, 
MARTIN REEF LIGHT, MCGULPINS POINT LIGHT, MENDOTA (BETE GRISE) LIGHT, MENOMINEE (NORTH 
PIER) LIGHT, MIDDLE ISLAND LIGHT, MINNEAPOLIS SHOAL LIGHT, MISSION POINT LIGHT (OLD), 
MUNISING RANGE LIGHTS, MUSKEGON SOUTH BREAKWATER LIGHT, NORTH MANITOU SHOAL LIGHT, 
ONTONAGON HARBOR WEST PIERHEAD LIGHT, ONTONAGON LIGHT, PASSAGE ISLAND LIGHT, 
PENINSULA POINT LIGHT, POE © EEF LIGHT, POINT BETSIE LIGHT, POINT IROQUOIS LIGHT, POINTE AUX 
BARQUES LIGHT, PORT AUSTIN REEF LIGHT, PORT SANILAC LIGHT, PORTAGE RIVER GACOBSVILLE) 
LIGHT, POVERTY ISLAND LIGHT, PRESQUE ISLE LIGHT (NEW), PRESQUE ISLE LIGHT (OLD), ROCK 
HARBOR LIGHT, ROCK OF AGES LIGHT, ROUND ISLAND LIGHT, SAGINAW RIVER (RANGE REAR) LIGHT, 
SAND HILLS LIGHT, SAND POINT LIGHT, SEUL CHOIX POINTE LIGHT, SKILLAGALEE (ILE AUX GALETS) 
LIGHT, SOUTH FOX ISLAND LIGHT, SOUTH HAVEN SOUTH PIERHEAD LIGHT, SOUTH MANITOU ISLAND 
LIGHT, SPECTACLE REEF LIGHT, SQUAW ISLAND LIGHT, ST. CLAIR FLATS SOUTH CHANNEL RANGE 
LIGHTS (OLD), ST. HELENA ISLAND LIGHT, ST. JAMES (BEAVER HARBOR) LIGHT, ST. JOSEPH NORTH PIER 
LIGHTS, ST. MARTIN ISLAND LIGHT, STANNARD ROCK LIGHT, STURGEON POINT LIGHT, TAWAS POINT 
(OTTAWA POINT) LIGHT, THUNDER BAY ISLAND LIGHT, WAUGOSHANCE LIGHT, WHITE RIVER LIGHT, 
WHITE SHOAL LIGHT, WHITEFISH POINT LIGHT, WINDMILL POINT LIGHT 


Dt? 62£106446400064400000446066600660000600600000060605666006 211 
DULUTH HARBOR NORTH BREAKWATER LIGHT, DULUTH SOUTH BREAKWATER INNER LIGHT, DULUTH 
SOUTH BREAKWATER OUTER LIGHT, GRAND MARAIS LIGHT, SPLIT ROCK LIGHT, TWO HARBORS LIGHT 


I os cetetetestnnnneeshehhhhbeshhehhsteeseetenes eset 215 
BILOXI LIGHT, ROUND ISLAND LIGHT 
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ISLE OF SHOALS (WHITE ISLAND) LIGHT, PORTSMOUTH HARBOR (NEWCASTLE) uGHT 
New Jersey >eeeeeee 9 Veeeweeeseeseg<eeseeseeage ' >eeepepepees 2 i9 


Mit RANGE REAR LIGHT, FAST POINT (MAURICE RIVER) LIGHT, HINNS POINT RANGE REAR LIGHT. 
MEREFORD INLET LIGHT (OLD), MIAH MAULL SHOAL LIGHT, NAVESINK TWIN LIGHTS, SANDY HOOK 
LIGHT, SEA GIRT LIGHT, TINICUM ISLAND RANGE REAR LIGHT 


New York see ereeepeeees es ee €.¢ & Ct wae 2.8 2a fe 29 2.8.9. 86.2 80 O.5 4.9 227 
BARBER’S POINT LIGHT (OLD), BARCELONA (PORTLAND HARBOR) LIGHT, BRADDOCK POINT LIGHT. 
BUFFALO (MAIN) LIGHT, BUFFALO HARBOR SOUTH ENTRANCE LIGHT, BUFFALO NORTH BREAKWATER 
SOUTH END LIGHT, CAPE VINCENT LIGHT, CEDAR ISLAND LIGHT (OLD), COLD SPRING HARBOR LIGHT, 
CONEY ISLAND (NORTONS POINT) LIGHT, COXSACKIE (RATTLESNAKE ISLAND) LIGHT, CROSSOVER 
ISLAND LIGHT, CUMBERLAND HEAD LIGHT (OLD), DUNKIRK (POINT GRATIOT) LIGHT, EATONS NECK 
LIGHT, ELM TREE LIGHT, ESOPUS MEADOWS (MIDDLE HUDSON RIVER) LIGHT, EXECUTION ROCKS 
LIGHT, FIRE ISLAND LIGHT, FORT NIAGARA LIGHT, FORT WADSWORTH LIGHT, FOUR MILE POINT 
LIGHT, GALLOO ISLAND LIGHT, GREAT BEDS LIGHT, HORTON POINT LIGHT, HUDSON-ATHENS 
(HUDSON CITY) LIGHT, HUNTINGTON LIGHT (FORMERLY LLOYD HARBOR), JEFFREY’S HOOK (‘THE 
LITTLE RED LIGHTHOUSE") LIGHT, LITTLE GULL ISLAND LIGHT, MONTAUK POINT LIGHT, NEW DORP 
(SWASH CHANNEL RANGE REAR) LIGHT, NORTH DUMPLING LIGHT, OGDENSBURG HARBOR LIGHT, 
OLD FIELD POINT LIGHT, OLD ORCHARD SHOAL LIGHT, ORIENT POINT LIGHT, OSWEGO HARBOR 
WEST PIERHEAD LIGHT, PLUM ISLAND (PLUM GUT) LIGHT, POINT AUX ROCHES LIGHT, PORT OF 
GENESEE (CHARLOTTE-GENESSEE) LIGHT, PRINCESS BAY LIGHT (OLD), RACE ROCK LIGHT, ROBBINS REEF 
LIGHT, ROCHESTER HARBOR LIGHT, ROCK ISLAND LIGHT, ROMER SHOAL LIGHT, RONDOUT CREEK 
(KINGSTON) LIGHT, SACKETTS HARBOR (HORSE ISLAND) LIGHT, SANDS POINT LIGHT (OLD), 
SAUGERTIES LIGHT, SELKIRK (SALMON RIVER) LIGHT, SISTER'S ISLAND LIGHT, SODUS POINT LIGHT, 
SOUTH BUFFALO NORTH SIDE LIGHT, SPLIT ROCK POINT LIGHT (OLD), STATEN ISLAND RANGE LIGHT, 
STEPPING STONES LIGHT, STONY POINT (HENDERSON) LIGHT (OLD), STONY POINT LIGHT, 
TARRYTOWN LIGHT, THIRTY MILE POINT LIGHT (OLD), THREE SISTERS ISLAND LIGHT, TIBBETTS POINT 
LIGHT, VALCOUR ISLAND (BLUFF POINT) LIGHT, WELFARE ISLAND LIGHT, WEST BANK (RANGE FRONT) 
LIGHT 


PED +c ccceeeseSeSeCeeeeseeeeeeeeeeereceeneeeaeseeeeeeseee 259 
BALD HEAD “OLD BALDY’ LIGHT, BODIE ISLAND LIGHT, CAPE HATTERAS LIGHT, CAPE LOOKOUT 
LIGHT, CURRITUCK BEACH LIGHT, OCRACOKE ISLAND LIGHT 


ASHTABULA HARBOR LIGHT, CLEVELAND HARBOR EAST PIERHEAD LIGHT, CLEVELAND HARBOR WEST 
PIERHEAD LIGHT, CONNEAUT HARBOR WEST BREAKWATER LICHT, FAIRPORT HARBOR WEST 
BREAKWATER LIGHT, GRAND RIVER (FAIRPORT HARBOR) LIGHT, HURON HARBOR LIGHT, LORAIN 
LIGHT, MARBLEHEAD LIGHT (FORMERLY SANDUSKY LIGHT), SANDUSKY HARBOR PIERHEAD LIGHT, 
SOUTH BASS ISLAND LIGHT, TOLEDO HARBOR LIGHT, WEST SISTER ISLAND LICHT 


i PPP T TT TTTTePererererr ev rreerrerrrrrrrrerrrrrerrrrrrrr 271 
CAPE ARAGO (CAPE GREGORY) LIGHT, CAPE BLANCO LIGHT, CAPE MEARES LIGHT, COQUILLE RIVER 
(BANDON) LIGHT, HECETA HEAD LIGHT, TILLAMOOK ROCK LIGHT, UMPQUA RIVER LIGHT, WARRIOR 
ROCK LIGHT, YAQUINA BAY LIGHT (OLD), YAQUINA HEAD LIGHT 


DD «602s se¢00hb0006 000060000000006600606000000 0008 0000n8 281 
ARECIBO LIGHT, CAPE ROJO LIGHI, CAPE SAN JUAN LIGHT, CARDONA ISLAND LIGHT, CULEBRITA 
ISLAND LIGHT, GUANICA LIGHT, MONA ISLAND LIGHT, MUERTOS ISLAND LIGHT, POINT BORINQUEN 
LIGHT, POINT FIGURAS LIGHT, POINT JIGUERO LIGHT, POINT MULAS LIGHT, POIN] TUNA LIGHT, PORT 
SAN JUAN LIGHT, PUERTO FERRO LIGHT 
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BLAVERTAIL LIGHT, BLOCK ISLAND (NORTH) LIGHT, BLOCK ISLAND (SOUTHIAST) LIGHT, BRISTOL 
FERRY LIGHT, CASTLE HILL LIGHT, CONANICUT ISLAND LIGHT (OLD), CONIMICUT SHOAL LIGHT, 
DUTCH ISLAND LIGHT, HOG ISLAND SHOAL LIGHT, IDA LEWIS ROCK LIGHT (FORMERLY LIME ROCK), 
NAYATT POINT LIGHT, NEWPORT HARBOR (GOAT ISLAND) LIGHT, PLUM BEACH LIGHT, POINT JUDITH 
LIGHT, POMHAM ROCKS LIGHT (OLD), POPLAR POINT LIGHT, PRUDENCE ISLAND (SANDY POINT) 
LIGHT, ROSE IS'AND LIGHT, SAKONNET LIGHT, WARWICK LIGHT, WATCH HILL LIGHT 


CE ee Teer 305 
CAPE ROMAIN LIGHT, GEORGETOWN LIGHT, HAIG POINT (RANGE REAR) LIGHT, HILTON HEAD RANGE 
REAR (LEAMINGTON) LIGHT, HUNTING ISLAND LIGHT, MORRIS ISLAND (OLD CHARLESTON) LIGHT 


[tn panen eee eenaeens beecteeeeen ne nanee DO0ee eee neeoss an npennenns 309 
GALVESTON JETTY LIGHT, HALF MOON REEF LIGHT, LYDIA ANN LIGHT (FORMERLY ARANSAS PASS), 
MATAGORDA ISLAND LIGHT, POINT BOLIVAR LIGHT, POINT ISABEL LIGHT, SABINE BANK LIGHT 


Dn shppornebadroaee os chbndraddrrrtddbddrrddorddoorosarsrescrane 313 
BURLINGTON MIDDLE AND NORTH BREAKWATER LIGHTS, COLCHESTER REEF LIGHT, ISLE LA MOTTE 
LIGHT (OLD), JUNIPER ISLAND LIGHT (OLD), WINDMILL POINT LIGHT (OLD) 


DD ppp nhthnnn i nbhdthbddhihihhinnheed dna abehebpnnnnnnnndnbnis 315 
ASSATEAGUE LIGHT, CAPE CHARLES LIGHT, CAPE HENRY LIGHT (FIRST TOWER), CAPE HENRY LIGHT 
(SECOND TOWER), JONES POINT LIGHT, NEW POINT COMFORT LIGHT, NEWPORT NEWS MIDDLE 
GROUND LIGHT, OLD POINT COMFORT LIGHT, SMITH POINT LIGHT, THIMBLE SHOAL LIGHT, WOLF 
TRAP LIGHT 


ss <s PPT TT LTEUTELVULEL TT TTTTETOT ETT ETE T eT Tererrrr Try Tyas 323 
ADMIRALTY HEAD LIGHT, ALKI POINT LIGHT, BROWNS POINT LIGHT, BURROWS ISLAND LIGHT, CAPE 
DISAPPOINTMENT LIGHT, CAPE FLATTERY LIGHT, CATTLE POINT LIGHT, DESTRUCTION ISLAND LIGHT, 
DOFFLEMYER POINT LIGHT, GRAYS HARBOR (WESTPORT) LIGHT, LIME KILN LIGHT, MARROWSTONE 
POINT LIGHT, MUKILTEO LIGHT, NEW DUNGENESS LIGHT, NORTH HEAD LIGHT, PATOS ISLAND LIGHT, 
POINT NO POINT LIGHT, POINT ROBINSON LIGHT, POINT WILSON LIGHT, TURN POINT LIGHT, WEST 
POINT LIGHT 


DTD 6665660600.09686 00 SCOSEES0 COCR EESEOEERD CORSO SESE OREESEE.S 337 
ALGOMA PIERHEAD LIGHT (FRONT), ASHLAND HARBOR BREAKWATER LIGHT, BAILEYS HARBOR RANGE 
LIGHTS, CANA ISLAND LIGHT, CHAMBERS ISLAND LIGHT, CHEQUAMEGON POINT LIGHT, DEVILS 
ISLAND LIGHT, EAGLE BLUFF LIGHT, GREEN BAY HARBOR ENTRANCE LIGHT, KENOSHA (SOUTHPORT) 
LIGHT, KENOSHA PIERHEAD LIGHT, KEWAUNEE PIERHEAD LIGHT, LA POINTE (LONG ISLAND) LIGHT, 
MANITOWOC BREAKWATER LIGHT, MICHIGAN ISLAND LIGHT (FIRST TOWER), MICHIGAN ISLAND 
LIGHT (SECOND TOWER), MILWAUKEE BREAKWATER LIGHT, MILWAUKEE PIERHEAD LIGHT, NORTH 
POINT (MILWAUKEE) LIGHT, OUTER ISLAND LIGHT, PESHTIGO REEF LIGHT, PILOT ISLAND LIGHT, PLUM 
ISLAND RANGE REAR LIGHT, PORT WASHINGTON BREAKWATER LIGHT, PORT WASHINGTON LICHT 
(OLD), POTTAWATOMIE (ROCK ISLAND) LIGHT, RACINE HARBOR LIGHT, RASPBERRY ISLAND LIGHT, 
RAWLEY POINT (TWIN RIVER POINT) LIGHT, SAND ISLAND LIGHT, SHEBOYGAN BREAKWATER LIGHT, 

' SHERWOOD POINT LIGHT, STURGEON BAY CANAL LIGHT, STURGEON BAY SHIP CANAL NORTH 

PIERHEAD LIGHT, SUPERIOR HARBOR ENTRY SOUTH BREAKWATER LIGHT, WIND POINT LIGHT 
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NAVASSA ISLAND LIGHT 
Appendix A: Owner/Manager Addresses 0000 ccc ccc ecu eu eueuceuues 357 
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Alpha Index of Light Stations 00.00.0000 ccc ccc ccc eucuucuuuuueueueuveues 381 
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First order fresnel lens which served as the original optic at Block Island Southeast Light, Washington County, 
Rhode Island Drawing courtesy of the Historic American Engineering Record/Patricio Del Real, delineator, 


1988 
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Introduction 


Lighthouses are among the most romantic remir.vers of Our Country's maritime heritage. Marking dangerous 
headlands, shoals, bars, and reefs, these structures played a vital role in indicating navigable waters and 
supporting this nation’s maritime transportation and commerce, Sixteen lighthouses were already in place when 
the American colonies formed the United States and lighthouses were ore of the new government's first 
priorities. Hundreds more lighthouses have subsequently been built along our sea coasts and on the Great 
Lakes, creating the world’s most complex aids to navigation system. No other national lighthouse system 
compares with that of the United States in size and diversity of architectural and engineering types. 


National Maritime Initiative 


The National Maritime Initiative, a program within the History Division of the National Park Service (NPS), 
is responsible for the survey and evaluation of historic maritime resc irces preserved around the country. 
Inventories for three types of maritime resources are currently mainta\.ed by the Initiative: large vessels, 
lighthouses, and shipwrecks and hulks. In addition, an inventory of small craft has been developed in 
cooperation with the Museum Small! Craft Association. 


The Initiative’s first survey efforts focused on large preserved vessels, resulting in the NPS publication, 1990 
Inventory of Large Preserved Historic Vessels, and the popular guidebook, Great American Ships, published 
by the National Trust for Historic Preservation’s Preservation Press in 1991. The inventory of large vessels was 
produced in tandem with the large vessel phase of the National Historic Landmark (NHL) Theme Study, 
"Maritime Heritage of the United States," now nearing completion with 118 vessels designated and 38 vessels 
and shipwrecks being studied. 


Criteria for Inclusion 


The lighthouse inventory contains 611 existing historic light stations encompassing 631 existing historic towers. 
A light station generally consisted of a complex of mutually-supporting structures. The light required fuel and 
maintenance that could only be provided by keepers. Keepers in turn required housing and transportation; 
hence a station might include a fireproof oil house, a keeper's dwelling, a cistern, and perhaps a boathouse, 
stable, or garage, in addition to the tower. If a fog signal was required, a separate structure might be built to 
house it as well. At the very least a station would have a tower supporting an optic and housing for the keeper; 
in many instances, one structure would serve both functions. 





All stations included here are at least 
of Radoting listers Light Towere fifty years old and most have been 
evaluated for inclusion in the National 
Register of Historic Places, the 
“official list of the Nation’s cultural 
resources worthy of preservation.” 
The National Register is administered 
by the National Park Service and 
includes districts, sites, buildings, 
structures, and objects that are 
significant in American history, 
architecture, archeology, engineering, 
and culture. Of the historic light 
towers included in this inventory, 366 
are individually listed in the National 
Register for Historic Places; 42 are 
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parhota lanier listing, 2 have been determined eligible for listing by the Keeper ofthe National Register, and 
12 have been determined elyyble by a State Histone Preservation Office (SHPO), We have attempted to 
Highlight those stations fisted inthe National Register by providing longer entries and whenever possible, 4 
photo 


Lighthouses are evocative symbols that have been used for relygious, Commercial, or men oral purposes, This 
inventory does not iaclude those structures whose primary function is not, or was not, to serve as an active 
aid to navytation, Nor do we include sites of former lighthouse stations in the main body of the inventory, 
although we have a bret listing of those we encountered in our research in Appendix 6. 


Database Characteristics 


Created in 1988, the lighthouse database ts maintained on a personal computer using Dbase Hl Plus software, 
Lach historic light tower has a record in the database and each record contains the following fields: 





® Location of station (body of water, harbor, strait, 
etc.) 

© U.S. Coast Guard District (refers to modern 
configuration) 

® Nearest town or city 

®* County 


Dates: 


® Year station was established and first lit 
® Year station was automated and hence no 
longer required a keeper 


Existing Historic Tower: 


© Year construction completed 

© Whether historic tower continues as an active 
aid to navigation 

© Year the tower was deactivated as an active aid 
to navigation or period in which the tower was 
out of commission (frequently the Coast Guard 
has returned an optic to the historic tower after 
it has been out of commission for decades) 

© Foundation materials 
Major construction materials 
Markings or patterns that might identify the 
tower's Ic ation during the day (daymark) 
Shape of the tower 
Relationship to other structures (attached, 
integral, or separate), All light stations had a 
tower supporting the optic; however this tower 
may also be attached or integral to a keepers 
dwelling or, in fewer cases, a fog signal 
building. 

© Height in feet, generally to top of the ventilator 


ao © 


© Original optic and the year it was installed 

¢ Current optic and the year it was installed 

© Height in feet of the focal plane above, 
water 


Modern lower: 


© Whether a newer structure has replaced the 
historic tower as the active aid to navigation at 
the station and some of its general 
characteristics 


Fog Signal Building: 


© Whether a fog signal building is extant on the 
station. (We know that a fog signal building is 
extant at 138 of the stations.) 

Year of construction 

Major construction materials 

Architectural style 

Current fog signal type 


Keepers Quarters: 


© Whether a keepers dwelling is extant on the 
station. (We know that a keepers quarters is 
extant at 397 of the stations.) 

Year of construction 

Number of stories 

Architectural style 

Major construction materials 


Other Structures: 


© Listing of oi! houses, cisterns, barns, catwalks, 
storage buildings, boathouses, or any other 
structures which are still extant at the station 
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Above Horton Port Light, Southold, New York, & an example 


Drum Porn Light at Calvert Marine Museum in of an attached relationhip between the tower and dwelling 
Solomon: Maryland # an example of an integral Courtesy of Clifferd! Benstield/Mike Richter, 1993 Below Piney 


relatromhp between the tower and dwelling Port Light, St. Mary's County, Maryland, & an example of a 
foutew NPS National Maritime initiative separate relationship between the tower and dwelling ( ourtety 
( andace (Wierd 1997 NPS National Maritime initiative/_andace Clifford 1993 
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Ownership: 


* Uwner of current manager of the property 
Cotten the Coast Card still maintain the aid to 
Navigation bul leases the buildings of property 
to an outede entity See appendia tor addresses 
of theese apen ie. of offanis ations 


Current Use. 

® bow the eaten currently function 

* Whether and when if 6 open to the publi 

* How the sation might be accewed 

® Phone sumber to call tor additional intermation 


and to contiem accessibility (hour and acces 
information are subject to change ) 


Sipnific ance/Evaluation: 


® National Register Status A sation can be listed 
on the National Register of Mitore Places 
individually of as part of a multiple property 
submission (MPS) tommerly referred to a a 
thematic resource submission (TR). i we are 
aware that the lilt station talle within the 
boundaries of a hietorn district that has been 
ited om the Nathonal Regier, we have 
inde ated that the lighthouse is “part of lreting’ 
and provided the name of that listing. in other 


i ases we indi ated thal the lighthouse has been 
determined eligible for listing in the National 
Register by the Keeper of the National Register 
(Keeper) of the Mate Mistorn Preservation Office 
(Sh?) although oo formal nomination has 
been prepared Wherever possible, we have 
mcluded a photo tor those iweluded in the 
National Register 

Whether the sation has been designated a 
National Mier Landmark (NPL) | ve8e 
properties are devgnated by the Secretary of the 
inferin a8 possesing exceptional national 
vignili ane 

Whether the sation «@ included on a State 
inventory or Register and, if known, the year 
lintel 

Whether the station has been documented by 
the Mistorn American Buildings Survey (MABS) 
of the Histor Amencan Lagineering Record 
(MATR) and the MABS/HATR code for the 
submission to the HABS/HAER collection 
available to researchers in the Library of 
( ongress 


Miscellaneous 


© Any additional information not covered by the 


above frelds that might be usetul 








A sroond one, dramdtype, teenel lem oat 
part of an exbuia at the tloaper Sivad lilt 
(heaprake fay Martone Minewmn Ww 
Miahealh Maryland ( ourtesy NPS Nateonal 
Marten indiatiwe andace (Clifford 1989 








introduction 


























National Park Service 1994 inventory of Historic Lighthouses 


XV 








leh Second order bivalvetype. fresnel lem 
on Guplay ai the US Coast Guard Am to 
Navigation School Yorktown, Virginia 
Below Modem aptics, DC B-24 (ef) and 190 
mm (right) Courtety NPS National Maritime 
inttiativel_ andace Clifford, 1994 
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Database Statistics 


Daten Stations Extublinhed 
and Dates Existing Towers Constructed 
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Primary Construction Materials 












































for Existing Historic Towers 
C onorete (7.3%) Unknown (0.8%) 
Steel (9.0%) 
Brick (31.7%) 
Wood (11.1%) 
a 
Stone (19.5%) oe : 
iron (20.6%) 











The most common construction material for existing historic tower: «4 brick, the second, cast iron Many of the cast iron 
towers, however, have a brick lining 








The U.S. Coast Guard has 
Owner/Manager Distribution jurisdiction at 457 of the 
many _ different: ways the 
Coast Guard interacts with an 
outside organization, be it 
another Federal agency, state 
or local government, historical 
society or research institution, 
or private individual. The 
second entity either 1) leases 
and manages the entire station 
US Coast Guard (467) from the Coast Guard which 
generally continues to 
maintain the optic; 2) owns 
the historic tower and 
associated buildings while the 
Coast Guard owns the newer 
tower, 3) owns or leases the 
Cette “eee ede whee meMatene entire station with the 
exception of the historic tower 
as the Coast Guard continues 
to maintain it as an active aid to navigation; 4) has a license or permit from the Coast Guard to use the 
property; or 5) owns or manages al! or some of the buildings 
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Original Optics 
for Existing Historic Towers 
250 336 
2007 | 
160 + :-- ee + + = 
100 +—_ —- -- -Sees + - : - 2S x = 2: SEZ — 
60+ —---- _ = 
o- 7 Ty 
First Second Third Fourth Fifth Sixth Unknown 
Lens Order snchaton Tre end-one-hal ender 
Sour’es of Information 
The information included in the lighthouse inventory was gathered primarily from the National Register of 
Historic Places, the U.S. Coast Guard Historian's Office, the U.S. Lighthouse Society, State Historic 
Preservation Offices, and survey torms from the owners and managers of the individual light stations. Another 
primary research tool was the Light List published by the U.S. Coast Guard and its predecessors. Please refer 
to the Acknowledgments section for a list of contributors to the inventory and to the Bibliography for a list of 
secondary sources. 
Lighthouse Preservation 


Technological changes in the 20th century ultimately doomed the manned light station. Today, all stations but 
one, Boston Harbor Light, are automated, eliminating the need for a keeper to maintain the light and its 
associated structures. Of the exisiing lights, we know that 406 are operational aids to navigation. The majority 
of these are operated by the U.S. Coast Guard; however, we know that 17 serve as private aids to navigation. 
Many additional stations continue in operation with the optic placed outside the tower's lantern, generally 
mounted on a steel poie 


Automation has permitted the Coast Guard to lease many stations to state, local, and private groups for use 
as museums, parks and recreation areas, research laboratories, and nature preserves. Finding an adaptive use 
for those stations in isolated, inaccessible locations has proved challenging. 
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Lighthouses in accessible locations have become popular tourist attractions and educational resources. Some 
lighthouses report annual visitation in the tens of thousands. Approximately 250 stations are accessible to the 
public, At some locations, a person may enter the tower and climb the stairs to the lantern room, in others 
only the grounds outside the buildings are open. Thirty-five light stations fall within boundaries of national 
parks 


As the U.S. Coast Guard and other caretakers look for new uses for the obsolete towers and nature takes its 
toll, the issues surrounding lighthouse preservation have become more critical, The popular appeal of 
lighthouses has created a tremendous body of support for their preservation, especially at the local level. State 
and national groups have also organized to promote the cause of lighthouse preservation. This inventory is 
intended to support lighthouse preservation organizations by providing a means for Coordinating their activities 
and assembling a baseline for Comparison 


National Historic Landmark Study of Lighthouses 


The next step after Compiling an inventory is to survey and evaluate light stations for the National Register of 
Historic Places and, if exceptionally noteworthy, for the National Historic Landmark (NHL) survey. This 
Inventory will serve as a starting point for researching and selecting candidates for study as part of the 
lighthouse phase of the NHL theme study, “Maritime Heritage of the United States.” National Historic 
Landmarks are recognized as our Nation's most important historic and cultural resources and possess 
exceptional significance in illustrating of interpreting the heritage of the United States 


Currently only three lighthouses are designated Nils: Boston Harbor Light on Little Brewster Island in 
Massachusetts, Sandy Hook Light on New York Lower Bay in New Jersey, and Old Cape Henry Light at the 
entrance to Chesapeake Bay in Virginia. After a context study is completed on the development of the 
architecture and engineering of lighthouses within the U.S. lighthouse system, the Initiative plans to select 
approximately 50 of the most significant lighthouses for study as potential NHLs. For each property, the 
Initiative will gather information on its history, significance, appearance, and integrity; make an onsite 
inspection; and prepare a formal nomination to be presented to the National Park System Advisory Board, 
which in turn makes recommendations to the Secretary of the Interior 


In addition to the NHL study, the National Park Service plans to work cooperatively with the U.S. Coast Guard 
and other agencies to provide standards and guidelines for preservation treatments for light stations. A small 
number of lighthouse condition assessments are also planned by the National Park Service, U.S. Coast Guard, 
and Department of Defense to serve as models for this resource type 


Corrections to the Inventory 


In creating this inventory, we have consulted a multitude of sources and have often encountered conflicting 
data. We realize that errors may exist in our data. We welcome your comments; please bring any mistakes 
oF iNCONsistencies to our attention, as well as any information we may have overlooked or not discovered. This 
inventory is an ONgOINE project and will Continue to be maintained by the Initiative. Please direct all comments 
and revisions to National Maritime Initiative, National Park Service (418), P.O. Box 37127, Washington, DC 
20013-7127 
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ALABAMA 














Bruce Roberts 


Owner/Manager, ALABAMA HISTORICAL COMMISSION 


Current Use 
Open to the Public? NO; Access: OFFSHORE/BOAT 





MOBILE MIDDLE BAY LIGHT 


Location; MOBILE MARBOR/MOBILE BAY 
U5.C.G, Dietrich 6 
Nearest City; MOBILE; County; MOBILE 


Year Station Established: 1885, Year Automated: 1945 


Year Existing Mistoric Tower Constructed: 1905 
ls the Light Operational? NO; Deactivated: 1967 
Foundation Materials: SCREW PILING W/PLATFORM 
Construction Materials; WOOD 
Markings/Patterns: WHITE DWELLING/RED PILES 
Shape: MEXAGONAL W/OUT LANTERN 
Relationship to Other Structures: INTEGRAL 
Tower Height: 54; Height of Focal Plane: 54 
Original Optic 
Present Optic: 155 MM (HAZARD WARNING) 


is there a Newer Tower? NO 
ls there an Existing Fog Signal Building? NO 
Current Fog Signal Type: NONE 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 1905; Number of Stories: 1.5 
Architectural Style: INTEGRAL TO TOWER 
Construction Materials: WOOD 


National Register Status: LISTED: MIDDLE BAY LIGHT: On State LisV/inventory? YES 


Documented by HABS? YES (AL-999) 


BUILT AS REPLICA OF HOOPER’S STRAIT LIGHTHOUSE; DAMAGED IN 1916 HURRICANE; RESTORED BY MIDDLE 
BAY LIGHT CENTENNIAL COMMISSION IN 1984; STABILIZATION UNDERTAKEN IN 1993 





MOBILE POINT (RANGE REAR) LIGHT 


Location: MOBILE BAY ENTRANCE 
U.5S.C.G. District: 8 
Nearest City: GULF SHORES; County: BALDWIN 


Year Station Established: 1821; Year Automated: 1981 


Year Existing Historic Tower Constructed: 1873 
ls the Light Operational? NO; Deactivated: 1966 
Foundation Materials: CONCRETE 
Construction Materials: RON 
Markings/Patterns: BLACK 
Shape: SKELETAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 30; Height of Focal Plane 
Original Optic: FOURTH ORDER (1858) 
Present Optic: REMOVED TO FORT MORGAN 

MUSEUM (1966) 





ls there a Newer Tower? YES; Year Constructed: 1966 
Construction Materials: STEEL 
Markings/Patterns: RED & WHITE BOARD 
Shape: SKELETAL 
Tower Height: 120; Height of Focal Plane: 125 
Current Optic: OCB 24 (1981) 


ls there an Existing Fog Signal Building? NO 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 1872; Number of Stories: 2 
Architectural Style: BUNGALOW 
Construction Materials: WOOD 


Other Structures: SMALL BRICK BUILDING, POSSIBLY 
OIL HOUSE 


National Park Service 1994 Inventory of Historic Lighthouses 














ALABAMA 








MOBILE POINT (RANGE REAR) LIGHT cont. 


Owner/Manager, U.S. COAST GUARD/ALABAMA National Register Status: PART OF LISTING: FORT 
HISTORICAL COMMISSION MORGAN; On State LisV/inventory? YES 

Current Use: STATE MISTORIC SITE 

Open to the Public? YES; GROUNDS ONLY 1873 TOWER DISMANTLED 1979, TOWER LATER 

Access; FORT MORGAN STATE HISTORIC RIGHTED AND RESTORED NEAR ENTRANCE TO 
SITE/RROUTE 180 FORT MORGAN'S VISITOR PARKING LOT 








SAND ISLAND LIGHT 


Location; OFF MOBILE POINT SOUTH OF 
FORT; U.S.C G,. Districh 8 

Nearest City: GULF SHORES 

County: BALOWIN 


Year Station Established: 1638 
Year Automated: 1921 


Year Existing Historic Tower Constructed: |8673 

is the Light Operational? NO 

Deactivated: 1933 

Foundation Materials: STONE 

Construction Materials: BROWNSTONE 

Markings/Patterns: UNPAINTED GOTHIC 
TOWER W/BLACK LANTERN 

Shape: OCTAGONAL 

Relationship to Other Structures: SEPARATE 

Tower Height: 131; Height of Focal Plane: 132 

Original Optic: SECOND ORDER (1873) 

Present Optic: REMOVED (1933) 





ls there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO 
is there an Existing Keepers Quarte:s? NO 








(DESTROYED) ee tt 
Owner/Manager: U.S. COAST GUARD Courtesy U.S. Coast Guard, 1963 
Current Use: 


Open to the Public? NO 
Access: BOAT FROM DAUPHIN ISLAND 


National Register Status: LISTED: SAND ISLAND LIGHT 


ORIGINAL LENS MOVED TO FORT MORGAN MUSEUM; U.S. COAST GUARD PLANS TO TRANSFER PROPERTY 
TO BUREAU OF LAND MANAGEMENT 


2 Light Stations by State 








ALASKA 





CAPE DECISION LIGHT 


Location, SUMNER STRAIT/SHAKEN BAY 

U.S.C.G, Distrie: 17 

Nearest City: KUIU ISLAND 

Year Station Established: 1932; Year Automated: 1974 


Year Existing Historic Tower Constructed: 1932 
is the Light Operational? YES 
Foundation Materials; ROCK 
Construction Materials; CONCRETE 
Markings/Patterns: WHITE ART DECO 
Shape: SQUARE 
Relationship to Other Structures: INTEGRAL 
Tower Height: 75; Height of Focal Plane: 96 


Original Optic: THIRD ORDER (1932) 
Present Optic: OCB 24 


Owner/Manager; U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO 

Access: BOAT/HELICOPTER 


National Register Status: NONE 
LAST LIGHT STATION ESTABLISHED IN ALASKA; 


ORIGINAL LENS IN CLAUSEN MUSEUM IN 
PETERSBURG; BOATHOUSE BURNED 1989 





CAPE HINCHINBROOK LIGHT 


Location: ENTRANCE TO PRINCE WILLIAM SOUND 
U.S.C.G. District: 17 

Nearest City; CORDOVA 

County: VALDEZ/CORDOVA 

Year Station Established: 1910; Year Automated: 1974 


Year Existing Historic Tower Constructed: 1934 
Is the Light Operational? YES 
Foundation Materials: CONCRETE/SURFACE ROCK 
Construction Materials; REINFORCED CONCRETE 
Markings/Patterns: WHITE ART DECO 
Shape: OCTAGONAL ATTACHED TO FOG SIGNAL 

BUILDING 

Relationship to Other Structures: ATTACHED 
Tower Height: 67; Height of Focal Plane: 235 
Original Optic: THIRD ORDER (1910) 
Present Optic: DCB 224 


ls there an Existing Fog Signal Building? YES 
Current Fog Signal Type: HORN 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO 

Access: BOAT/HELICOPTER 


National Register Status: NONE 
On State List/inventory? YES 


FIRST TOWER’S FOUNDATION WEAKENED BY 
EARTHQUAKES IN LATE 1920s; ORIGINAL LENS IN 
VALDEZ HERITAGE CENTER IN VALDEZ; VALDEZ 
MUSEUM PLANS TO BUILD REPLICA OF 1910 
TOWER IN DOWNTOWN VALDEZ 














& 


unne 4 








Courtesy U.S. Coast Guard, 1964 








CAPE SPENCER LIGHT 


Location: ENTRANCE TO CROSS SOUND/ICY STRAIT 
U.S.C.G. District: 17 

Nearest City: YAKUTAT 

County: SKAGWAY/YAKUTAT/ANGO 


Year Station Established: 1913; Year Automated: 1974 


Year Existing Historic Tower Construc’ed: 1925 
Is the Light Operational? YES 
Foundation Materials: ROCK 
Construction Materials: CONCRETE 
Markings/Patterns: WHITE ART DECO 
Shape: SQUARE ON FOG SIGNAL BUILDING 
Relationship to Other Structures: INTEGRAL 
Tower Height: 25; Height of Focal Plane: 105 
Original Optic: THIRD ORDER (1925) 
Present Optic: DCB 24 
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ALASKA 





CAPE SPENCER LIGHT cont. 


is there a Newer lower! NO 


ls there an Existing Fog Signal Building? YES; Year Constructed: 1925; Construction Materials: CONCRETI 
Architectural Style: INTEGRAL TO TOWER; Current Fog Signal Type: HORN/ORIGC, DIAPHONT 


is there an Existing Keepers Quarters’ YES; Year Constructed: 1925; Number of Stories: | 
Architectural Style: INTEGRAL TO TOWER: Construction Materials; CONCRETE 


Other Structures; BOATHOUSE, BLACKSMITH, RADIOBEACON, STORAGE BUILDING, OIL HOUSE 


Owner/Manager: U.S. COAST GUARD/NATIONAL PARK SERVICE; Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT/HELICOPTER/GLACIER BAY NATIONAL MONUMENT 


National Register Status: LISTED: CAPE SPENCER LIGHTHOUSE; On State Lis/inventor, ( YES 
Documented by HAER? YES (AK-24/WASO) 


RADIOBEACON ESTABLISHED IN 1926 WAS THE FIRST IN ALASKA; ORIGINAT LENS IS IN ALASKA STATE 
MUSEUM 











CAPE ST. ELIAS LIGHT 


Location: SOUTH END OF KAYAK ISLAND 
U.S.C.G. District 17 
Nearest City: KATALLA; County: VALDEZ/CORDOVA 


Year Station Established: 1916: Year Automated: 1974 


Year Existing Historic Tower Constructed: 1916 
Ils the Light Operational? YES 
Foundation Materials: ROCK 
Construction Materials: CONCRETE 
Vierkings/Patierns: WHITE ART DECO 
shape: SQUARE ON FOG SIGNAL BUILDING 
Relationship to Other Structures: INTEGRAL 
Tower Height: 55; Height of Focal Plane: 85 
Original Optic: THIRD ORDER (1916) 
Present Optic: 190 MM, SOLAR POWERED 








is there a Newer Tower! NO 


Ils there an Existing Fog Signal Building? YES 
Year Constructed: 1916 
Construction Materials: CONCRETE 
Architectural Style: INTEGRAL TO TOWER 





Courtesy U.S. Coast Guard, 1966 


ls there an Existing Keepers Quarters? YES 

Year Constructed 

Number of Stories: 2; Construction Materials: WOOD; Architectural Style 
Other Structures: RADIOBEACON, STORAGE BUILDING 


Owner/Manager: U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT/HELICOPTER 


National Register Status: LISTED: CAPE ST. ELIAS LIGHTHOUSE, On State Lis/inventory? YES 


Light Stations by State 








ALASKA 








ELDRED ROCK LIGHT 


Location SULLIVAN ISLAND/.YNN CANAL 
U5.C.C. Dietieh 17 
Nearest City MAINES, County MAINES 








Vear Mation tetabliched 1905, Year Automated 197) 


Year Existing Mistoric Tower Constructed 1905 
ls the Light Operational! VES 
Foundation Materialk MASONRY 
Construction Materials WOOD 
Markings/Pattiomns WHITE 
Shape: OCTAGONAL ON FOG SIGNAL BUILDING 
Relationship to Other Structures INTEGRAL 
Tower Height 56, Height of Focal Plane 91 
Original Optic: FOURTH ORDER (1906) 
Present Optic: 250 MM, SOLAR POWERED 








Courtesy U.S Coast Guard, 1966 ls there a Newer Tower? NO 


ls there an Existing Fog Signal Building? VES, Year Constructed: 1906, Construction Materials; WOOD 
Architectural Style INTEGRAL TO TOWER, Current Fog Signal Type DISCONTINUED FIRST CLASS AUTO SIREN 


is there an Existing Keepers Quarters? YES (COMBINED FOC SIGNAL/KEEPERS), Year Constructed: 1906 
Number of Stories 2. Architectural Style OCTAGONAL (INTEGRAL) Construction Materials: WOOD 


Other Structures: BOATHOUSE, HELICOPTER PAD, RADIO TOWER, CISTERN, OF HOUSE, STORAGE BUILDING 


Owner/Manager US COAST GUARD, Current Use ACTIVE AID TO NAVIGATION 
Open to the Public! NO. Access BOAT/HELIOCOPTER 


National Register Status: LISTED. ELORED ROCK LIGHTHOUSE, On State List/inventory? YES 


ORIGINAL LENS REMOVED TO MUSEUM IN PORT CHILKOOT IN 1973 





FIVE FINGER ISLANDS LIGHT 


Location. FREDERICK SOUND, US.C.C. District 17 ls there an Existing Keepers Quarters! YES 
Nearest City: JUNEAU Year Constructed: 1935, Number of Stories: | 
Year Station Establihed 1902 Year Automated 1984 Architectural Style: ART DECO GNTEGRAL) 


Construction Materials: CONCRETE 
Year Existing Historic Tower Constructed: 1935 


is the Light Operational? VES Other Structures: RADIOBEACONS, CISTERNS 
Foundation Materials: CONCRETE PIER 

Construction Material: CONCRETE Ownet/Manager, U.S. COAST GUARD 
Markings/Pattierns. WHITE ART DECO Current Use: ACTIVE AID TO NAVIGATION’ 
Shape SQUARE WEATHER FORECASTING CENTER 
Relationship to Other Structures INTECRAI Open to the Public? NO 

Tower Height: 68; Height of Focal Plane 61 Access: BOAT/HELICOPTER 

Original Optic: FOURTH ORDER (1902) 

Present Optic DCB 24 National Register Status: NONE 
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GUARD ISLANDS LIGHT 


Location TONGASS NARROWS ENTRANCT/ 
CLARENCE STRAIT, U.S.C.C. District 17 

Nearest City, KETCHIKAN 

Year Mation Established 1904 Year Automated 196% 


Tower Height: 30, Height of Focal Plane 7a 
Original Optic: FOURTH ORDER (1904) 
Present Optic: OCB 24 


ls there an Existing Fog Signal Building! NO 
(DISMANTLED) 


Current Fog Signal Type: AIR DIAPHONT/ORIC, BELL 
Other Structures OL HOUSE, RADIOBLACON 


Owner/Manager, U5. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public! NO 
Access: BOAT/HELICOPTER 
National Register Status NONE 


TOWER 15 ON Ol. HOUSE 





MARY ISLAND LIGHT 


Location: MARY ISLAND/REVILLAGIGEDO 
CHANNEL; U.5.C.G. Dietrich 17 

Nearest City: KETCHIKAN 

Year Station Established: 1903, Year Automated 1969 


Year Existing Historic Tower Constructed: 1937 
is the Light Operational? VES 
Foundation Materials: CONCRETE 
Construction Materials: REINFORCED CONCRETE 
Markings/Patiems: WHITE ART DECO 
Shape: SQUARE 
Relationship to Other Structures: ATTACHED 
Tower Height: 61; Height of Focal Plane: 76 
Original Optic: FOURTH ORDER (1903) 


Present Optic: 250 MM 


ts there an Existing Fog Signal Building? YES 
Year Constructed: 1937 


Construction Materials: CONCRETE 
Architectural Style: ATTACHED TO TOWER 


Owner/Manager, U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO 

Access: BOAT/HELICOPTER 


National Register Status: NONE 





POINT RETREAT LIGHT 


Location: ADMIRALTY ISLAND/LYNN CANAL 
US.C.G. Dietrich 17 
Year Station Established: 1904, Year Automated: 1973 


Year Existing Historic Tower Constructed: 1923 
is the Light Operational? YES 
Foundation Materials: CONCRETE 
Construction Materials: CONCRETE 
Markings/Patterns: WHITE ART DECO WITHOUT 

LANTERN 

Shape: SQUARE ON FOC SIGNAL BUILDING 
Relationship to Other Structures: INTEGRAL 
Tower Height: 25, Height of Focal Plane: 63 


Original Optic: FIRST BIVALVE (1904) 
Present Optic: 300 MM, SOLAR POWERED 


ts there an Existing Fog Signal Building? VES 
Other Structures: CISTERN, BOATHOUSE 
Owner/Manager. U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO 

Access: BOAT/HELICOPTER 


National Register Status: NONE 


Light Stations by State 








ALASKA 





SENTINEL ISLAND LIGHT 


Lovation FREDERICK SOUNDI/LYNN CANAL 
US.C.G, Dietiet 17 

Nearest City SKAGWAY 

Year Mation tstablished 1902 Year Automated 1966 


Vear Existing Historic Tower Constructed (935 
ls the Light Operational’ VES 
Foundation Materials CONCRETE 
Construction Materials WOOD FRAME/CONCRETE 
Markings/Patiorns WHITE 
Shape SQUARE TOWER 
Relationship to Other Structures ATTACHED TO 
FOG SIGNAL BUILDING 
Tower Height 51, Height of Focal Plane 66 
Original Optic: FOURTH ORDER (1902) 


Present Optic 190 MM, SOLAR POWERED 


ls there an Existing fog Signal Building? VES 
Current Fog Signal Type HORN 


ls there an Existing Keepers Quarters! NO 
(DEMOLISHED 1971) 


Other Structures DESTROVED 


OwnedManager US. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO 
Access BOAT/HELICOPTER 


National Regiter Statue NONE 





TREE POINT LIGHT 


Location: REVILLOGIGEDO CHANNEL 

U5.C.G. Dietrich 17 

Nearest City: PRINCE OF WALES ISLAND 

Year Station Established 1904 Year Automated 1969 


Year Existing Historic Tower Constructed 1935 
ts the Light Operational? NO, Deactivated: 1969 
Foundation Materials: CONCRETE 
Construction Materials: CONCRETE 
Markings/Patiems: WHITE ART DECO 
Shape: SQUARE ATTACHED TO FOC SIGNAL 

BUILDING 

Relationship to Other Structures: ATTACHED 
Tower Height 56 
Original Optic: THIRD ORDER (1904) 





is there a Newer Tower! YES, Year Constructed 1969 
Markings/Patioms WHITE 
Present Optic 300 MM 


Other Structures: O11 HOUSE, STORAGE BUILDING 


Owner/Manager, U.S. COAST GUARD 
Current Use: 

Open to the Public? NO 

Access: BOAT/HELICOPTER 


National Register Status. NONE 


KETCHIKAN HISTORICAL MUSEUM HAS ONE OF 
OLD LENSES AND DRIVE MECHANISMS 
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Alcatraz Island light Courtety NPS National Maritime 
intiatiwet_ andace (Wierd 1997 














Anacapa tiland Light. Courtesy U.S. Coast Guard 
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ALCATRAZ ISLAND LIGHT 


Location ALCATRAZ ISLAND/SAN FRANCISCO BAY 
US.C.G. District iB 


Year Station Established 1854, Year Automated 196) 


Year Existing Historic Tower Constructer’ 1909 
is the Light Operational’ VES 
Foundation Materials MASONRY 
Construction Materials: REINFORCED CONCRETE 
Markings/Patierns NATURAL W/BLACK LANTERN 


Tower Height 64, Height of Focal Plane: 214 
Original Optic: THIRD ORDER, FRESNEL (1654) 
Present Optic: OCB-24 (1977) 


ls there a Newer Tower? NO 


ts there an Existing Fog Signal Building! NO 
(DISMANTLED) 


Current Fog Signal Type: ELECTRIC KLAXON/ORIGC 
BELL 


ls there an Existing Keepers Quarters? NO 
(DESTROVED) 


Other Structures: STORAGE BUILDING (1909) IN THE 
BASEMENT OF KEEPERS 


Owner/Manager, U.S. COAST GUARD/NATIONAL 
PARK SERVICE 

Current Use: ACTIVE AID TO NAVIGATION IN 
NATIONAL PARK 

Open to the Public? YES; GROUNDS ONLY 

Access: GOLDEN GATE NATIONAL RECREATION 
AREA/BOAT FROM FISHERMAN’S WHARF 

Public Phone 415-556-0560 


National Register Status: PART OF LISTING 
ALCATRAZ 


SITE OF FIRST WEST COAST LIGHT; OLD LENS 
DISPLAYED AT FORT MUSEUM 





ANACAPA ISLAND LIGHT 


Location: ENTRANCE TO SANTA BARBARA 
CHANNEL, U.S.C.G. District 11 
Nearest City: PORT HUENEME; County: VENTURA 


Year Station Establiched 1912 Year Automated 1968 


Year Existing Histor Tower Constructed: 1932 
is the Light Operational? VES 


Tower Height 40, Height of Focal Plane 277 
Original Optic: THIRD ORDER, FRESNEL (1932) 
Present Optic OCB-24 (1991) 


ls there a Newer Tower? NO 


ts there an Existing Fog Signal Building? VES 

Year Constructed: 1932 

Construction Materials: CONCRETE 
Architectural Style SPANISH REVIVAL 

Current Fog Signal Type: HORN/ORIC. DIAPHONE 


ts there an Existing Keepers Quarters? VES 
Year Constructed: 1932; Number of Stories: | 
Architectural Style: SPANISH REVIVAL 
Construction Materials: WOOD 


Other Structures: OL HOUSE, RADIO BUILDING, 
TANK HOUSE, 2 STORAGE BUILDINGS, DOCK, 
CRANE HOUSE, CISTERN 


Ownet/Manager. U.S. COAST GUARDINATIONAL 
PARK SERVICE 

Current Use: ACTIVE AID TO NAVIGATION IN 
NATIONAL PARK 

Open to the Public? YES; GROUNDS ONLY 

Access: CHANNEL ISLANDS NATIONAL PARK/BOAT 
FROM VENTURA; Public Phone: 605-658-5700 


National Register Status: LISTED ANACAPA 
LIGHTHOUSE 


THIRD ORDER LENS MOVED TO CHANNEL ISLAND 
NATIONAL PARK VISITORS CENTER ON ANACAPA 
ISLAND, ALL BUILDINGS [O BE REHABBED BY 
SUMMER 1993 
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CALIFORNIA 





ANO NUEVO ISLAND LIGHT 


Location: SAN MATEO COUNTY/U 5.C.G. District 11 ls there an Existing Fog Signal Building? VES 
Nearest City, DAVENPORT; County SAN MATEO 
Year Station Established 1872 Other Structures: STORAGE BUILDING 
Year Existing Historic Tower Constructed 1890 Owner/Manager, STATE OF CALIFORNIA 
is the Light Operational! NO, Deactivated Current Use: NATURE PRESERVE 
Foundation Materials, CONCRETE Open to the Public? VES; RESTRICTED 
Construction Materials WOOD 
Markings/Pattiorns WHITE, Shape SQUARE National Register Status: NONE 
Relationship to Other Structures, SEPARATE 
Tower Height 49 








BATTERY POINT (CRESCENT 
CITY) LIGHT 


Location: BATTERY POINT ISLAND 
U5.C.G. Dietrich 11 

Nearest City: CRESCENT CITY 
County: DEL NORTE 





Year Station Established 1856 
Year Automated: 1953 


Year Existing Historic Tower Constructed 

18656 

is the Light Operational? VES (PRIVATE 
AID) 

Deactivated: 1965-1982 

Foundation Materials 
NATURAL/EMPLACED 

Construction Materials: BRICK 
TOWER/GRANITE HOUSE 

Markings/Patierns: WHITE 

Shape: CYLINDRICAL ON SQUARE 
HOUSE 

Relationship to Other Structures 
INTEGRAL 











Courtesy U.S. Coast Guard 


Tower Height: 45; Height of Focal Plane: 77 
Original Optic: FOURTH ORDER, FRESNEL (1656); Present Optic: FIFTH ORDER, DRUMM (1953) 


is there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO 


is there an Existing Keepers Quarters? YES; Year Constructed: 1656; Number of Stories: 1.5 
Architectural Style: CAPE COD INTEGRAL; Construction Materials: STONE 


Other Structures: CARPENTER SHOP, STORAGE BUILDING (ATTACHED TO LIGHTHOUSE), 4 WATERTANKS (1904), 
OL HOUSE (1680) 


Owner/Manager, DEL NORTE COUNTY; Current Use: PRIVATE AID TO NAVIGATION/MUSEUM 
Open to the Public? VES; APRIL THROUGH SEPT (TIDE PERMITTING) 
Access: WEST SIDE OF HARBOR/FOOT OF “A” STREET; Public Phone: 707-464-3089 


National Register Status: LISTED: CRESCENT CITY LIGHTHOUSE; On State List/inventory? YES, Year Listed: 1982 


Light Stations by State 








CALIFORNIA 





CAPE MENDOCINO LIGHT (OLD) 


Locations NORTHERN CALIFORNIA COAST 

U.5.C.G, Dietier 11 

Nearest City, CAPETOWN,; County, HUMBOLDT 
Year Station Established 1668, Year Automated 1951 


Year Existing Historic Tower Constructed: 1868 
© tre Light Gperations® NO; Deactivated: 1951 


Shape: PYRAMIDAL 16-SIDED 
Relationship to Other Structures: SEPARATE 
Tower Height: 43; Height of Focal Plane: 422 
Original Optic: FIRST ORDER, FRESNEL 
Present Optic: REMOVED (1950) 


is there a Newer Tower! VES; Year Constructed: 1951 


Construction Materials: STEEL; Shape: POLE 
Height of Focal Plane. 515 
Original Optic: OCB 224 (1951) 


ls there an Existing Keepers Quarters? NO 
(DESTROYED) 

Other Structures: STORAGE BUILDING, BARN, O11 
HOUSE 


Owner/Manager, U.S. COAST GUARD 
Current Use: OLD TOWER ABANDONED 


Open to the Public? NO 
National Register Status: NONE 


FIRST ORDER LENS MOVED TO HUMBOLDT 
COUNTY FAIRGROUNDS IN 1950 





CARQUINEZ STRAIT LIGHT 


Location: RELOCATED FROM CARQUINEZ STRAIT 
ENTRANCE; US.C.G. District: 11 

Nearest City: VALLEJO; County: SOLANO 

Year Station Established: 1908; Year Automated: 1963 


Year Existing Historic Tower Constructea: ote 


Original Optic: FOURTH ORDER, FRESNEL 
is there a Newer Tower? YES (AT ORIGINAL SITE) 


Owner!/Manager, PRIVATE OWNER 
Current Use: MARINA 

Open to the Public? YES; GROUNDS ONLY 
Access: OFF HWY. 780, 2000 GLEN COVE DRIVE 


National Register Status: NONE 
DWELLING RELOCATED W/OUT TOWER IN 1960 





EAST BROTHER ISLAND LIGHT 


Location: OFF POINT SAN PABLOVSAN FRANCISCO 
BAY; U.S.C.G. District 11 
Nearest City: RICHMOND, County: CONTRA COSTA 


Year Station Established: 1874; Year Automated: 1969 


Year Existing Historic Tower Constructed: 18674 
ls the Light Operational? VES 
Foundation Materials: BRICK/WOOD 
Construction Materials: WOOD 
Markings/Patterns: BUFF; Shape: SQUARE 
Relationship to Other Structures: ATTACHED 
Tower Height: 48; Height of Focal Plane: 61 
Original Optic: FOURTH ORDER 
Present Optic: FIFTH ORDER 


is there a Newer Tower? NO 
is there an Existing Fog Signal Building? YES 


Year Constructed: 1674 
Construction Materials; WOOD 
Architectural Style: VICTORIAN 
Current Fog Signal Type: HORN/ORIG. STEAM 
WHISTLES 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1674; Number of Stories: 2 
Architectural Style: VICTORIAN (ATTACHED) 
Construction Materials: WOOD 


Other Structures: EQUIPMENT/CARPENTER SHOP, 
CISTERN, WATER TANK, DOCK 


Owner/Manager, U.S. COAST GUARD LEASE TO 
EAST BROTHERS LIGHT, INC. 

Current Use: ACTIVE AID TO NAVIGATION/BED & 
BREAKFAST 
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CALIFORNIA 











Courtesy U.S. Coast Guard 


EAST BROTHER ISLAND LIGHT cont. 








Open to the Public? YES; Access: BOAT FROM SAN PABLO YACHT HARBOR; Public Phone: 415-233-2385 


National Register Status: LISTED: EAST BROTHER ISLAND LIGHT STATION 


On State Luet/inventory? YES: Year Listed: 1993 





FARALLON ISLAND LIGHT 


Location: SOUTHEAST FARALLON ISLAND 
US.C.G. Distich 11 

Nearest City: SAN FRANCISCO 

County: SAN FRANCISCO 


Year Station Established: 1655: Year Automated: 1972 


Year Existing Historic Tower Constructed: 1655 
is the Light Operational? YES 
Foundation Materials: BRICK 
Construction Materials: BRICK 
Markings/Patterns: WHITE 
Shape: CONICAL W/OUT LANTERN 
Relationship to Other Structures: SEPARATE 
Tower Height: 41, Height of Focal Plane: 358 
Original Optic: FIRST ORDER, FRESNEL (1855) 
Present Optic: OCB-224 (1972) 


ls there a Newer Tower? NO 
ls there an Existing Fog Signal Building? NO 


la 


Current Fog Signal Type: ORIG. WAVE-ACTIVATED 
We4msTLe 


is there ar Existing Keepers Quarters? YES (MODERN) 


Other Structures: 2 CISTERNS, OL HOUSE, 
RADIOBEACC 6, GENERATOR BUILDING 


Owner/Manager. U.S. COAST GUARD LEASE TO 
FISH AND WILDLIFE SERVICE 

Current Use: ACTIVE AID TO NAVIGATION IN 
NATIONAL WILDLIFE REFUGE 

Open to the Public? NO: SAN FRANCISCO BAY 
REFUGE: Access: BOAT/HELICOPTER 


National Register Status: PART OF LISTING: 
FARALLONE ISLANDS 


LANTERN REMOVED TO ACCOMMODATE DCB-224 
ISLAND '5 BIRD REFUGE 
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CALIFORNIA 





FORT POINT LIGHT 








Location: SAN FRANCISCO HARBOR ENTRANCE ls there a Newer Tower? NO 
U.S.C, Districh 11 Is there an Existing Fog Signal Building? NO 
Nearest City: SAN FRANCISCO (FOUNDATION ONLY) 
County: SAN FRANCISCO Current Fog Signal Type: REMOVED/ORIG. TRUMPET 
ls there an Existing Keepers Quarters! NO 
Year Station Established: 1655 (DISMANTLED) 
Year Existing Historic Tower Constructed, 1664 Owner/Manager, NATIONAL PARK SERVICE 
ls the Light Operational? NO; Deactivated: 1694 Current Use: NATIONAL PARK 
Foundation Materials: FORT Open to the Public? YES; OPEN DAILY 
Construction Materials: IRON Access: FORT POINT NATIONAL HISTORIC 
Markings/Patterns: WHITE W/BLACK LANTERN SITE/MARINE DR. N. OF CRISSY FIELD 
Shape: NINE-SIDED ON FORT'S STAIRWAY TOWER Public Phone: 415-556-1693 
Relationship to Other Structures: INTEGRAL 
Tower Height: 27; Height of Focal Plane: 110 National Register Status: PART OF LISTING: FORT 
Original Optic: FOURTH ORDER, FRESNEL POINT NATIONAL HISTORIC SITE 


Present Optic: REMOVED 








LOS ANGELES HARBOR LIGHT 


Location: SAN PEDRO BREAKWATER/ANGELS GATE 
U.5.C.G. District 11 
Nearest City: SAN PEDRO; County: LOS ANGELES 


Year Station Established: 1913; Year Automated: 1973 


Year Existing Historic Tower Constructed: 1913 
ls the Light Operational? YES 
Foundation Materials: CONCRETE BREAKWATER 
Construction Materials; CONCRETE 
Markings/Patterns: BLACK STRIPES (VERTICAL) 
Shape: CYLINDRICAL 
Relationship to Other Structures: INTEGRAL 
Tower Height: 69; Height of Focal Plane: 73 
Original Optic: FOURTH ORDER FRESNEL (1913) 
Present Optic: OCB 24 








ils there a Newer Tower? NO 





is there an Existing Fog Signal Building? YES 
Courtesy U.S. Coast Guard, 1970 Year Constructed: 1913 


Construction Materials: CONCRETE 
Architectural Style: INTEGRAL; Current Fog Signal Type: AIR OSCILLATOR 


is there an Existing Keepers Quarters? YES; Year Constructed: 1942; Number of Stories: 2 
Architectural Style: INTEGRAL; Construction Materials CONCRETE 


Other Structures: CONCRETE OIL HOUSE (1938), RADIOBEACON 
Owner/Manager: U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION; Open to the Public? NO 
National Register Status: LISTED: LOS ANGELES HARBOR LIGHT STATION 


ORIGINALLY KNOWN AS SAN PEDRO HARBOR LIGHT 
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CALIFORNIA 





OAKLAND HARBOR LIGHT 


Location; RELOCATED FROM OAKLAND HARBOR 
U.S.C.G, Distrie 11 

Nearest City; OAKLAND; County: ALAMEDA 

Year Station Established: 1890 


Year Existing Historic Tower Constructed: 1903 
Is the Light Operational? NO; Deactivated: 1966 
Foundation Materials: CONCRETE PILINGS 
Construction Materials; WOOD 
Shape: SQUARE 
Relationship to Other Structures: INTEGRAL 
Original Optic: FIFTH ORDER, FRESNEL 


is there a Newer Tower? YES 
Present Optic: DCB 10 


Current Fog Signal Type: HORN/ORIG, BELL 


Owner/Manager, PRIVATE OWNER 

Current Use: QUINN’S LIGHTHOUSE RESTAURANT 
Open to the Public? YES 

Access: 1951 EMBARCADERO STREET 


National Register Status; NONE 


A LARGE STEEL CYLINDER WAS CONSTRUCTED IN 
FRONT OF STRUCTURE IN 1966; LIGHTHOUSE 
SOLD TO PRIVATE OWNER WHO RELOCATED IT 
TO BECOME QUINN’S LIGHTHOUSE RESTAURANT; 
LANTERN ROOM INSTALLED ON MARK ABBOTT 
MEMORIAL LIGHT IN SANTA CRUZ 





PIEDRAS BLANCAS LIGHT 


Location: NORTHERN ENTRANCE TO SAN SIMEON BAY 
U.S.C.G. District: 11 

Nearest City: SAN SIMEON 

County: SAN LUIS OBISPO 


Year Station Established: 1875; Year Automated: 1975 


Year Existing Historic Tower Constructed: 1879 
Is the Light Operational? YES 
Foundation Materials: MASONRY 
Construction Materials: BRICK 
Markings/Patterns: WHITE 
Shape: CONICAL W/OUT LANTERN 
Relationship to Other Structures: SEPARATE 
Tower Height: 74; Height of Focal Plane: 142 
Original Optic: FIRST ORDER BI (1875) 
Present Optic: OCB 224 (1949) 


is there a Newer Tower? NO 


is there an Existing Fog Signal Building? YES (ONLY SHELL 
REMAINING) 
Year Constructed: 1906 
Construction Materials: BRICK 
Current Fog Signal Type: HORN/ORIG. AIR WHISTLE 

















Courtesy U.S. Coast Guard, 1953. 


Is there an Existing Keepers Quarters? YES; Year Constructed: 1960; Number of Stories: | 
Architectural Style: RANCH STYLE; Construction Materials: BRICK 


Other Structures: OIL HOUSE, RADIOBEAC ON, OFFICE, PUMPHOUSE, TWO DUPLEX KEEPERS 


Owner/Manager: U.S. COAST GUARD LEASE TO U.S. FISH & WILDLIFE 
Current Use: ACTIVE AID TO NAVIGATION/BIOLOGICAL RESEARCH STATION 


Open to the Public? NO; Access: CALIFORNIA HWY. 1 


National Register Status: LISTED: PIEDRAS BLANCAS LIGHT STATION (LIGHT STATIONS OF CALIFORNIA MPS) 


LANTERN REMOVED IN 1949 BECAUSE OF STORM DAMAGE 


Light Stations by State 
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PIGEON POINT LIGHT 


Location; SOUTHERN APPROACH TO SAN 
FRANCISCO BAY; U.S.C.G. Distrieh 11 

Nearest City; PESCADERO 

County: SAN MATEO 


Year Station Established: 1871 
Year Automated: 1974 


Year Existing Historic Tower Constructed: 1872 
is the Light Operational? YES 
Foundation Materials: STONE 
Construction Materials; CONCRETE/BRICK 
Markings/Patterns: WHITE W/BLACK TRIM 
Shape: CONICAL 
Relationship to Other Structures: ATTACHED 
Tower Height: 115 
Height of Focal Plane: 148 
Original Optic: FIRST ORDER, FRESNEL 
(1892) 
Present Optic: AEROBEACON ON BALCONY 
Courtesy U.S. Coast Guard, 1954 (1972) 





ls there a Newer Tower? NO 
is there an Existing Fog Signal Building? YES; Year Constructed: 1871; Construction Materials: REDWOOD 
Current Fog Signal Type: STEAM WHISTLE/ORIG. SIREN 


ls there an Existing Keepers Quarters? YES; Year Constructed: 1960; Number of Stories: | 
Architectural Style: BUNGALOW; Construction Materials: WOOD 


Other Structures: 3 OTHER KEEPERS OWELLINGS, CISTERN, OIL HOUSE, 2 GARAGES, STORAGE BUILDING 
Owner/Manager: U.S. COAST GUARD LEASE TO CALIFORNIA DEPARTMENT OF PARKS & RECREATION 
Current Use: ACTIVE AID TO NAVIGATION/YOUTH HOSTEL 

Open to the Public? YES; GROUNDS DAILY/TOWER OPEN SUNDAYS (10-3) 

Access: NEAR ROUTE 1 SOUTH; Public Phone: 415-726-7796 


National Register Status: LISTED: PIGEON POINT LIGHTHOUSE; On State List/Inventory? YES; Year Listed: 1980 
Documented by HABS? YES (CA-1997-A) 


TOWER UNDER RESTORATION 1992-1993; ORIGINAL FIRST ORDER LENS IN LANTERN BUT INACTIVE 








POINT ARENA LIGHT 


Location: 2 MILES NORTH OF POINT ARENA Relationship to Other Structures: SEPARATE 
U.S.C.G, District: 11 Tower Height: 115; Height of Focal Plane: 155 
Nearest City: POINT ARENA; County: MENDOCINO Original Optic: FIRST ORDER, ROTATING FRESNEL 


(1908); Present Optic: DCB 224 (1977) 


Year Station Established: 1870: Year Automated: 1977 
is there a Newer Tower? © 


Year Existing Historic Tower Constructed: 1908 


Is the Light Operational? YES ls there an Existing Fog Signal Building? YES 
Foundation Materials: CONCRETE Year Constructed: 1871 

Construction Materials: REINFORCED CONCRETE Construction Materials; WOOD 
Markings/Patterns: WHITE TOWER/BLACK GALLERY Architectural Style: VICTORIAN FRAME 
Shape: CYLINDRICAL Current Fog Signal Type: DIAPHONE 
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CALIFORNIA 














Courtesy NPS National Maritime Initiative/Candace Clifford, 1992 


POINT ARENA LIGHT cont. 


ls there an Existing Keepers Quarters? NO 
(DESTROYED) 


Other Structures; 4 MODERN KEEPERS, 2 
CISTERNS, 2 OlL HOUSES, STORAGE 
BUILDING, RADIOBEACON 





Owner/Manager: U.S. COAST GUARD LEASE 
TO POINT ARENA LIGHTHOUSE 
KEEPERS, INC. 

Current Use: ACTIVE AID TO 
NAVIGATION/MUSEUM; FOUR KEEPERS 
USED AS VACATION RENTALS 

Open to the Public? YES (10-3:30 DAILY) 

Access: LIGHTHOUSE ROAD NORTH OFF 
HWY. 1; Public Phone: 707-882-2777 


National Register Status: LISTED: POINT 
ARENA LIGHT (LIGHT STATIONS OF 
CALIFORNIA MPS) 





POINT ARGUELLO LIGIiT 


Location: SANTA BARBARA CHANNEL WEST 
APPROACH; U.S.C.G. District: 11 

Nearest City: LOMPOC; County: SANTA BARBARA 

Year Station Established: 1901; Year Automated: 1973 


Year Existing Historic Tower Constructed: 1934 
Is the Light Operational? NO; Deactivated: 
Foundation Materials: CONCRETE 
Construction Materials: REINFORCED CONCRETE 
Markings/Patterns: WHITE 
Shape: SQUARE 
Relationship to Other Structures: SEPARATE 
Tower Height: 48; Height of Focal Plane: 120 


Original Optic: FOURTH ORDER, FRESNEL (1901) 
Present Optic: DOUBLET 


is there a Newer Tower? YES; Year Constructed: 1970 
Construction Materials: STEEL; Shape: POLE 


Owner/Manager: U.S. COAST GUARD/U:S. AIR 
FORCE; Current Use: AIR FORCE BASE 

Open to the Public? NO; BY PERMIT 

Access: VANDENBURG AFB 


National Register Status: NONE 





POINT BONITA LIGHT 


Location: POINT BONITA/SAN FRANCISCO BAY 
ENTRANCE; U.S.C.G. District: 11 
Nearest City: SAUSALITO; County: MARIN 


Year Station Established: 1855; Year Automated: 1980 


Year Existing Historic Tower Constructed: 1877 
ls the Light Operational? YES 
Foundation Materials; MASONRY 
Construction Materials: BRICK/CEMENT 
Markings/Patterns: WHITE 
Shape: HEXAGONAL ON FOG SIGNAL BUILDING 
Relationship to Other Structures: INTEGRAL 
Tower Height: 33; Height of Focal Plane: 140 


Original Optic: SECOND ORDER, FRESNEL (1877) 
Present Optic: SECOND ORDER, FRESNEL (1877) 


is there a Newer Tower? NO 


Is there an Existing Fog Signal Building? YES 
Year Constructed: 1903 
Construction Materials: BRICK 
Architectural Style: 1-STORY RECTANGULAR 
Current Fog Signal Type: ELECTRIC KLAXON/ORIG. 
CANNON 


Is there an Existing Keepers Quarters? NO 
(DEMOLISHED) 


Light Stations by State 














Point Bonita Light. Courtesy National Park Service 











CALIFORNIA 


Other Structures; 3 CISTERNS (1872, 1877, ca, 1890), 
OlL MOUSE (1877), GARAGE, STORAGE 
BUILDING, RADIOBEACON (ca, 1981), 

TUNNEL (1876), BRIDGE (1954) 


Owner/Manager; U.S. COAST GUARD/NATIONAL 
PARK SERVICE 

Current Use: ACTIVE AID TO NAVIGATION IN 
NATIONAL PARK 

Open to the Public? YES; LIMITED GUIDED TOURS 

Access: HIKE/GOLDEN GATE NATIONAL 
RECREATION AREA/OFF U.S. 101 (NORTH) 

Public Phone: 415-556-0560 


National Register Status: LISTED: POINT BONITA 
LIGHT STATION (LIGHT STATIONS OF 
CALIFORNIA MPS) 


SITE OF FIRST WEST COAST FOG SIGNAL, FOG CANNON (1856-1858), REPLACED BY A BELL; ORIGINAL TOWER 


TAKEN DOWN 1907 








POINT CABRILLO LIGHT 


Location: BETWEEN POINT ARENA & CAPE 
MENDOCINO; U.5.C.G. District: 11 

Nearest City: FORT BRAGG 

County: MENDOCINO 


Year Station Established: 1909 
Year Automated: 1973 





Year Existing Historic Tower Constructed: 1909 

ls the Light Operational? YES 

Foundation Materials: CONCRETE 

Construction Materials: WOOD 

Markings/Patterns: WHITE BUILDING/RED 
ROOF/BLACK LENS ROOM & ROOF 

Shape: OCTAGONAL ON FOG SIGNAL 
BUILDING 

Relationship to Other Structures: INTEGRAL 

Tower Height: 47; Height of Focal Plane: 84 

Original Optic: THIRD ORDER, FRESNEL 
(1909) 

Present Optic: DCB 224 ON LANTERN HOUSING (1973) 


1992 


ls there a Newer Tower? NO 








Courtesy NPS National Maritime Initiative/Candace Clifford, 


is there an Existing -og Signal Building? YES; Year Constructed: 1909; Construction Materials: WOOD 
Architectural Sty!e’ CAPE COD (INTEGRAL); Current Fog Signal Type: BUOY WITH SIGNAL 


ls there an Existing Keepers Quarters? YES; Year Constructed: 1909; Number of Stories: 2 
Architectural Style: VICTORIAN; Construction Materials: WOOD FRAME 


Other Structures: 3 GARAGES, CARPENTER SHOP, PUMPHOUSE, OIL HOUSE, 2 ASSISTANT KEEPERS DWELLINGS 


(1909), WATER TANK, LORAN MONITORING SYSTEM 
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CALIFORNIA 





POINT CABRILLO LIGHT cont. 


Owner/Manager; CALIFORNIA STATE COASTAL CONSERVANCY 
Current Use; ACTIVE AID TO NAVIGATION IN NATURE SANCTUARY; Open to the Public? NO; BY APPOINTMENT 


National Register Status: LISTED; POINT CABRILLO LIGHT STATION (LIGHT STA/ ONS OF CALIFORNIA MPS) 


COMPLETE 20TH CENTURY STATION WITH EXCEPTION OF THE BARN; COASTAL CONSERVANCY PLANS 
TO MAKE STATION INTO PARK; LANTERN CONTAINS ENGLISH "BULLSEYE" LENS 





POINT CONCEPTION LIGHT 


Location: WEST ENTRANCE SANTA BARBARA 
CHANNEL; U.S.C.G, District: 11 

Nearest City; LOMPOC; County: SANTA BARBARA 

Year Station Established: 1856; Year Automated: 1973 


Year Existing Historic Tower Constructed: 1882 
Is the Light Operational? YES 
Foundation Materials: STONE 
Construction Materials: STUCCO/WOOD/BRICK 
Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: CYLINDRICAL 
Relationship to Other Structures: ATTACHED 
Tower Height: 52; Height of Focal Plane: 133 
Original Optic: FIRST ORDER, FRESNEL (1856) 
Present Optic: FIRST ORDER 


Is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1882; Number of Stories: | 
Architectural Style: SPANISH 
Construction Materials: BRICK/STUCCO 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO 


National Register Status: LISTED: POINT 
CONCEPTION LIGHT STATION 





POINT DIABLO LIGHT 


Location: SAN FRANCISCO BAY APPROACH 
U.S.C.G, District: 11 

Nearest City: SAUSALITO; County: SAN FRANCISCO 
Year Station Established: 1923 


Year Existing Historic Tower Constructed: 1923 
Is the Light Operational? YES 
Foundation Materials: WOOD 
Markings/Patterns: WHITE 


Shape: SQUARE HOUSE W/EXPOSED BEACON 
Relationship to Other Structures: INTEGRAL 
Height of Focal Plane: 85 

Present Optic: 300 MM 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


National Register Status: NONE 





POINT FERMIN LIGHT 


Location: POINT FERMIN/SAN PEDRO HARBOR 
U.S.C.G. District: 11 
Nearest City: SAN PEDRO; County: LOS ANGELES 


Year Station Established: 1874 


Year Existing Historic Tower Constructed: 1874 
Is the Light Operational? NO; Deactivated: 1942 
Foundation Materials: BRICK 
Construction Materials: WOOD FRAME 
Markings/Patterns: ITALIANATE TOWER ON 
ITALIANATE DWELLING 


Shape: SQUARE 

Relationship to Other Structures: INTEGRAL 

Tower Height: 30; Height of Focal Plane: 100 
Original Optic: FOURTH ORDER, FRESNEL (1874) 
Present Optic: REMOVED 


is there a Newer Tower? YES; Year Constructed: 1926 
Shape: POLE; Height of Focal Plane: 120 


Is there an Existing Fog Signal Building? NO 


Light Stations by State 














CALIFORNIA 


ls there an Lxiting Keepers (Quarter! VIS 
Year Lonetructed 1874, Number of Starnes 2 
Architectural Style ITALIANATE VICTORIAN 
Lonetruction Materials WOOD FRAMI 


Cither Structures CISTERN. Ol MOUSE BARN 


UwnerManager CITY OF LOS ANGELES/POINT 
FERMIN LILMTMOUSE COMMITTET 

Current Use CITY PARK 

Open to the Public? YES: GROUNDS ONLY 

Access POINT FERMIN PARK/WEST OF PACIFIC 
AVENUT 








National Register Matus: LISTED POINT FERMIN 
LIGHTHOUS 


ITALIANATE LANTERN REMOVED DURING 
WORLD WAR Il REPLACED WITH LOOKOUT 
ROOM AND LATER METAL LANTERN, RESTORED 
BY SONS AND DAUGHTERS OF THE GOLDEN 
West 











Pow Fermin Lizht Courtety NPS National Maritime 
inttiative/lame: PF Delgado, '990 











POINT LOMA LIGHT (NEW) 


Location. SOUTHERN END OF POINT LOMA 


USC. Deetret 11 
Nearest City SAN DIEGO: County: SAN DIEGO 
Year Station tetabliehed: 1691. Year Automated: 1973 - 
. 

Year Existing Mistoric Tower Constructed: 1691 

is the Light Operational’ VES 

Foundation Materials CONCRETE 

Construction Materials STEEI 

Markings/Patiomns WHITE TOWER W/BLACK 

LANTERN 


Shape SKELETAL WICYLINDER 

Relahonshp to Other Structures: SEPARATE 
Tower Hemht 70, Hemh of Focal Plane 66 
Orginal Optic: THIRD ORDER, FRESNEL (1891 
Present Optic THIRD ORDER 


















i there a Newer Tower? NO) 
is there an Existing Fore Sana! Building? NO 
Current For Sanal Type HORN AT BASE OF TOWER 


ls there an txnting Keepers (uarters’ UNKNOWN 
Year _onetructed 18691. Number of Stores 7 
Architectural Stvie MISSION REVIVAI 
Construction Material WOOD FRAMI Courtesy US Coast Guard 
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CALIFORNIA 


POINT LOMA LIGHT (NEW) cont 


(ther Structures BARN RADLIHORETACOIIN CISTERN WYWATIRA ATC MAAINT APRON 


LwnerMananer U.S. COAST C.UARD Current Use ACTIVE AID TO NAVELATION 
Lipen to the Public’ NOD Access BELOW OLD POINT LOMA LiL 


National Register Statue NONE 





( ourtety Cabrillo National Monument/Kirthy HMarrin 


POINT LOMA LIGHT (OLD) 


locaton CABRILLO) NATIONAL ASZCONLIMENT 
17S ¢ ©. Detect 11 
Nearest Citw SAN DIECA) County SAN DICT) 


Year Staton teablinhed: 1455: Year Automated 1986 


Year Exiting Mistorx Tower Constructed 18655 
ls the Legh Operational’ VES (FOR DISPLAY ONLY 
Deactivated: 1691.1 984 
Foundation Materials NATURAL/EMPLACED 
( onstruction Material BRICK 





Markings/Patioerns WHITE W/GREEN LANTERN 
Shape: CONIA! 

Relationship to Other Structures INTECRAI 
lower Hemht 40. Height of Focal Plane 467 
Onrgmal Optic THIRD ORDER, FRESNEL (1855 
Present Ootic THIRD ORDER, FRESNEL (1986 


% there «2 Newer Tower? WO) TSEE PONT LOOAAA 


inL.MT (NEW 
is there an Exiting Foe Saenal Building? NO 


Light Stations by State 











CALIFORNIA 


is there an Existing Keepers Quarter! YES Access 1800 CABRILLO MIMORIAL DR/CABRILLO 
Vear Constructed: 1855, Number of Siores 1.5 NATIONAL MONUMINT/AT 200 
Architectural Style: CAPE COD Public Phone 619-557-5450 


Construction Materials SANDSTONE ON COBALT 
National Register Matus LISTED OLD POINT LOMA 


Other Structures CISTERN LICLMTMOUM 
On State Lieinventory! VES, Year Listed: 1942 
Owner/Manager NATIONAL PARK SERVICT Decumented by MARS! YES ICA-41) 
Current Use NATIONAL PARK 
Open to the Public? YES; DAILY LIGHT 18 ON AT NIGHT BUT DOTS NOT PROWCT 
TO OCTAN 








POINT MONTARA LIGHT 


Location SOUTHERN APPROACH TO 
SAN FRANCISCO BAY 

U5.C.C, Dietrieh 11 

Nearest City MONTARA 

County: SAN MATEO 


Year Station Established 1875 
Year Automated 1970 





Vear Existing Historic Tower 
Constructed: 1928 
ts the Light Operational? VES 
Foundation Materials: CONCRETE 
Construction Materials STEEL 
Markings/Patioms WHITE 
Shape: CONICAL 
Relationship to Other Structures 
SEPARATE 
Tower Height 30 
Height of Focal Plane: 70 
Original Optic FOURTH ORDER 
Courtety NPS National Maritime Initiative/lame: P Delgado, 1989 (1912) 
Present Optic: FA 251 (1970) 





is there an Existing Fog Signal Building! YES, Year Constructed: 1902 
Conetruction Material WOOD FRAME. Architectural Style RECTANGULAR 


ls there an Existing Keepers Quarters? YES; Year Constructed: 1675; Number of Stories: 2 
Architectural Style VICTORIAN GOTHIC DUPLEX: Construction Materials: WOOD FRAME 


Other Structures, STORAGE BUILDING, TANK HOUSE 

Owner/Manager, US. COAST GUARD LEASE TO CALIFORNIA DEPARTMENT OF PARKS & RECREATION 
Current Use ACTIVE AID TO NAVIGATION/YOUTH HOSTEI 

Open to the Public? YES; DAILY (4:30-9:30 PM); Access: 16TH ST. & RT. 1 SOUTH; Public Phone: 415-728-7177 
National Register Status: LISTED. POINT MONTARA LIGHT STATION (LIGHT STATIONS OF CALIFORNIA MP5) 


STATION BEGAN AS A FOG SIGNAL WITH A MINOR LIGHT UNTIL 1912 WHEN A FOURTH ORDER LENS WAS 
INSTALLED, ORIGINAL LENS TRANSFERRED TO SAN MATEO HISTORICAL SOCIETY IN 1970 
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POINT PINOS LIGHT 


Location SOUTH ENTRANCE TO MONTEREY BAY 
U5.C.G,. Dietieh 11 
Nearest City PACIFIC GROVE, County MONTEREY 


Year Station Established 1855. Year Automated 1975 


Vear Existing Mistoric Tower Constructed 1655 
ls the Light Operational! VES 
Foundation Materials STONE 
Construction Materials: BRICK TOWER ON STONE 

HOUSE 

Markings/Pattorns WHITE 
Shape CONICAL ON SQUARE HOUSE 
Relationship to Other Structures: INTEGRAL 
Tower Height 43, Height of Focal Plane: 69 
Original Optic: THIRD ORDER, FRESNEL (1955) 
Present Optic: THIRD ORDER, FRESNEL (1655) 


ls there a Newer Tower! NO 
ls there an Existing Fog Signal Building? NO 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 1655, Number of Stories: 1.5 
Architectural Style: CAPE COD INTEGRAL 
Construction Materials: STONE 


Other Structures: O11 HOUSE, CISTERN, 
RADIOBEACON 














Courtesy NPS National Maritime Initiative/_andace 
Clifford, 1992 


Owner/Manager. U.S. COAST GUARD/PACIFIC GROVE NATURAL HISTORY MUSEUM 
Current Use: ACTIVE AID TO NAVIGATION/MUSEUM/U 5. COAST GUARD HOUSING 


Open to the Public? VES; WEEKENDS (1-4) 


Access: LIGHTHOUSE AVE. BETWEEN SUNSET DR. & ASILOMAR AVE. Public Phone: 408-375-4450 


National Register Status: LISTED. POINT PINOS LIGHTHOUSE 


OLDEST ACTIVE LIGHTHOUSE ON WEST COAST; ONE OF FIRST 16 CONSTRUCTED ON WEST COAST; 
ORIGINAL THIRD ORDER LENS STILL IN OPERATION; RUN BY WOMEN KEEPERS FOR 25 YEARS; RESTORED BY 


PACIFIC GROVE HISTORICAL SOCIETY 





POINT REYES LIGHT 


Location. GULF OF THE FARALLONES 
US.C.C District 11 
Nearest City. INVERNESS; County: MARIN 


Year Station tstablished: 1870: Year Automated: 1975 


Year Existing Historic Tower Constructed: 18670 
is the Light Operational? NO; Deactivated: 1975 
Foundation Materials: CONCRETE 
Construction Materials: CAST (RON W/BRICK 
LINING 
Markings/Patierns: WHITE W/RED ROOF 
Shape: CYLINDRICAL 
Relationship to Other Structures: SEPARATE 


Tower Height: 35; Height of Focal Plane: 294 

Original Optic: FIRST ORDER, ROTATING FRESNEL 
(1870) 

Present Optic: FIRST ORDER, FRESNEL (1970! 


is there a Newer Tower? YES; Year Constructed. 1975 


is there an Existing Fog Signal Building? YES 
Year Constructed: 19286 
Construction Materials: WOOD 
Architectural Style: POWERHOUSE 
Current Fog Signal Type: ORIG. DIAPHONE HORN 
(MOVED 1934) 


Light Stations by State 








CALIFORNIA 




















Courtesy Point Reyes National Seasthore/Dewey livingston, 1990 
ls there an Existing Keepers Quarters? VES: Year Constructed: 1960: Number of Stories: 2 
Architectural Style: MODERN, Construction Materials: WOOD FRAME 


Other Structures: O11 HOUSE, GARAGE, 2 STORAGE BUILDINGS, TRANSFORMER BUILDING, PUMPHOUSE 
2 CISTERNS, 2 STORAGE BUILDINGS 


OwnerManager, NATIONAL PARK SERVICE/U.S. COAST GUARD: Current Use: NATIONAL PARK 


Open to the Public? YES; THURSDAY THRU MONDAY (10-4:30) 
Access, POINT REYES NATIONAL SEASHMORE/OFFE US. 1. Public Phone 415.669.1534 


National Register Status: LISTED: POINT REYES LIGHT STATION (LIGHT STATIONS OF CALIFORNIA MPS) 
Documented by HABS? YES (CA-2250/WRO) 





COAST GUARD AUTOMATED LIGHT WITH MODERN APPARATUS ON FOC SIGNAL BUILDING IN 1975 
FIRST ORDER LENS STILL IN TOWER: 1871 FOC SIGNAL BUILDING AND 1870 KEEPERS DEMOLISHED 





POINT SUR LIGHT 


Location: MORO ROCK, BIC SUR DISTRICT is the Light Operational? YES 

US... Distich 11 Foundation Materials. NATURAL/EMPLACED 

Nearest City: BIC, SUR: County: MONTEREY C onetruction Materials: SANDSTONE/BRIC K 
WOOD/IRON 

Year Station Established: 1889: Year Automated: 1977? Markings/Patierns: WHITE TOWER ON SANDSTONT 
BUILDING 

Year Existing Historic Tower Constructed: 18689 Shape: SQUARE ON FOG SIGNAL BUILDING 
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CALIFORNIA 








POINT SUR LIGHT cont, 


Relationship to Other Structures: INTEGRAL 
Tower Height: 48, Height of Focal Plane: 273 
Original Optic: FIRST ORDER, FRESNEL (1689) 
Present Optic: OCB 224 (1975) 


le there a Newer Tower! NO 


is there an Existing Fog Signal Building! YES 
Year Constructed: 16869 
Construction Materials: SANDSTONE 
Architectural Style: RICHARD ROMANESQUI 
Current Fog Signal Type: ORIG. STEAM WHISTLE 
(REMOVED 1971) 





ls there an Existing Keepers Quarters! YES 
(CONVERTED FROM 18869 ENGINE HOUSE) 

Year Constructed: 1902; Number of Stories: 2 

Architectural Style: CRAFT SMAN/COLONIAL 
REVIVAL 

Construction Materials: SANDSTONE 





Other Structures: BLACKSMITH/CARPENTER SHOP, 
PUMPHOUSE, BARRACKS, RADIOBEACON, 
BARN, CISTERN, Ol HOUSE, GARAGE, 
WOOD/SANDSTONE ASSISTANT KEEPERS 
DWELLING (18869) 








Courtesy Point Sur Light Station/Fred Maurer, 1993 


Owner/Manager: U.S. COAST GUARD 
(TOWERYCALIFORNIA DEPARTMENT OF PARKS 
& RECREATION (GROUNDS) 

Current Use: ACTIVE AID TO NAVIGATION I! STATE PARK 

Open to the Public? YES; GUIDED TOUR SATURDAY/SUNDAY ONLY; Access: ROUTE 1 SOUTH OF CARMEL Public 

Phone: 408-625-4419 


National Register Status: LISTED: POINT SUR LIGHT STATION (LIGHT STATIONS OF CALIFORNIA MPS) 
Documented by HABS? YES (CA-1264) 


COMPLETE 19TH CENTURY LIGHT STATION WITH ALL ORIGINAL BUILDINGS INTACT; ORIGINAL LENS ON 
DISPLAY AT THE STATION CENTER MARITIME MUSEUM & HISTORY CENTER, MONTEREY 





POINT VICENTE LIGHT 


Location: PALOS VERDES/NORTH OF LOS ANGELES Markings/Patterns: WHITE 
HARBOR; U.S.C.G. District 11 Shape: CYLINDRICAL 
Nearest City: RANCHO PALOS VERDES Relationship to Other Structures: SEPARATE 
County: LOS ANGELES Tower Height: 67; Height of Focal Plane: 165 
Original Optic: THIRD ORDER, FRESNEL (1926) 

Year Station Established: 1926; Year Automated: 1973 Present Optic: THIRD ORDER, FRESNEL (1926) 
Year Existing Historic Tower Constructed: 1926 ls there a Newer Tower? NO 

is the Light Operational? YES 

Foundation Materials: CONCRETE ls there an Existing Fog Signal Building? YES 

Construction Materials: CONCRETE Current Fog Signal Type: HORN 
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ls there an Existing Keepers Quarters! VES 
Year Constructed: 1976 
Number of Stories 2 
Architectural Style: MISSION REVIVAL 
Construction Materials: CONCRETE 


Other Structures: 2 GARAGES, 
RADIOBLACON 





Owner/Manager, U.S. COAST GUARD 

Current Use: ACTIVE AID TO 
NAVIGATION/COAST GUARD 
HOUSING 

Open to the Public? NO 


National Register Status: LISTED POINT 
VICENTE LIGHT 


COMPLETE 20TH CENTURY STATION 
CONSTRUCTED IN THE SPANISH STYLE 





Point Vicente Light. Courtesy U.S. Coast Guard, 1980 





PUNTA GORDA LIGHT 


Location: 12 MILES SOUTH OF CAPE MENDOCINO 
U.5.C.G. Districh 11 
Nearest City: PETROLIA; County: HUMBOLDT 


Year Station Established: 1911 


Year Existing Historic Tower Constructed: 1912 
is the Light Operational? NO; Deactivated: 1951 
Foundation Materials: CONCRETE 
Construction Materials: REINFORCED CONCRETE 
Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: SQUARE 
Relationship to Other Structures: INTEGRAL 
Tower Height: 27; Height of Focal Plane: 75 
Original Optic: FOURTH ORDER, BULLSEYE (1912) 
Present Optic: REMOVED 


ls there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO 
(BURNED) 


Current Fog Signal Type: AIR SIRENS 
Is there an Existing Keepers Quarters? NO (BURNED) 


Other Structures: ALL BURNED W/EXCEPTION OF 
CONCRETE OIL HOUSE 


Owner/Manager: U.S. BUREAU OF LAND 
MANAGEMENT, UKIAH DISTRICT OFFICE 


Current Use 
Open to the Public? YES; NON-VEHICULAR ONLY 
Access: | 1/2 HOUR HIKE 


National Register Status: LISTED: PUNTA GORDA 
LIGHT STATION 


REPLACED BY A LIGHTED WHISTLE BUOY 
OFFSHORE 





SAN LUIS OBISPO (PORT HARFORD) LIGHT 


Location: SAN LUIS OBISPO BAY 


U S.C. District 11 
Neorest City: AVILA BEACH 
County. SAN LI “*O 


Year Station Esie/lished: 1890; Year Automated: 1975 


Year Existing Historic Tower Constructed: 1890 
is the Light Operational? NO 
Deactivated: 


Foundation Materials: MASONRY 

Construction Materials: WOOD FRAME 

Markings/Patterns: WHITE 

Shape: OCTAGONAL LANTERN ON SQUARE 
TOWER 

Relationship to Other Structures: ATTACHED 

Tower Height: 40 

Height of Focal Plane: 116 

Original Optic: FOURTH ORDER, FRESNEL 

Present Optic: REMOVED 
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SAN LUIS OBISPO (PORT 
HARTFORD) LIGHT cont. 


ls there a Newer lower! YES 
Shape: CYLINDRICAL 
Height of Focal Plane: 116 
Original Optic: OCB 224 


ls there an Existing Fog Signal Building? YES 
Year Constructed: 1892 
Construction Materials: WOOD FRAMI 
Architectural Style: RECTANGULAR 
Current Fog Signal Type: HORN 


ls there an Existing Keepers Quarters! YES 
Year Constructed: 1890; Number of Stories: 2 
Architectural Style: VICTORIAN (ATTACHED) 
Construction Materials: WOOD FRAME 





Other Structures: OIL MOUSE, CISTERN. 
RADIOBEACON, PRIVY, SHOP 


ob Mihelic 1992 


Owner/Manager; PORT SAN LUIS HARBOR DISTRICT; Current Use 
Open to the Public? YES; HIKING TRAIL BY APPOINTMENT; Public Phone: 605-546-6378 


National Register Status: LISTED: SAN LUIS OBISPO LIGHT STATION (LIGHT STATIONS OF CALIFORNIA MPS) 


FOURTH ORDER LENS ON DISPLAY IN COUNTY \4USEUM 





SOUTHAMPTON SHOALS LIGHT 


Location: RELOCATED FROM SAN FRANCISCO ils there a Newer Tower? YES 
HARBOR; U.5.C.G. Dietrich 11 
Year Station Established: 1905; Year Automated: 1960 Owner/Manager, PRIVATE OWNER 
Current Use: YACHT CLUB 
Year Existing Historic Tower Constructed: 1905 Open to the Public? YES; BY APPOINTMENT 
is the Light Operational? NO; Deactivated: 1960 Access: BOAT 
Foundation Materials: ORIG. WOODEN PILES 
Shape: SQUARE National Register Status: NONE 
Relationship to Other Structures: INTEGRAL 
Original Optic: FIFTH ORDER, FRESNEI SAINT FRANCIS YACHT CLUB MOVED STRUCTURE 
Present Optic: REMOVED TO SAN JOAQUIN DELTA, TINSLEY ISLAND 





ST. GEORGES REEF LIGHT 


Location: 6 MILES OFF POINT ST. GEORGES U.S.C.G Construction Materials: GRANITE BLOCKS 
District: 11 Markings/Patierns: WHITE W/BLACK LANTERN 
Nearest City: CRESCENT CITY Shape: SQUARE ON ELLIPTICAL BASE 
County: DEL NORTE Relationship to Other Structures: INTEGRAL 
Tower Height: 90; Height of Focal Plane: 144 
Year Station Established: 1667 Original Optic: FIRST ORDER, FRESNEL (1892 


Present Optic: REMOVED TO COUNTY MUSEUM 
Year Existing Historic Tower Constructed: 1892 
ls the Light Operational? NO is there a Newer Tower? NO 
Deactivated: 1975 is there an Existing Fog Signal Building? NO 
Foundation Materials: CONCRETE/GRANITE 
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ls there an Existing Keepers Quarters? YES 
Year Constructed: 1892 
Architectural Style; INTEGRAL 
Construction Materials; GRANITE 


Owner/Manager, BUREAU OF LAND 
MANAGEMENT 

Current Use 

Open to the Public? NO; Access: BOAT 





National Register Status: LISTED: 51. GEORGE 
REEF LIGHT STATION (LIGHT STATIONS 
OF CALIFORNIA MPS) 


AMERICA’S MOST EXPENSIVE LIGHTHOUSE; 
ENGINEERING FEAT TAKING 10 YEARS TO 
CONSTRUCT, DESIGNED BY GEORGE 
BALLANTYNE; REPLACED BY LARGE 
NAVIGATIONAL BUOY; LIGHTHOUSE TO BE 

















ie 7 = TURNED OVER TO DEL NORTE COUNTY IN 
St. Georges Reef Light. Courtesy U.S. Coast Guard, ca. 1966 1993 
TABLE BLUFF LIGHT 
Location: RELOCATED FROM HUMBOLDT HARBOR Owner/Manager: PRIVATE OWNER 
U.5.C.G. Dietrich: 11 Current Use: 
Nearest City: HUMBOLDT; County: HUMBOLDT Open to the Public? YES; Access: MARINA 


Year Station Established: 1892; Year Automated: 1953 
National Register Status: NONE 
Year Existing Historic Tower Constructed: 1892 


is the Light Operational? NO; Deactivated: 1961 REPLACED HUMBOLDT BAY NORTH SPLIT LIGHT; 
Construction Materials; WOOD QUARTERS PORTION RAZED LEAVING ONLY 
Markings/Patterns: WHITE; Shape: SQUARE TOWER; RELOCATED TO WOODLEY ISLAND IN 
Relationship to Other Structures: ATTACHED 1987; LENS DISPLAYED AT HUMBOLDT MARITIME 
Original Optic: FOURTH ORDER, FRESNEL MUSEUM 


Present Optic: REMOVED 








TRINIDAD HEAD LIGHT 


Location: TRINIDAD HARBOR 
US.C.G,. District 11 
Nearest City: TRINIDAD; County: HUMBOLDT 


Year Station Established. 1866 
Year Automated: 1974 


Year Existing Historic Tower Constructed: 1871 
is the Light Operational? NO 
Deactivated 
Foundation Materials: STONE 
Construction Materials: BRICK 
Markings/Patterns: WHITE 
Shape: SQUARE PYRAMIDAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 25 


Height of Focal Plane: 196 
Courtesy U.S. Coast Guard, 1955 
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TRINIDAD HEAD LIGHT cont. 


Original Optic: FOURTH ORDER, FRESNEL (1871) 
Present Optic: 375 MM (1947) 


is there a Newer Tower? YES 
Markings/Patterns: WHITE; Shape: SQUARE 
Tower Height: 25; Height of Focal Plane; 196 
Original Optic: 375 MM ELECTRIC 


Is there an Existing Fog Signal Building? YES 
Year Constructed: 1900 
Construction Materials: FRAME 

Current Fog Signal Type: HORN/ORIG. BELL 


ls there an Existing Keepers Quarters? YES (ORIG. 
KEEPERS RAZED 19605) 
Year Constructed: 1969; Number of Stories: 2 
Architectural Style: MODERN TRIPLEX 


Construction Materials: WOOD FRAME 
Other Structures: RADIOBEACON 


Owner/Manager: U.S. COAST GUARD 
Current Use; COAST GUARD HOUSING 
Open to the Public? YES; GROUNDS ONLY 
Access; OFF U.S, 101 


National Register Status: LISTED: TRINIDAD HEAD 
LIGHT STATION (LIGHT STATIONS OF 
CALIFORNIA MPS) 


BLUFF TOWER; MODERN FOG SIGNAL LOCATED 
OUTSIDE THE FOG SIGNAL BUILDING; ORIGINAL 
BELL ON DISPLAY IN REPLICA TOWER IN TOWN 
OF TRINIDAD 





YERBA BUENA ISLAND (GOAT ISLAND) 
LIGHT 


Location: ISLAND IN SAN FRANCISCO BAY 
U.S.C.G. District: 11 
Nearest City: SAN FRANCISCO; County: SAN FRANCISCO 


Year Station Established: 1875; Year Automated: 1958 


Year Existing Historic Tower Constructed: 1875 
is the Light Operational? YES 
Foundation Materials: MASONRY 
Construction Materials; WOOD FRAME 
Markings/Patterns: WHITE; Shape: OCTAGONAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 25; Height of Focal Plane: 95 
Original Optic: FIFTH ORDER, FRESNEL (1875) 
Present Optic: FIFTH ORDER, FRESNEL (1886) 


is there a Newer Tower? NO 


ls there an Existing Fog Signal Building? YES 
Year Constructed: 1875 
Construction Materials: BRICK 
Architectural Style: RECTANGULAR 











Courtesy U.S. Coast Guard 


Current Fog Signal Type: HORN/ORIG. BELL, STEAM WHISTLE, DIAPHONE, DIAPHRAGM HORN 


ls there an Existing Keepers Quarters? YES; Year Constructed: 1873; Number of Stories: 2 
Architectural Style: GOTHIC DUPLEX; Construction Materials: WOOD FRAME 


Other Structures: OIL HOUSE 


Owner/Manager: U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION/COAST GUARD HOUSING FOR 


DISTRICT COMMANDER; Open to the Public? NO 


National Register Status: LISTED: YERBA BUENA ISLAND LIGHTHOUSE (LIGHT STATIONS OF CALIFORNIA MPS) 


Documented by HABS? YES (CA-1554) 
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BLACK ROCK HARBOR (FAYERWEATHER ISLAND) LIGHT 


Location: SOUTH END FAYERWEATHER ISLAND is there a Newer Tower? YES; Year Constructed: 1932 
U.S.C.G, Distric: 1 Shape: POLE (OFFSHORE) 
Nearest City: BRIDGEPORT; County: FAIRFIELD 

ls there an Existing Fog Signal Building? NO 





Year Station Established: 1809 Is there an Existing Keepers Quarters? NO (BURNED 
1977) 
Year Existing Historic Tower Constructed: 1823 
is the Light Operational? NO Other Structures: 
Deactivated: 1932 
Foundation Materials: FIELODSTONE Owner/Manager, CITY OF BRIDGEPORT/FRIENDS OF 
Construction Materials; GRANITE RUBBLE/ SEASIDE PARK 
BROWNSTONE BLOCK Current Use: NATURE PRESERVE 
Markings/Patterns; WHITE W/BLACK LANTERN Open to the Public? YES; Access: CAUSEWAY AT 
Shape: OCTAGONAL SEASIDE PARK OFF BARNUM BLVD. 
Relationship to Other Structures: SEPARATE 
Tower Height: 41; Height of Focal Plane: 44 National Register Status: PART OF LISTING: SEASIDE 
Original Optic: 8 LAMP®, 14” REFLECTORS PARK NATIONAL REGISTER DISTRICT 
Present Optic: FIFTH ORDER, FRESNEL (1854) On State List/inventory? YES; Year Listed: 1982 


REHABBED 1983; OWNERSHIP IN QUESTION 








BRIDGEPORT BREAKWATER (TONGUE 
POINT) LIGHT 


Location: WEST SIDE OF HARBOR ENTRANCE 
U.S.C.G. District: 1 
Nearest City: BRIDGEPORT; County: FAIRFIELD 


Year Station Established: 1894; Year Automated: 1954 


Year Existing Historic Tower Constructed: 1895 
is the Light Operational? YES 
Foundation Materials: REINFORCED CONCRETE PIER 
Construction Materials: CAST IRON 
Markings/Patterns: BLACK; Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 31; Height of Focal Plane: 31 
Original Optic: SIXTH ORDER, FRESNEL (1894) 
Present Optic: 155 MM (1988) 








ls there a Newer Tower? NO 

Is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: BELL (INACTIVE) 
ls there an Existing Keepers Quarters? NO 





Other Structures: 





. Owner/Manager: U.S. COAST GUARD 
Courtesy National Register of Historic Places Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO 


National Register Status: LISTED: TONGUE POINT LIGHTHOUSE (OPERATING LIGHTHOUSES IN CONNECTICUT 
MPS); On State List/inventory? YES; Year Listed: 1991 


TOWER MOVED FROM 1891 BREAKWATER IN 1919 
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FAULKNER ISLAND LIGHT 


Location; LONG ISLAND SOUND; U.5.C.G, District 
Nearest City; GUILFORD; County: NEW HAVEN 


Year Station Established: 1802; Year Automated: 1978 


Year Existing Historic Tower Constructed; 1802 
is the Light Operational? YES 
Foundation Materia. FIELDSTONE 
Construction Materials: BROWNSTONE/BRICK 

LINING 

Markings/Patterns: WHITE; Shape: OCTAGONAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 46; Height of Focal Plane: 94 
Original Optic: 9 LAMPS, 16" REFLECTORS (1840) 
Present Optic: 190 MM, SOLAR POWERED (1988) 


is there a Newer Tower? NO 


Is there an Existing Fog Signal Building? YES 
Year Constructed: 1922 
Construction Materials: BRICK/MASONRY 
Architectural Style: 
Current Fog Signal Type: HORNS/ORIG. BELL/STEAM 
WHISTLE 


Is there an Existing Keepers Quarters? NO (BURNED 
1976) 


Other Structures: 2 CISTERNS, WOOD BOATHOUSE 
(ca. 1940), JETTY, OBSERVATION SHELTER, 
WHARF & BREAKWATER 














Courtesy National Register of Historic Places. 


Owner/Manager: U.S. COAST GUARD (TOWER)/U.S. FISH & WILDLIFE SERVICE 
Current Use: ACTIVE AID TO NAVIGATION IN NATIONAL WILDLIFE REFUGE 


Open to the Public? YES; GROUNDS ONLY 


Access: BOAT TO STEWART B. MCKINNEY NATIONAL WILDLIFE REFUGE 


National Register Status: LISTED: FALKNER’S ISLAND LIGHTHOUSE (OPERATING LIGHTHOUSES IN 
CONNECTICUT MPS); On State List/inventory? YES; Year Listed: 1990 


SITE OF EARLY FOG SIGNAL EXPERIMENTS IN 1865 AND LATER IN 1902; THREATENED BY EROSION; ISLAND IS 
NOW A BIRD SANCTUARY AND PART OF THE CONNECTICUT COASTAL WILDLIFE REFUGE 





FIVE MILE POINT (OLD NEW HAVEN) LIGHT 


Location: HARBOR ENTRANCE/LONG ISLAND 
SOUND; U.S.C.G. District: 1 
Nearest City: NEW HAVEN; County: NEW HAVEN 


Year Station Established: 1805 


Year Existing Historic Tower Constructed: 1845 
is the Light Operational? NO; Deactivated: 1877 
Foundation Materials: BROWNSTONE 
Construction Materials: BROWNSTONE/BRICK 
LINING 


Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: OCTAGONAL 

Relationship to Other Structures: SEPARATE 

Tower Height: 70; Height of Focal Plane: 97 
Original Optic: 12 LAMPS, 21" REFLECTORS (1845) 
Present Optic: FOURTH ORDER, FRESNEL (1855) 


Is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: REMOVED/ORIG. BELL 


Light Stations by State 





Is there an Existing Keepers Quarters? YES 
Year Constructed: 1835; Number of Stories: 2.5 
Architectural Style: FARMHOUSE 
Construction Materials; BRICK 


Other Structures; NONE 


Owner/Manager; CITY OF NEW HAVEN 

Current Use; CITY PARK 

Open to the Public? YES; GROUNDS ONLY 

Access: LIGHTHOUSE POINT PARK/END OF 
LIGHTHOUSE RCAD 


CONNECTICUT 


Public Phone; 203-787-8005 


National Register Status: LISTED: FIVE MILE POINT 
LIGHTHOUSE 
On State Lis/inventory? YES; Year Listed: 1990 


TOWER WAS PREVIOUSLY ATTACHE) TO 
DWELLING BY COVERED WALKWAY; LIGHT 
REPLACED BY SOUTHWEST LEDGE LIGHT ON 
BREAKWATER SOUTH OF SITE; CITY TOOK OVER 
1949, REHABBED 1986 





GREAT CAPTAIN ISLAND LIGHT 


Location: WESTERN LONG ISLAND SOUND 
U.S.C.G. District: 1 
Nearest City: GREENWICH; County: FAIRFIELD 


Year Station Established: 1830; Year Automated: 1970 


Year Existing Historic Tower Constructed: 1868 
Is the Light Operational? NO 
Deactivated: 1970 
Foundation Materials: STONE 
Construction Materials: GRANITE/WOOD 
Markings/Patterns: WHITE ON NATURAL GRANITE 
Shape: OCTAGONAL 
Relationship to Other Structures: INTEGRAL 
Tower Height: 51; Height of Focal Plane: 74 
Original Optic: FOURTH ORDER FRESNEL (1858) 
Present Optic: 


ls there a Newer Tower? YES; Year Constructed: 1970 
Shape: SKELETAL 
Tower Height: 40; Height of Focal Plane: 65 


Original Optic: FA 251 (1970' 


Is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: HORN/ORIG. STEAM 
WHISTLE, SIREN 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1868; Number of Stories: 2.5 
Architectural Style: LATE VICTORIAN (INTEGRAL) 
Construction Materials: GRANITE 8LOCKS 


Other Structures; OIL HOUSE, STORAGE BUILDING 


Owner/Manager: TOWN OF GREENWICH (OLD 
TOWERY/U.S. COAST GUARD (NEW TOWER) 

Current Use: 

Open to the Public? NO; Access: BOAT 


National Register Status: LISTED: GREAT CAPTAIN 
ISLAND LIGHTHOUSE 
On State Lis/inventory? YES; Year Listed: 1991 








GREENS LEDGE LIGHT 


Location: LONG ISLAND SOUND/NORWALK ISLANDS 
U.S.C.G. District: 1 

Nearest City: ROWAYTON (NORWALK) 

County: FAIRFIELD 





Year Station Established: 1902; Year Automated: 1972 


Year Existing Historic Tower Constructed: 1902 
Is the Light Operational? YES 
Foundation Materials: CAST IRON/CONCRETE CAISSON 
Construction Materials: CAST IRON 
Markings/Patterns: UPPER WHITE, LOWER BROWN ON BLACK PIER 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 52; Height of Focal Plane: 62 
Original Optic: FOURTH ORDER, FRESNEL (1902) 
Present Optic: FA 251 











Courtesy National Register of Historic 
Places. 
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GREENS LEDGE LIGHT cont. 


ls there a Newer Tower? NO 


Is there an Existing Fog Signal Building? NO; Current Fog Signal Type: REED HORN/ORIG, DABOLL TRUMPET 


ls there an Existing Keepers Quarters? YES; Year Constructed: 1902; Architectural Style: SPARK PLUG INTEGRAL 


Construction Materials: CAST IRON 


Other Structures: PROTECTIVE BREAKWATER & BOATLANDING 


Owner/Manager; U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO; Access: BOAT 


National Register Status: LISTED: GREENS LEDGE LIGHTHOUSE (OPERATING LIGHTHOUSES IN CONNECTICUT 


MPS); On State List/Inventory? YES; Year Listed: 1990 





LATIMER REEF LIGHT 


Location: FISHERS ISLAND SOUND 

U.S.C.G. District: 1 

Nearest City: STONINGTON 

County: NEW LONDON 

Year Station Established: 1804; Year Automated: 1974 


Year Existing Historic Tower Constructed: 1884 

Is the Light Operational? YES 

Foundation Materials: CAST IRON/CONCRETE 
CAISSON 

Construction Materials: CAST IRON/BRICK 

Markings/Patterns: WHITE TOWER/BROWN BAND 
MIDWAY/BROWN BASE; Shape: CONICAL 

Relationship to Other Structures: INTEGRAL 


Tower Height: 49; Height of Focal Plane: 55 
Original Optic: FIFTH ORDER, FRESNEL (1884) 
Present Optic: 300 MM (1983) 


Current Fog Signal Type: HORN/ ORIG. BELL 
Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT 
National Register Status: NONE 


REPLACED 1804 DAYMARK, 1837 PRIVATE 
LIGHTSHIP, AND 1849 GOVT. LIGHTSHIP 





LYNDE POINT (SAYBROOK) LIGHT 


Location: CONNECTICUT RIVER/LONG ISLAND SOUND 
U.S.C.G. District: 1 
Nearest City: OLD SAYBROOK; County: MIDDLESEX 


Year Station Established: 1803; Year Automated: 1975 


Year Existing Historic Tower Constructed: 1838 
ls the Light Operational? YES 
Foundation Materials: GRANITE PIER 
Construction Materials: BROWNSTONE BLOCKS 
Markings/Patterns: WHITE W/RED & GREY LANTERN 
Shape: OCTAGONAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 65; Height of Focal Plane: 71 
Original Optic: 10 LAMPS, 9" REFLECTORS 
Present Optic: FIFTH ORDER, FRESNEL (1890) 


is there a Newer Tower? NO 


Is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: BELL (INACTIVE) 
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Courtesy U.S. Coast Guard. 
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NEW LONDON HARBOR LIGHT 


Location: WEST SIDI OF MARBOR ENTRANCT 
U5.C.0, Dietieh 1 
Nearest City: NLW LONDON, County: NEW LONDON 
Year Siation tetablished 1760; Year Automated: 1917 
Vear Existing Historic Tower Constructed: 1801 
ls the Light Operational’ VES 
Foundation Materials, SURFACE ROCK/STONT 
Construction Materials BROWNSTONE/BRICK LINING 
Markings/Patierns: WHITE W/BLACK LANTERN 
Shape: OCTAGONAL 
Relationship to Other Structures: SEPARATE 
Tower Height 69, Height of Focal Plane. 90 
Original Optic: 11 LAMPS W/134NCH REFLECTORS 
Present Optic: FOURTH ORDER, FRESNEL (1857) 


ls there a Newer Tower! NO 


is there an Existing Fog Signal Building? NO, REMOVED 
Current Fog Signal Type: NONE/ORIGC. WHISTLE, DABOLI 
TRUMPET 


is there an Existing Keepers Quarters? VES (ENLARGED 
1900), Year Constructed: 186) 
Number of Stories: 2.5. Architectural Stvle: GABLE 
Construction Materials: BRICK 


Other Structures. NONE 








To] 
eel 





Courtesy U.S. Coast Guard. 1984 


Owner/Manager, U.S. COAST GUARD (TOWER PRIVATE OWNER (OWELLING) 
Current Use: ACTIVE AID TO NAVIGATION/KEEPERS DWELLING IS PRIVATE RESIDENCE 


Open to the Public? NO. Access: RESTRICTED 


National Register Status: LISTED. NEW LONDON HARBOR LIGHTHOUSE (OPERATING LIGHTHOUSES IN 


CONNECTICUT MPS): On State Liet/inventory? YES: Year Listed 


FOURTH LIGHTHOUSE SITE ESTABLISHED IN THE US 


1990 


TYPIFIES FEDERAL GOVERNMENT'S STANDARDIZED 


FORMAT FOR MASONRY TOWERS WHICH CONTINUED AS A MODEL INTO THE MID-19TH CENTURY. SITE FOR 
NUMEROUS EXPERIMENTS: TOWER PREVIOUSLY ATTACHED TO A DWELLING 





NEW LONDON LUDGE LIGHT 


Location. THAMES RIVER/NEW LONDON HARBOR 
ENTRANCE: U5S.C.G. District 1 

Nearest City: NEW LONDON 

County: NEW LONDON 


Year Station Established: 1760, Year Automated: 1987 
Year Existing Historic Tower Constructed: 1909 

is the Light Operational? YES 

Foundation Materials: CONCRETE PIER/JORIC. CRIB 


Construction Materials GRANITE/BRICK/IRON 
Markings/Patierns: RED WITH WHITE TRIM 


Shape: SMALL CYLINDRICAL TOWER ON 
DWELLING 

Relaionship to Other Structures: INTEGRAI 

Tower Height: 56; Height of Focal Plane: 56 

Orginal Optic: FOURTH ORDER, FRESNEL (1910) 

Present Optic: FA-251 (1984) 


ls there a Newer Tower? NO 

is there an Existing Fog Signal Building? NO 

Current Fog Signal Type: AIR-DIAPHRAGM 
HORN/AIR SIREN 


Light Stations by State 

















New London Ledge Light. Courtesy U.S. Coast Guard, 1945 


CONNECTICUT 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 1909, Number of Stories | 
Architectural Style: FRENCH SECOND EMPIRE 
Construction Materials: MASONRY (INTEGRAL) 


Other Structures: CISTERNS IN BASEMENT 


Owner/Manager, U.S. COAST GUARD LEASE TO 
NEW LONDON LEDGE LIGHMTHOUS 
FOUNDATION 

Current Use: ACTIVE AID TO NAVIGATION 

Open to the Public? NO, Access: BOAT 


National Register Status: LISTED NEW LONDON 
LEDGE LIGHTHOUSE (OPERATING 
LIGHTHOUSES IN CONNECTICUT MP5) 








On State LisV/inventory? YES; Year Listed: 1980 


PLANS FOR USE OF LIGHTHOUSE AS TOURISM 
ATTRACTION, EDUCATION FACILITY, GUEST 
HOUSE, AND MUSEUM 





PECK LEDGE LIGHT 


Location: LONG ISLAND SOUND/NORWALK 
ISLANDS; U.5.C.G. District | 
Nearest City. NORWALK; County: FAIRFIELD 


Year Station Established: 1906, Year Automated: 1933 


Year Existing Historic Tower Constructed: 1906 

is the Light Operational? YES 

Foundation Materials: CAST IRON/CONCRETE 
CAISSON 

Construction Materials: CAST IRON 

Markings/Patierns: WHITE W/BROWN BAND ON 
BLACK PIER 

Shape: CONICAL ON CYLINDRICAL BASE 

Relationship to Other Structures: SEPARATE 

Tower Height: 54; Height of Focal Plane: 61 

Original Optic: FOURTH ORDER FRESNEL (1906) 

Present Optic: 250 MM (1988) 


is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: REMOVED/ORIGC. AIR SIREN 


is there an Existing Keepers Quarters? YES 
Year Constructed: 1906 
Architectural Style: SPARK PLUG INTEGRAL 
Construction Materiais: CAST IRON 


Other Structures 


Owner/Manager. U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: OFFSHORE/BOAT 


National Register Status: LISTED: PECK LEDGE 
LIGHTHOUSE (OPERATING LIGHTHOUSES IN 
CONNECTICUT MPS) 

On State Lis/inventory? YES; Year Listed: 1990 





PENFIELD REEF LIGHT 


Location: BLACK HARBOR ENTRANCE/LONG 
ISLAND SOUND; U.5.C.G. District 1 
Nearest City: FAIRFIELD; County: FAIRFIELD 


Year Station Established: 1874: Year Automated: 1971 


Year Existing Historic Tower Constructed: 18674 
is the Light Operational? YES 





Foundation Materials: GRANITE CAISSON 
Construction Materials: WOOD/CRANITE 
Markings/Pattierns: WHITE W/BLACK LANTERN 
Shape: OCTAGONAL 

Relationship to Other Structures: INTEGRAL 

Tower Height: 35; Height of Focal Plane: 51 
Original Optic: FOURTH ORDER, FRESNEL (1874) 
Present Optic: OC B-24 
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CONNECTICUT 





PENFIELD REEF LIGHT cont. 


ls there a Newer Tower? NO 

ls there an Existing For Signal Building! NO 

Current Fog Signal Type: DABOLL TRUMPET/ORIG 
BELL 


ls there an Existing Keepers Quarters! YES 
Year Constructed: 1674; Number of Stories: 2 
Architectural Style: SECOND EMPIRE 
Construction Materials: GRANITE (INTEGRAL) 


Other Structures: BOATLANDING 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT 


National Register Status: LISTED. PENFIELD REEF 
LIGHTHOUSE (OPERATING LIGHTHOUSES IN 
CONNECTICUT MPS) 

On State LisVinventory? YES; Year Listed: 1990 





SAYBROOK BREAKWATER LIGHT 


Location: CONNECTICUT RIVER/LONG ISLAND 
SOUND; U5.C.G. District 1 
Nearest City, OLD SAYBROOK, County MIDDLESEX 


Year Station Established: 1886, Year Automated: 1959 


Year Existing Historic Tower Constructed: 1886 
is the Light Operational? YES 
Foundation Materials: CAST IRON/CONCRETE 

CAISSON 

Construction Materials: CAST IRON/BRICK LINING 
Markings/Patierns: WHITE TOWER ON BROWN PIER 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 48; Height of Focal Plane: 56 
Original Optic: FIFTH ORDER, FRESNEL (1686) 
Present Optic: 300 MM 


is there a Newer Tower? NO 
ls there an Existing Fog Signal Building? NO 
Current Fog Signal Type: HORN/ORIC. BELL 


is there an Existing Keepers Quarters! VES 
Year Constructed: 1686 
Architectural Style: SPARK PLUG INTEGRAL 
Construction Materials: CAST IRON 


Other Structures: RADIOBEACON 


Owner/Manager, U.S. COAST GUARD 























Courtesy National Register of Historic Places 


Curremt Use: ACTIVE AID TO NAVIGATION; Open to the Public? NO; Access: WEST JETTY/BOAT 


National Register Status: LISTED: SAYBROOK BREAKWATER LIGHT: On State List/inventory? YES, Year Listed: 1990 





SHEFFIELD ISLAND (NORWALK) LIGHT 


Location: SHEFFIELD ISLAND/ENTRANCE TO 
NORWALK RIVER; U.S.C.C. District 1 
Nearest City, NORWALK; County: FAIRFIELD 


Year Station Established: 16286 


Year Existing Historic Tower Constructed: 1668 
is the Light Operational? NO 
Deactivated: 1902 
Foundation Materials: DRESSED STONE/TIMBER 


Light Stations by State 





CONNECTICUT 








. 





Sheffield island Light. Courtesy Norwalk Seaport Association 


Construction Materials: DRESSED STONE 
WOOD/CONCRETE 

Markings/Pattierns: WHITE TOWER/BLACK LANTERN 

Shape: OCTAGONAL ON SQUARE HOUSE 

Relationship to Other Structures: INTEGRAL 

Tower Height: 44; Height of Focal Plane: 5! 

Original Optic: FOURTH ORDER FRESNEL (18657) 

Present Opti 


is there a Newer lower? NO 
is there an Existing Fog Signal Building? NO 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 1868. Number of Stories: 2.5 
Architectural Style: MID-VICTORIAN (INTEGRAL) 





Construction Materials: LIMESTONE BLOCKS 
Other Structures: WOODEN COTTAGE (1927) 


Owner/Manager, NORWALK SEAPORT 
ASSOCIATION: Current Use: MUSEUM 

Open to the Public? YES: MEMORIAL DAY 
THROUGH LABOR DAY 

Access: FERRY FROM SOUTH NORWALK 

Public Phone 203-638-9444 


National Register Status: LISTED: NORWALK ISLAND 
LIGHTHOUSE 
On State Lisvinventory? YES: Year Listed: 1987 





SOUTHWEST LEDGE (NEW HAVEN BREAKWATER) LIGHT 


Location: REEF AT MAIN ENTRANCE NEW HAVEN 
HARBOR USCC, Dnmtrect 1 

Nearest City. NEW HAVEN. County: NEW MAVEN 

Year Station Ectabliched: 1877: Year Automated: 1973 


Year Existing Historic Tower Constructed: 1677 


is the Light Operational? YES 

Foundation Materials: CAST IRON/CONCRETE 
~_AISSON 

Construction Materials: CAST IRON 

Markings/Patierns: WHITE ON BROWN CAISSON 
W/BLACK LANTERN 

Shape: OCTAGONAL 
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SOUTHWEST LEDGE (NEW 
HAVEN BREAKWATER) 
LIGHT cont, 


Relationship to Other Structures: INTEGRAL 
Tower Meight 45; Height of Focal Plane: 5; 
Original Optic: FOURTH ORDER, FRESNEL 
Present Optic: FA 251 (1988) 


7’ 


le there a Newer Tower! NO 


ls there an Existing Fog Signal Building? NO 
Current Fog Signal Type: WHISTLE/ORIG 
BELL/HORN 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 1877: Number of Stories: | 
Architectural Stvle: SECOND EMPIRE 
Construction Materials: CAST IRON 











Other Structures: NONI 
Courtesy National Register of Historic Places 


Owner/Manager, U.S. COAST GUARD 
Current Use: AID TO NAVIGATION: Open to the Public? NO; Access: BOAT/BREAKWATER 


National Register Status: LISTED: SOUTHWEST LEDGE LIGHTHOUSE (OPERATING LIGHTHOUSES IN 
CONNECTICUT MPS): On State List/lnventory? YES: Year Listed: 1990 


SUPERSTRUCTURE EXHIBITED AT 1876 CENTENNIAL EXPOSITION; IDENTICAL TO SHIP SHOAL LIGHT: 
PRECURSOR TO SPARK PLUG CONSTRUCTION 








STAMFORD HARBOR (CHATHAM 
ROCKS) LIGHT 


Location: SOUTHWEST END OF HARBOR/CHATHAM 
ROCK: U.S5S.C.G. District 1 
Nearest City: STAMFORD; County: FAIRFIELD 


Year Station Established: 18682 


Year Existing Historic Tower Constructed: 18662 
is the Light Operational? YES (PRIVATE AID) 
Deactivated: 1953 
Foundation Materials: CAST IRON/CONCRETE 

CAISSON; Construction Materials: CAST IRON 

Markings/Patterns: WHITE TOWER ON RED PIER 
Shape: CONICAL ON CYLINDRICAL PIER 
Relationship to Other Structures: SEPARATE 
Tower Height: 60; Height of Focal Plane: 60 
Original Optic: FOURTH ORDER, FRESNEL (1882) 
Present Optic: 200 MM 








ls there a Newer Tower? NO 
ls there an Existing Fog Signal Building? NO 
Current Fog Signal Type: HORN/ORIGC. BELI 





Courtesy U.S. Coast Guard 
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ls there an Existing Keepers Quarters? YES 
Year Constructed: 1682 
Architectural Style: INTEGRAL SPARK PLUG 
Construction Materials: CAST IRON 


Other Structures: NONE 


CONNECTICUT 


Owner/Manager, PRIVATE OWNER 
Current Use: PRIVATE AID TO NAVIGATION 


Open to the Public? NO 


National Register Status: LISTED STAMFORD 
HARBOR LIGHTHOUSE 
On State LisVinventory? YES; Year Listed: 1991 





STONINGTON HARBOR LIGHT 


Location: EAST SIDE OF HARBOR 
U.S.C.G. Districts 1 

Nearest City: STONINGTON 
County: NEW LONDON 


Year Station Established: 1623 


Year Existing Historic Tower Constructed: 1840 
is the Light Operational? NO; Deactivated: 16869 
Foundation Materials: GRANITE 
Construction Materials: GRANITE 
Markings/Patterns: NATURAL 
Shape: OCTAGONAL 
Relationship to Other Structures: ATTACHED 
Tower Height: 35; Height of Focal Plane: 62 
Original Optic: SIXTH ORDER, FRESNEL (1856) 
Present Optic: REMOVED 


is there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO 


is there an Existing Keepers Quarters? VES 
Year Constructed: 1840; Number of Stories: 1.5 


Architectural Style: ATTACHED 
Construction Materials: GRANITE 


Other Structures: 


Owner/Manager, STONINGTON HISTORICAL 
SOCIETY; Current Use: MUSEUM 

Open to the Public? YES; DAILY/MAY-OCTOBER 

Access: 7 WATER STREET 

Public Phone: 203-535-1440 


National Register Status: LISTED: STONINGTON 
HARBOR LIGHTHOUSE 
On State Lis/inventory? YES; Year Listed: 1975 


FIRST ERECTED AT WINDMILL POINT, TOWER WAS 
MOVED TO EAST SIDE OF HARBOR IN 1840; 
REPLACED BY STONINGTON WEST BREAKWATER 
LIGHT IN 1889; BREAKWATER LIGHT DESTROVED 
IN 1938 HURRICANE; OLD TOWER HAS BEEN A 
MUSEUM SINCE 1925; ORIGINAL LENS ON 

DISPLAY IN MUSEUM 





STRATFORD POINT LIGHT 


Location: LONG ISLAND SOUND/HOUSATONIC 
RIVER; U.S.C.G. District 1 
Nearest City: STRATFORD; County: FAIRFIELD 


Year Station Established: 1822; Year Automated: 1970 


Year Existing Historic Tower Constructed: 186861 


is the Light Operational? YES 
Foundation Materials: CONCRETE 


Construction Materials: CAST IRON/BRICK LINING 


Markings/Patterns: WHITE W/BROWN BAND 
MIDWAY & BLACK LANTERN 

Shape: CONICAL 

Relationship to Other Structures: SEPARATE 

Tower Height: 35; Height of Focal Plane: 52 

Original Optic: THIRD ORDER, FRESNEL (1681) 

Present Optic: FA-251 (1990) 


is there a Newer Tower? NO 


Is there an Existing Fog Signal Building? YES 
Year Constructed: 1911 
Construction Materials: BRICK 
Architectural Style: 
Current Fog Signal Type: TYPHOON WHISTLE/ORIG 
BELL 


is there an Existing Keepers Quarters? YES 
Year Constructed: 1881; Number of Stories: 1.5 
Architectural Style: CARPENTER GOTHIC 
Construction Materials; WOOD 


Other Structures: RADIOBEACON 

Owner/Manager, U.S. COAST GUARD 

Current Use: ACTIVE AID TO NAVIGATION/COAST 
GUARD HOUSING 

Open to the Public? YES; GROUNDS ONLY 

Access: SOUTH END PROSPECT LANE 
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STRATFORD POINT LIGHT cont. 


National Register Status: LISTED: STRATFORD POINT LIGMTMOUSE (OPERATING LICMTMOUSES IN 
CONNECTICUT MPS): On State Liei/lnventory? YES; Year Listed: 1990 


LANTERN REMOVED TO ACCOMMODATE DCB 224 IN 1969 AND REPLACED IN 1990 





STRATFORD SHOAI 
(MIDDLE GROUND) 
LIGHT 


Location: LONG ISLAND SOUND 
USCG. Detect 1 

Nearest City: BRIDGEPORT 
County: FAIRFIELD 


Year Station Established: 1847 
Year Automated: 1970 


Year Existing Historic Tower 

Constructed: 1877 

ls the Light Operational? YES 

Foundation Materials: GRANITE 
ASHLAR CAISSON 

Construction Materials: GRANITE 
BLOCKS 

Markings/Patterns) NATURAL 
W/WHITE LANTERN 

Shape: OCTAGONAL TOWER ON 
SQUARE DWELLING Courtesy U.S. Coast Guard, 1970 

Relationship to Other Structures 
INTEGRAL 

Tower Height: 35; Height of Focal Plane: 60 

Original Optic: FOURTH ORDER, FRESNEL (1905); Present Optic: 190 MM, SOLAR POWERED 





is there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO; Current Fog Signal Type: AIR SIREN/ORIGC,. BELL/TRUMPET 


is there an Existing Keepers Quarters? YES; Year Constructed: 1877; Number of Stories: 2 


Architectural Stvie: GOTHIC REVIVAL. Construction Materials: GRANITE (INTECRAI 


Other Structures. RADIOBEACON 


Owner/Manager: U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT 


National Register Status: LISTED: STRATFORD SHOAL LIGHTHOUSE (OPERATING LIGHTHOUSES IN 
CONNEC TICUT MPS): On State List/inventory’ YES: Year Listed: 1990 


REPLACED LEGHTSHIP NO. 15 WHICH GUARDED STATION 1837-1877 


40 Light Stations by State 








DELAWARE 





BAKER RANGE REAR LIGHT 


Location; DELAWARE RIVER NEAR C&O CANAL 
US.C.G, District, 5 

Nearest City) DELAWARE CITY; County: NEW CASTLE 
Year Station Established: 1902 


Year Existing Historic Tower Constructed: 1905 
Is the Light Operational? YES 
Foundation Materials: CONCRETE 
Construction Materials: CAST IRON 
Markings/Patterns: BLACK 


Shape: PYRAMIDAL SKELETAL 
Relationship to Other Structures: SEPARATE 
Height of Focal Plane: 89 


Owner/Manager, U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? UNKNOWN 


National Register Status: DETERMINED ELIGIBLE BY 
SHPO 





BELLEVUE RANGE REAR LIGHT 


Location: CHRISTIANA RIVER AT DELAWARE RIVER 
U.S.C.G, District: 5 

Nearest City: WILMINGTON; County: NEW CASTLE 
Year Station Established: 1909 


Year Existing Historic Tower Constructed: 1909 
Is the Light Operational? YES 
Foundation Materials: CONCRETE 
Construction Materials: CAST IRON 
Markings/Patterns: BLACK 


Shape: PYRAMIDAL SKELETAL 
Relationship to Other Structures; SEPARATE 
Tower Height: 104; Height of Focal Plane: 100 


Owner/Manager, U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? UNKNOWN 


National Register Status: DETERMINED ELIGIBLE BY 
SHPO 





BULKHEAD BAR RANGE FRONT LIGHT 


Location: DELAWARE RIVER; U.S.C.G. District 5 
Nearest City: NEW CASTLE; County: NEW CASTLE 
Year Station Established: 1929 


Year Existing Historic Tower Constructed: 1929 
is the Light Operational?’ UNKNOWN 
Markings/Patterns: BROWN 


Shape: SQUARE SKELETAL 
Relationship to Other Structures: SEPARATE 


Height of Focal Plane: 42 


Owner/Manager: U.S. COAST GUARD 
Current Use: UNKNOWN 


Open to the Public? UNKNOWN 


National Register Status: DETERMINED ELIGIBLE BY 
SHPO 





DELAWARE BREAKWATER LIGHT 


Location: LEWES HARBOR/DELAWARE BAY 
ENTRANCE; U.S.C.G. District: 5 
Nearest City: LEWES; County: SUSSEX 


Year Station Established: 1685 


Year Existing Historic Tower Constructed: 1926 

is the Light Operational? YES 

Foundation Materials; CAISSON 

Construction Materials: BRICK W/CAST IRON 
PLATES 

Markings/Patterns: BROWN TOWER ON WHITE 
PIER 

Shape: CONICAL 

Relationship to Other Structures: INTEGRAL 


Tower Height: 49; Height of Focal Plane: 61 
Original Optic: FOURTH ORDER, FRESNEL 
Present Optic: 375 MM 


is there a Newer Tower? NO 
Is there an Existing Sound Signal Building? NO 


is there an Existing Keepers Quarters? YES 
Year Constructed: 18685 
Architectural Style: SPARK PLUG INTEGRAL 
Construction Materials: CAST IRON 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
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DELAWARE 





DELAWARE BREAKWATER LIGHT cont. 


Open to the Public? NO; VIEW FROM CAPE BREAKWATER HARBOR HISTORIC DISTRICT 
MENLOPEN STATE PARK 
WITH LIGHTSHIPS, TOOK OVER DUTIES OF CAPE 
National Register Status: PART OF LISTING HENLOPEN LIGHT 
NATIONAL HARBOR OF REFUGE & DELAWARE 








FENWICK ISLAND 
LIGHT 


Location: DELAWARE/ 
MARYLAND BORDER/ 
VICINITY OF FISHING , 
HARBOR 

U.S.C.G, Districk 5 

Nearest City; FENWICK ISLAND 

County: SUSSEX 





Year Station Established: 1859 
Year Automated: 1940 


Year Existing Historic Tower 
Constructed: 1859 
is the Light Operational? YES 
Deactivated: 1978-1982 
Foundation Materials: 
NATURAL/EMPLACED 
Construction Mater als: BRICK 
Markings/Patterns: WHITE 
W/BLACK LANTERN ” 
Shape: CONICAL , 2 ete _- 
Relationship to Other Structures: ke od Mu duabanannaas 
SEPARATE i ) NNN 
Tower Height: 64 4 , “a 
Height of Focal Plane: 83 
Original Optic: THIRD ORDER, Photo courtesy Jational Register of Historic Places/Dean E. Nelson, 1979 
FRESNEL (1859) 
Present Optic: THIRD ORDER, 
FRESNEL (1659) 

















ls there a Newer Tower? NO 
ls there an Existing Fog Signal Building? NO 


is there an Existing Keepers Quarters? YES; Year Constructed: 1859; Number of Stories: 2 
Architectural Style: GOTHIC; Construction Materials: FRAME 


Other Structures: 1878 KEEPERS DWELLING, GARAGE, BARN 

Owner/Manager: FRIENDS OF THE FENWICK ISLAND | IGHTHOUSE (TOWER)/PRIVATE OWNER (KEEPERS 
DWELLINGS); Current Use: MUSEUM; Open to the Public? YES; OPEN BY APPOINTMENT 

Access: DELAWARE RT. 14: Public Phone 410-250-1098 

National Register Status: LISTED: FENWICK ISLAND LIGHTHOUSE STATION; On State List/Inventory? YES 


A BRICK CYLINDER TOWER IS WITHIN A BRICK CONICAL TOWER 
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Courtesy U.S. Coast Guard, 1946 


Other Structures: NONE 








FOURTEEN FOOT BANK LIGHT 


Location; DELAWARE BAY/BOWERS BEACH 
U.S.C.G, Distries 5 
Nearest City; BOWERS BEACH; County: KENT 
Year Station Established: 1876; Year Automated: 1972 
Year Existing Historic Tower Constructed: 1688 
Is the Light Operational? YES 
Foundation Materials: SUBMERGED CAST 
IRON/CONCRETE CAISSON 
Construction Materials; CAST IRON 
Markings/Patterns: WHITE TOWER & DWELLING/BLACK 
PIER ALANTERN 
Shape: SQUARE 
Relationship to Other Structures: INTEGRAI 
Tower Height: 40; Height of Focal Plane: 59 
Original Optic: FOURTH ORDER, FRESNEL 
Present Optic: FOURTH ORDER (1918) 


ls there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: HORN 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 1886; Number of Stories: 2.5 
Architectural Style: CLASSICAL REVIVAL 
Construction Materials: CAST IRON 


Owner/Manager: U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO; Access: BOAT 


National Register Status: LISTED: FOURTEEN FOOT BANK LIGHT 


REPLACED LIGHTSHIP NO 


19; AMERICA’S FIRST CAISSON LIGHTHOUSE STRUCTURE (SUBMARINE TYPE) 





HARBOR OF REFUGE (SOUTH) BREAKWATER LIGHT 


Location: LEWES HARBOR/DELAWARE BAY 
ENTRANCE: U5.C.G. District: 5 
Nearest City: LEWES; County: SUSSEX 


Year Station Established: 1896; Year Automated: 1973 


Year Existing Historic Tower Constructed: 1926 

ls the Light Operational? YES 

Foundation |-‘e.orials: CAST IRON/CONCRETE 
CAISSON ON ROCK JETTY 

Construction Materials: CAST IRON 

Markings/Patterns: WHITE TOWER/BROWN 
CYLINDER/BLACK LANTERN 

Shape: CONICAL 


Relationship to Other Structures: INTEGRAI 
Tower Height: 76; Height of Focal Plane: 72 
Original Optic: FOURTH ORDER 

Present Optic: DCB 36 


is there a Newer Tower! NO 
is there an Existing Fog Signal Building? NO 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 1926 
Architectural Style: INTEGRAI 
Construction Materials: CAST IRON 


Other Structures: BREAKWATER 
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DELAWARE 








HARBOR OF REFUGE (SOUTH) 
BREAKWATER LIGHT cont. 


Owner/Manager: U.S, COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO 

Access: BOAT/END OF BREAKWATER 





National Register Status: PART OF LISTING: NATIONAL 
HARBOR OF REFUGE & DELAWARE BREAKWATER 
HARBOR HISTORIC DISTRICT 


1896 TOWER DAMAGED IN 1920 STORM, REBUILT 1926; 
TOOK OVER DUTIES OF CAPE HENLOPEN LIGHT; NORTH 
BREAKWATER LIGHT, BUILT IN 1913, IS BROWN CYLINDER 
W/BLACK LANTERN ON CONCRETE BASE 





Courtesy U.S. Coast Guard, 1981 








LISTON RANGE REAR LIGHT 


Location: DELAWARE RIVER: U.S.C.G. District: 5 
Nearest City: TAYLOR'S BRIDGE 
County: NEW CASTLE 


Year Station Established: 1906; Year Automated: 1976 


Year Existing Historic Tower Constructed: 1877 

(MOVED 1906); Is the Light Operational? YES 

Foundation Materials: MASONRY 

Construction Materials: WROUGHT IRON 

Markings/Patterns: BLACK 

Shape: PYRAMIDAL SKELETAL W/CYLINDER 

Relationship to Other Structures: SEPARATE 

Tower Height: 120; Height of Focal Plane: 176 

Original Optic: SECOND ORDER RANGE, FRESNEL 
(1906) 

Present Optic: DCB 24 








is there a Newer Tower? YES (FRONT RANGE) 
Year Constructed: 1906; Tower Height: 45 


is there an Existing Fog Signal Building? NO 


ls there an Existing Keepers Quarters? UNKNOWN 
Year Constructed: 1907; Number of Stories: 2 
Architectural Style: GREEK REVIVAI 
Construction Materials: FRAME 














Courtesy of HABS/HAER/George Rineer, 1976 


Other Structures: OIL HOUSE, GARAGE, BARN 


Owner/Manager: U.S. COAST GUARD (TOWERYPRIVATE OWNERS (OTHER BUILDINGS) 
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DELAWARE 


Current Use: ACTIVE AID TO NAVIGATION; Open to the Public? NO 


National Register Status: LISTED: LISTON RANGE REAR LIGHT 


Documented by HAER? YES (DE-10) 


TOWER FORMERLY SERVED AS PORT PENN RANGE REAR LIGHT AND WAS RELOCATED 1906; FRONT 


RANGE LIGHT STILL ACTIVE 





MARCUS HOOK RANGE REAR LIGHT 


Location: DELAWARE RIVER CHANNEL 
U.S.C G. District; 5 
Neare:t City: BELLEFONTE; County: NEW CASTLE 


Year Station Established: 1918 


Year (xisting Historic Tower Constructed: 1918 
Is the Light Operational? YES 
Foundation Materials; CONCRETE 
Construction Materials; REINFORCED CONCRETE 
Markings/Patterns: NATURAL 
Shape: SQUARE 
Relationship to Other Structures: SEPARATE 
Tower Height: 100; Height of Focal Plane: 250 
Original Optic: FOURTH ORDER RANGE, FRESNEL 
Present Optic: DCB 24 


Is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1918; Number of Stories: 2.5 
Architectural Style: COLONIAL REVIVAL 
Construction Materials: BRICK 


Other Structures; OIL HOUSE, GARAGE, STORAGE 
BUILDING 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO 


National Register Status: LISTED: MARCUS HOOK 
RANGE REAR LIGHT 


FRONT RANGE LIGHT IS A FLASHING WHITE 
LIGHT ON A 1925 STEEL SKELETAL TOWER 1.5 
MILES TO THE NORTHEAST; FRONT RANGE HAS 
ALSO BEEN DETERMINED ELIGIBLE FOR THE 
NATIONAL REGISTER BY SHPO 





MISPILLION LIGHT (OLD) 


Location: MISPILLION RIVER/DELAWARE BAY 
U.S.C.G. District: 5 
Nearest City: MILFORD; County: SUSSEX 


Year Station Established: 1831; Year Automated: 1926 


Year Existing Historic Tower Constructed: 1873 
is the Light Operational? NO; Deactivated: 1929 
Foundation Materials: NATURAL/EMPLACED 
Construction Materials: WOOD FRAME 
Markings/Patterns: WOOD TOWER ON CARPENTER 

GOTHIC HOUSE 

Shape: SQUARE 
Relationship to Other Structures: INTEGRAL 
Tower Height: 65; Height of Focal Plane: 65 
Original Optic: SIXTH ORDER, FRESNEL 
Present Optic: REMOVED 


Is there a Newer Tower? YES Year Constructed: 1929 
Construction Materials: STEEL; Shape: SKELETAL 


Tower Height: 60 
Is there an Existing Fog Signal Building? NO 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1873; Number of Stories: 2 
Architectural Style: STICK GOTHIC 
Construction Materials: WOOD (INTEGRAL) 


Other Structures: 


Owner/Manager: PRIVATE OWNER 

Current Use: 

Open to the Public? YES; GROUNDS ONLY 
Access: N.£. END OF COUNTY ROAD 203 


National Register Status: LISTED: MISPILLION 
LIGHTHOUSE & BEACON TOWER 

On State List/inventory? YES 

Documented by HAER? YES (DE-23/MARO) 
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DELAWARE 








REEDY ISLAND RANGE 
REAR LIGHT 


Location; DELAWARE RIVER MOUTH 
' U.S.C.G, District: 5 
Nearest City; TAYLOR'S BRIDGE 





a : ‘ County: NEW CASTLE 


Year Station Established: 1839 





qn Year Existing Historic Tower Constructed: 
1910 








Is the Light Operational? NO; Deactivated: 

Foundation Materials: 9 CONCRETE PIERS 

Construction Materials: CAST IRON 

Markings/Patterns: BLACK 

Shape: SKELETAL 

Relationship to Other Structures: 
SEPARATE 

Tower Height: 110; Height of Focal Plane: 


< = . a” Original Optic: FIFTH ORDER RANGE 





| (1910) 
HABS/HAER/ R , 1976. 
Courtesy HABS/HAER/ George Rineer, 19 Present Optic: 


Ils there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 


Is there an Existing Keepers Quarters? YES; Year Constructed: 1906; Number of Stories: 1.5 
Architectural Style COLONIAL REVIVAL; Construction Materials: WOOD 


Other Structures: BARN, BRICK OIL SHED, FARMSHED 


Owner/Manager: U.S. COAST GUARD (TOWER) PRIVATE OWNER (DWELLING); Current Use: 
Open to the Public? NO; Access: ROUTE 9 AT ROAD 453 


National Register Status: LISTED: REEDY ISLAND RANGE REAR LIGHT; Documented by HAER? YES (DE-11) 





SHIP JOHN SHOAL LIGHT 


Location: ON SHOAL IN DELAWARE RIVER Current Fog Signal Type: HORN 
U.S.C.G. District: 5 
Nearest City: GREENWICH; County: CUMBERLAND Is there an Existing Keepers Quarters? YES 
Year Constructed: 1877; Number of Stories: 2 
Year Station Established: 1874; Year Automated: 1973 Architectural Style: SECOND EMPIRE OCTAGONAL 


Construction Materials: CAST IRON INTEGRAL 
Year Existing Historic Tower Constructed: 1874 


Is the Light Operational? YES Owner/Manager: U.S. COAST GUARD 

Foundation Materials: CAST IRON/CONCRETE Current Use: ACTIVE AID TO NAVIGATION 
CAISSON Open to the Public? NO; Access: OFFSHORE/BOAT 

Construction Materials: CAST IRON 

Markings/Patterns: BROWN National Register Status: DETERMINED ELIGIBLE BY 

Shape: OCTAGONAL W/MANSARD ROOF SHPO 

Relationship to Other Structures: INTEGRAL 

Tower Height: 50; Height of Focal Plane: 50 DEBATE OVER WHETHER LOCATED IN NEW JERSEY 

Original Optic: FOURTH ORDER, FRESNEL OR DELAWARE; REPAIRED 1989-1990 


Present Optic: FOURTH ORDER 
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FLORIDA 





ALLIGATOR REEF LIGHT 


Location FOUR MILES EAST OF INDIAN KEY 
U5S.C.G. Dewer 7 

Nearest City ISLAMORADA, County DADE 

Year Station ivtablished 1873. Year Automated 196) 


Year Existing Historic Tower Constructed 18673 
ts the Light Operational’ VES 
Foundation Materials (RON PILE Wor \ ORM 
Construction Materials IRON 
MarkingsPatioms WHITE TOWER W/8) ACK 

WATCHROOM 

Shape SKELETAL 
Relationship to Other Structures INTEGRAL 
Tower Height: 136; Height of Focal Plane: 116 


Original Optic: FIRST ORDER, 8) 
Present Optic: 190 MM, SOLAR POWERED 


is there an Existing Keepers Quarters? YES 
Year Constructed: 1673; Number of Stories: | 
Architectural Style: INTEGRAL TO TOWER 
Construction Materials IRON 


Owner/Manager. U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO, Access: BOAT/OFFSHORE 
National Register Status: NONE 





AMELIA ISLAND (LIGHT 


Location. ENTRANCE TO ST MARY'S RIVER 
US.C.G. Dietrich 7 

Nearev' (ity FERNANDINA BEACH 
County ‘\ASSAU 

Year Station Established 1639 


Year Existing Historic Tower Constructed: 1820 

(MOVED 1638) 

is the Light Operational? YES 

Foundation Materials STONE 

Construction Materials: BRICK W/STUCCO 

Markings/Pattiemns WHITE TOWER W/BLACK 
LANTERN 

Shape CONICAL 

Relationship to Other Structures SEPARATE 

Tower Height 64, Height of Focal Plane 107 

Original Optic: 14 LAMPS W/15-4NCH REFLECTORS 
(1839) 

Present Optic THIRD ORDER, FRESNEL (18657) 


is there an Existing Keepers Quarters? YES 
Year Constructed: 1950; Number of Stories: | 
Architectural Style MODERN (HISTORIC 
BUNGALOWS DISMANTLED) 
Construction Materials: CONCRETE BLOCK 


Other Structures: OIL HOUSE/PAINT LOCKER 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION/COAST 


GUARD HOUSING; Open to the Public? NO 
National Register Status: NONE 


1820 TOWER RELOCATED FROM GREAT 
CUMBERLAND ISLAND IN GEORGIA IN 1838; 
THERE HAVE BEEN 4 KEEPERS QUARTERS ON THE 
SITE 





AMERICAN SHOAL LIGHT 


Location. FLORIDA KEYS; U.5.C.C. District 7 
Nearest City SUMMERLAND KEY; County MONROE 
Year Station Established: 1880. Year Avu'omated: 1963 


Year Existing Historic Tower Constructed 1680 
is the Light Operational? YES 
Foundation Materials: SCREW PILE W/PLATFORM 
Construction Materials: (RON 
Markings/Patierns: BROWN W/WHITE COLUMN 
Shape: SKELETAL OCTAGONAL PYRAMIDAL 
Relationship to Other Structures: INTEGRAL 
Tower Height 109, Height of Focal Plane 109 
Original Optic: FIRST ORDER, FRESNEL 





Present Optic: RL-335, SOLAR POWERED 


is there an Existing Keepers Quarters? YES 
Year Constructed: 1680; Number of Stories: 2 
Architectural Style: VICTORIAN OCTAGON 
Construction Materials: WOOD/CAST IRON 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO; Access: BOAT/OFFSHORE 
National Register Status: NONE 
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FLORIDA 





SEO I a OE a ——— a ENS SR 


ANCLOTE KEY LIGHT 





Location: ANCLOTE KLY AT ANCLOTE RIVER 
MOUTH: U.S.C. Dietiet 

Nearest City: ANCLOTE: County: PASCO 

Year Station tetablihed 18687 


Year Existing Historic Tower Constructed: 1687 
ls the Light Operational! NO, Deactivated 1985 
Foundation Materials PILINGS 
Construction Materials: CAST IRON 
Markings/Patiorns BROWN W/BLACK LANTERN 
Shape: SKELETAL W/CYLINDER 
Relationship to Other Structures: SEPARATI 








remit of Focal Plane. 110 
Original Optic: THIRD ORDER 
Present Optic REMOVED 


OwnerManager STATE OF FLORIDA 

Current Use: ABANDONED IN STATI 
PARK/WILDLIFE REFUGE 

Open to the Public? YES; GROUNDS ONLY 

Access: OFFSHORE IN CALADESE STATE PARK 


National Register Status: NONE 











Bruce Roberts 


BOCA GRANDE LIGHT 


Location: GASPARILLA ISLANDALULF OF MEXICO 
USC. Ontich 7 
Nearest City: BOCA GRANDE: County: LEt 


Year Station Ectablnhed: 1890: Year Automated: 1967 


Year Existing Mistoric Tower Constructed: 18690 
is the Light Operational? YES 
Deactivated: 1966-1986 
Foundation Materials: PILING 
Construction Materials: WOOD FRAMI 
Markings/Patierns: WHITE WITH BLACK LANTERN 
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Shape: OCTAGONAL TOWER ON SQUARE HOUSE 

Relationship to Other Structures: INTEGRAL 

Tower Height 41 

Heimtt of Focal Plane: 44 

Original Optic: THIRD-ONE-HALF ORDER, FRESNEL 
(1890) 

Present Optic: THIRD-ONE-HALF ORDER, FRESNEL 
(1986) 





is there a Newer Tower? YES (ASPARILLA ISLAND 
iXGMT) Year Constructed: 1977 
Construction Materials: STEEL 


Light Stations by State 





Markingelationn Will 

Shape: SKELETAL WICENTRAL COLUMN 
biewgit of Focal Plane 1O% 

Chapinal Cit REAR RANGE (1927) 


ly there an Txnting bog Satnal Bulge? NO 


ly there an Existing Keeper Chuartern¢ VES 
Your Constnted 1890, Number of Sion | 
An hitter tural Style BUNGALOW UNTEGRAL) 
Construction Maternal WOM) 


Chew Structures 2 CISTERNS, ASST. KELPERS 
DWELLING, 


FLORIDA 


thwne/Manager TLOMIDA PARK SERVIC 

( urront Lee STATE PARK 

Chen to the Publ ( YES, LAST SATURDAY LACH 
MONTH 4) 

Access HARKILE ISLANDS C10) PARK 

Publn Phone ALELOO4 0075 


National Register Status LISTED BONA CAND 
im nhhOust 


CORILINALLY CALLED THE CHARLOTTE HARBOR 
LHOHIT STATION, SERVED AS TRONT RANG TO 
CASPARILLA ISLAND LIGHT IN 1977, OD 
LHHTTHHOUSE RESTORED 1986, PLANS TOK 
MARITIME MUSEUM IN LIGHTHOUSE 





CAPE CANAVERAL LIGHT 


Location CAPE CANAVERAL, | MILE FROM SHORT 
USC. Diet 7 

Nearest City KENNEDY SPACE CENTER 

County BREVARD 

Year Station tstabliehed 1848, Year Automated 1960 


Year Existing Histor Tower Constructed 1864 

is the Light Operational’ YES 

Construction Materials, CAST IRON W/BRICK 
LINING, 

Markings/Patterns BLACK & WHITE BANDS/BLACK 
LANTERN 

Shape CONICAL 

Relationsiup to Other Structures: SEPARATI 

lower Hemht 117, Hem of focal Plane 145 


Onginal Opte FIRST ORDER, TRESNEL (1 AOR) 
Present Opin DCB 2274 (1995) 


Owner/Manager U.S COAST GUARDIU.S AIR 
ORC 

Current Use ACTIVE AID TO NAVICLATIOIN 

Open to the Publ NO 

Access CAPE CANAVERAL AIK FORCE STATIOIN 


National Register Status; NONE 


STEEL PLATES CAPPED WITH BRICK A CEMENT 
WERE ADDED TO ORIGINAL 1868 WOOD TOWER, 
LEGHTHOUSE DISMANTLED AND MOVED WEST OF 
OLD SITE IN 1894, KEEPERS DWELLING IN RUINS 

















a 


CAPE FLORIDA LIGHT 


locaton SOUTHERNMOST POINT ON KEY BISCAYNI 
USCC, Detet 7 
Nearest City KEY BISCAYNIE, County DADI 


Year Staton tolablehed 1875. Year Automated 1976 


Year txnting Histor lower Constructed 1845 
is the Light Operational? NO, Deactiwated: 18786-1976 
foundation Materials CORAL RETF 
Construction Materials BRICK W/STEEL STAIRS 
Markings P ations RED BRICK W/BLACK TOP 
Shape: CONICAL 
Relahonshp to Other Structures: STPARATI 
Tower Hegit 95, Mem of focal Plane 100 
Onginal Opt SECOND ORDER, PRESNEL (1855) 
Present Optx 1990. DRUM LENS (1978) 


- 
_— is there a Newer lower! YES 





Courtesy 87! Baggs Cape tlorda State 
Recreation Area/iohn troshutter, 1994 


is there an Lxnting fog Sana! Building? NO 
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FLORIDA 





CAPE FLORIDA LIGHT cont, 


ls there an Existing Keepers Quarters? VES (REPLICA OF 1846 KEEPERS), Year Constructed 1970 
Number of Stories. 2) Architectural Style: CAPE COD, Construction Materials GRICK 


Other Structures: MOUSE, KITCHEN (1970), OUTHOUSE, CISTERN (1970) 

Owner/Manager: FLORIDA DEPARTMENT OF NATURAL RESOURCES 

Current Use: STATE RECREATION AREA/MUSEUM IN KEEPERS; Open to the Publict YES 

Access: BILL BAGGS CAPE FLORIDA STATE RECREATION AREA; Public Phone: 305-361-5811 

National Register Status: LISTED: CAPE FLORIDA LIGHTHOUSE; On State Lisvinventory? YES; Year Listed: 1961 
OLDEST SURVIVING LIGHTHOUSE IN FLORIDA; ATTACKED BY SEMINOLE INDIANS, EXTINGUISHED 1636-1846, 


IN 1855 TOWER HEIGHTENED 40 FEET; COAST GUARD RELIT TOWER IN 1978 AFTER BEING EXTINGUISHED 
FOR 100 YEARS; UNDER RESTORATION 





CAPE SAN BLAS LIGHT 


Location: CAPE SAN BLAS; U.S.C.G. District 6 is there an Existing Keepers Quarters? YES 
Nearest City: APALACHICOLA; County: GULF Year Constructed: 1919; Number of Stories: 2 
Year Station Established: 1648; Year Automated: 196! Construction Materials: FRAME 
Year Existing Historic Tower Constructed: 1665 Other Structures: RADIOBEACON (1939), 2ND 
is the Light Operational? YES KEEPERS 
Foundation Materials: RON PILING (MOVED 1919) 
Construction Materials: CAST IRON Owner/Manager, U.S. COAST GUARD 
Markings/Patterns: WHITE W/BLACK LANTERN Current Use: ACTIVE AID TO NAVIGATION 
Shape: SKELETON AROUND SLENDER CYLINDER Open to the Public? YES; GROUNDS ONLY 
Relationship to Other Structures: SEPARATE Access: COUNTY RT. 30 
Tower Height: 90; Height of Focal Plane: 101 
Original Optic. THIRD ORDER, FRESNEL (1685) National Register Status: NONE 
Present Optic: THIRD-ONE-HALF ORDER On State List/inventory? YES 





CAPE ST. GEORGE LIGHT 


Location: LITTLE ST. GEORGE ISLAND/GULF OF MEXICO 
US.C.G. Dietrich 6 
Nearest City: APALACHICOLA; County: FRANKLIN 


Year Station Established: 1833. Year Automated 


Year Existing Historic Tower Constructed: 1652 
is the Light Operational’ YES 
Foundation Materials: STONE 
Construction Materials) BRICK 
Markings/Pattierns: WHITE W/BLACK LANTERN 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 70; Height of Focal Plane: 77 
Original Optic: THIRD ORDER 
Present Optic: 300 MM 


is there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO (RUINS) 








Light Stations by State 





FLORIDA 


ls there an Existing Keepers Quarters? YES (GUTTED BY FIRE IN 1961), Year Constructed: 1878; Number of Stories: | 
Architectural Style 
Construction Materials; WOOD 

Other Structures: DESTROVED BY FIRE IN 1961; OL SHACK BURIED IN SAND 


Owner/Manager, U.S. COAST GUARD, Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? YES; GROUNDS ONLY; Access: OF FSHORE/CAPE ST. GEORGE PARK 


National Register Status: LISTED: CAPE ST. GEORGE LIGHT 


DAMAGED IN CIVIL WAR 








CARYSFORT REEF LIGHT 


Location: CARYSFORT REEF/FLORIDA KEYS 
U5.C.G, Dietrich 7 
Nearest City: KEY LARGO, County: MONROE 


Year Station Established: 1825; Year Automated: 1960 


Year Existing Historic Tower Constructed: 1652 
ls the Light Operational? YES 
Foundation Materials: IRON SCREWPILE 

W/PLATFORM 

Construction Materials: RON 
Markings/Patterms: RED 
Shape: SKELETAL OCTAGONAL PYRAMIDAL 
Relationship to Other Structures: INTEGRAL 
Tower Height: 100; Height of Focal Plane: 106 
Original Optic: FIRST ORDER, FRESNEL (1852) 
Present Optic: THIRD ORDER (SOLAR POWERED) 


ls there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 








is there an Existing Keepers Quarters? YES 
Year Constructed: 1852; Number of Stories: 2 
Architectural Style: INTEGRAL TO TOWER 
Construction Materials: IRON 








Courtesy National Register of Historic Places/Russell Other Structures: 


Wright, 1982 
Owner/Manager: U.S. COAST GUARD/NATIONAL 
OCEANIC ATMOSPHERIC ADMINISTRATION 


(NOAA) 


Current Use: ACTIVE AID TO NAVIGATION IN MARINE SANCTUARY; Open to the Public? NO 
Access: KEY LARGO NATL. MARINE SANCTUARY/PRIVATE BOAT 


National Register Status: LISTED: CARYSFORT LIGHTHOUSE 


FIRST OF GIANT PILE LIGHTHOUSES ON FLORIDA KEYS; CONSTRUCTED BY GEORGE MEADE; SITE'S FIRST AID 
WAS A LIGHTSHIP NAMED AFTER HMS CARYSFORT, WHICH RAN ONTO REEF IN 1770 
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FLORIDA 





COSGROVE SHOAL LIGHT 


Location: FLORIDA KEYS: U.5.C.G. Dietieh 7 
County; MONRO 
Year Station Established: 19145. Year Automated: 1945 


Year Existing Historic Tower Constructed: 1945 
ls the Light Operational’ VES 
Foundation Materials: PILINGS W/PLATFORM 
Construction Materials: STEEL 
Markings/Patterns: RED, Shape: SKELETAL 


Relationship to Other Structures: SEPARATE 
Tower Height: 49; Height of Focal Plane: 49 
Original Optic: 175 MM; Present Optic: 300 MM 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO, Access: BOAT 


National Register Status: NONE 





CROOKED RIVER (CARRABELLE) 
LIGHT 


Location: CROOKED RIVER: U.5.C.G. Districh 6 
Nearest City: CARRABELLE: County: FRANKLIN 


Year Station Established: 1895: Year Automated: 1965 


Year Existing Historic Tower Constructed: 1895 
is the Light Operational? YES 
Foundation Materials: CONCRETE 
Construction Materials: IRON 


Markings/Patterns: LOWER WHITE/UPPER RED/BLACK 


LANTERN 
Shape: SQUARE SKELETAL W/CYLINDER 
Relationship to Other Structures: SEPARATE 
Tower Height: 100; Height of Focal Plane: 115 
Original Optic: FOURTH ORDER (1895) 
Present Optic: 190 MM (FOURTH ORDER) 


ls there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO 
ls there an Existing Keepers Quarters? NO 


Other Structures: NONE 


Owner/Manager. U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? YES; GROUNDS ONLY 
Access: CITY PARK OFF U.S. 319/98 











Bruce Roberts 


National Register Status: LISTED: CROOKED RIVER LIGHTHOUSE: On State List/Inventory? YES 


REPLACED DOG ISLAND LIGHT; BUILT TO GUIDE SHIPS IN LUMBER TRADE 





DRY TORTUGAS (LOGGERHEAD KEY) LIGHT 


Location: LOGGERHEAD KEY/DRY TORTUGAS 
ISLANDS: US.C.G. District 7 

Nearest City: KEY WEST: County: MONROF 

Year Station Established: 1825: Year Automated: 19886 


Year Existing Historic Tower Constructed: 1658 


is the Light Operational? YES 

Foundation Materials: STONE 

Construction Materials: BRICK 

Markings/Patierns: UPPER BLACK, LOWER WHITE 
Shape: CONICAL ATTACHED TO RADIO ROOM 
Relationship to Other Structures: ATTACHED 
Tower Height: 157; Height of Focal Plane: 151 


Light Stations by State 





FLORIDA 





Original Optic: FIRST ORDER, FRESNEL (1658) 
Present Optic: ACRO-TYPE BEACON (1986) 


ls there a Newer Tower! NO 
Is there an Existing Fog Signal Building? NO 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 1922; Number of Stories: | 
Architectural Style: BUNGALOW 
Construction Materials: BRICK 


Other Structures: 2 BRICK CISTERNS. OL MOUSE 


Owner/Manager, U.S. COAST GUARD 

Current Use: ACTIVE AID TO NAVIGATION IN NATIONAL PARK 

Open to the Public? YES; BY PERMIT 

Access: BOAT/5 MILES WEST OF FORT JEFFERSON IN DRY TORTUGAS 
NATIONAL PARK 

Public Phone: 305-242-7895 


National Register Status: NONE 


ORIGINAL FIRST ORDER LENS ON DISPLAY AT U.S. COAST GUARD 
AIDS TO NAVIGATION SCHOOL, YORKTOWN, VIRGINIA 





Courtesy U.S. Coast Guard 





EGMONT KEY LIGHT 


Location. TAMPA BAY ACROSS FROM FORT DESOTO 
US.C4,. Distick 7 

Nearest City. ST. PETERSBURG 

County: HILLSBOROUGH 


Year Station Established: 1848: Year Automated: 1989 


Year Existing Historic Tower Constructed: 1858 
is the Light Operational? YES 
Foundation Materials: STONE 
Construction Materials: BRICK 
Markings/Patterns: WHITE 
Shape: CONICAL (LANTERN REMOVED) 
Relationship to Other Structures: SEPARATE 
Tower Height: 85; Height of Focal Plane: 67 
Original Optic: FIRST ORDER, BI 
Present Optic: DCB 224 


ls there a Newer lower? NO 
is there an Existing Fog Signal Building? UNKNOWN 








Courtesy U.S. Coast Guard 


ls there an Existing Keepers Quarters? YES 

Year Constructed 

Number of Stories: 1; Architectural Stvie: FLORIDA RANCH: Construction Materials 
Other Structures: RADIO BEACON ON TOWER 


Owner/Manager: U.S. COAST GUARD/FLORIDA DEPARTMENT OF NATURAL RESOURCES 
Current Use: ACTIVE AID TO NAVIGATION IN NATIONAL WILDLIFE PRESERVE 
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FLORIDA 





EGMONT KEY LIGHT cont. 


Open to the Public? YES SERVED BRIEFLY AS REAR RANGE LIGHT: ORIGINAL 
Access: BOAT/OFF ROUTE 693 LANTERN REMOVED EARLY 19605 TO 
ACCOMMODATE AEROBEACON 
National Register Status: PART OF LISTING 
EGMONT KEY (FORT DADE SITE) 





FOWEY ROCKS LIGHT 


Location: OFF KEY BISCAYNE; U5.C.G, District 7 Present Optic: RL-335, SOLAR POWERED 
Nearest City: CORAL GABLES; County: DADE 
Year Station Established: 1878; Year Automated: 1974 is there an Existing Keepers Quarters? YES 
Year Constructed: 1878; Number of Stories: 2 
Year Existing Historic Tower Constructed: 18678 Architectural Style: VICTORIAN OCTAGON 
is the Light Operational? YES Construction Materials: INTEGRAL TO TOWER 
Foundation Materials: SCREW PILE W/PLATFORM 
Construction Materials: CAST IRON Owner/Manager: U.S. COAST GUARD 
Markings/Patterns: BROWN/WHITE Current Use: ACTIVE AID TO NAVIGATION 
Shape: SKELETAL Open to the Public? NO; Access: BOAT/BISCAYNE 
Relationship to Other Structures: INTEGRAL NATIONAL MONUMENT 
Tower Height: 110; Height of Focal Plane: 110 
Original Optic: FIRST ORDER National Register Status: NONE 





HILLSBORO INLET LIGHT - : 
Wile % ' — 

Location: NORTH SIDE HILLSBORO INLET a a 

US.C.G. District: 7 ’ ia 

Nearest City: POMPANO BEACH a — pe 

County: BROWARD - 

Year Station Established: 1907 f , 

Year Automated: 1974 ~~ 


Year Existing Historic Tower Constructed: 1907 
ls the Light Operational? YES 
Foundation Materials: IRON PILING 
Construction Materials: IRON 
Markings/Patterns: LOWER THIRD WHITE/UPPER 

BLACK 

Shape: OCTAGONAL SKELETAL W/CYLINDER 
Relationship to Other Structures: SEPARATE 
Tower Height: 132; Height of Focal Plane: 136 
Original Optic: SECOND ORDER, BIVALVE (1907) 
Present Optic: SECOND ORDER, BIVALVE (1907) 





ls there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: RADIOBEACON 








Courtesy U.S. Coast Guard 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 1907: Number of Stories: 1.5 
Architectural Style: DUPLEX; Construction Materials: WOOD FRAME 


Other Structures: FRAME GARAGE (1907), RECREATION QUARTERS (1907), FRAME CREWS’ BARRACKS (1907), 
GENERATOR BUILDING (1942) 


Light Stations by State 





OwnerManager, U.S. COAST GUARD 


FLORIDA 


Current Use: ACTIVE AID TO NAVIGATION/COAST GUARD MOUSING & GUESTMHOUS 
Open to the Public? NO; Access: VIEWED FROM HILLSBORO BEACH, ATLANTIC BLVD /OFF RT. AIA 


National Register Status: LISTED: HILLSBORO INLET LIGHT STATION 








JUPITER INLET LIGHT 


Location: JUNCTION LOXAHATCHEE & INDIAN 
RIVER; U.S.C.G, Districh 7 
Nearest City: JUPITER; County: PALM BEACH 


Year Station Established: 1860 
Year Automated: 1928 


Year Existing Historic Tower Constructed: 1860 
is the Light Operational? YES 
Foundation Materials; OYSTER SHELLS 
Construction Materials: BRICK 
Markings/Patterns; RED W/BLACK BASE & 

BLACK LANTERN 

Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 125; Height of Focal Plane: 150 
Original Optic: FIRST ORDER, FRESNEL (1860) 
Present Optic: FIRST ORDER, FRESNEL (1860) 


ls there a Newer Tower? NO 

ls there an Existing Fog Signal Building? NO 

ls there an Existing Keepers Quarters? NO 
(BURNED 1927) 


Other Structures: OIL HOUSE, CEMETERY 

Owner/Manager: U.S. COAST GUARD/ 
LOXAHATCHEE HISTORICAL MUSEUM 

Current Use: MUSEUM IN OIL HOUSE 

Open to the Public? YES; BY APPOINTMENT 

Access: OFF U.S. 1 AND AIA 

Public Phone: 407-747-6639 











Courtesy Loxahatchee Museum/Patrice Kelly, 1992 


National Register Status: LISTED: JUPITER INLET LIGHTHOUSE; On State List/inventory? YES; Year Listed: 1973 


BUILT BY MAJ. GEORGE MEADE; LIFESAVING STATION ESTABLISHED NEARBY IN 1886 








KEY WEST LIGHT 


Location: WHITEHEADS POINT; U.S.C.G. District: 
Nearest City: KEY WEST; County: MONROE 


Year Station Established: 1825: Year Automated 


Year Existing Historic Tower Constructed: 1846 
ls the Light Operational? NO; Deactivated: 1969 
Foundation Materials: NATURAL EMPLACED 
Construction Materials: BRICK 
Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 


Tower Height: 86; Height of Focal Plane: 91 
Original Optic: THIRD ORDER. FRESNEL (1847) 
Present Optic: THIRD ORDER, FRESNEL (1873) 


ls there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 1887: Number of Stories: 1 
Architectural Style: BUNGALOW 
Construction Materials: WOOD 
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KEY WEST LIGHT cont. 


Other Structures; CISTERN, OIL HOUSE, 2 GARAGES, STORAGE BUILDING, OUTHOUSE 


Owner/Manager; MONROE COUNTY KEY WEST ART AND HISTORICAL SOCIETY 
Current Use: MUSEUM; Open to the Public? YES; Access: 938 WHITEHEAD STREET; Public Phone: 305-294-0012 


National Register Status: PART OF LISTING: KEY WEST HISTORIC DISTRICT 


On State Lis/inventory? YES; Year Listed 1971 


TOWER RAISED 20 FEET IN 1894; MONROE COUNTY ACQUIRED DEED IN 1972; RESTORED IN 1988, 


REOPENED IN 1989 





MOLASSES REEF LIGHT 


Location: FLORIDA KEYS; U.S.C.G. District: 7 
Nearest City; MARATHON; County: MONROE 
Year Station Established: 1921 


Year Existing Historic Tower Constructed: 
Is the Light Operational? NO; Deactivated: 
Foundation Materials: STEEL PILE W/PLATFORM 
Construction Materials: STEEL 
Markings/Patterns:; BROWN 


Shape: SKELETAL 

Relationship to Other Structures; SEPARATE 
Tower Height: 45; Height of Focal Plane: 45 
Present Optic: 190 MM 


Owner/Manager: U.S. COAST GUARD 


Current Use: 


National Register Status: NONE 





PACIFIC REEF LIGHT 


Location: OFF FLORIDA KEYS 
U.S.C.G. District: 7 
Year Station Established: 1921; Year Automated: 1921 


Year Existing Historic Tower Constructed: 1921 
is the Light Operational? YES 
Foundation Materials: STEEL PILING W/PLATFORM 
Construction Materials: sTEEL 
Markings/Patterns: BLACK 
Shape: SQUARE PYRAMIDAL SKELETAL 


Relationship to Other Structures: SEPARATE 
Tower Height: 45; Height of Focal Plane: 45 
Original Optic: FOURTH ORDER 

Present Optic: 300 MM 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: OFFSHORE/BOAT 


National Register Status: NONE 





PENSACOLA LIGHT 


Location: ENTRANCE TO PENSACOLA BAY 
U.S.C.G. District: 8 
Nearest City: PENSACOLA; County: ESCAMBIA 


Year Station Established: 1825; Year Automated: 1965 


Year Existing Historic Tower Constructed: 1859 
Is the Light Operational? YES 
Foundation Materials; GRANITE 
Construction Materials: BRICK 
Markings/Patterns: BLACK TOP/WHITE BOTTOM 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 171; Height of Focal Plane: 210 


Original Optic: FIRST ORDER, REVOLVING (1859) 
Present Optic: FIRST ORDER (1869) 


is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 


Is there an Existing Keepers Quarters? UNKNOWN 
Year Constructed: 
Number of Stories: 2 
Architectural Style: VICTORIAN 
Construction Materials: BRICK 


Other Structures: STORAGE BUILDING 
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PENSACOLA LIGHT cont. 


Owner/Manager: U.S. COAST GUARD/U,.S, NAVY 
Current Use: ACTIVE AID TO NAVIGATION ON NAVAL AIR STATION 


Open to the Public? YES; GROUNDS ONLY 
Access: NAS PENSACOLA/ROUTE 292 SOUTH 


National Register Status: LISTED: PENSACOLA LIGHTHOUSE AND 
KEEPER'S QUARTERS 
Documented by HABS? YES (FL-147) 


FIRST LIGHT STATION BUILT BY U.S. GOVERNMENT ON FLORIDA 
GULF COAST; DAMAGED IN CIVIL WAR 











Courtesy National Register of Historic 
Places. 








PONCE DE LEON (MOSQUITO) 
INLET LIGHT 


Location: SOUTH OF DAYTONA BEACH; 
U.S.C.G, District: 7 
Nearest City: PONCE INLET; County: VOLUSIA 


Year Station Established: 1835 
Year Automated: 1953 


Year Existing Historic Tower Constructed: 1887 
Is the Light Operational? YES 
Deactivated: 1970-1983 
Foundation Materials: BRICK 
Construction Materials: BRICK 
Markings/Patterns: RED W/BLACK LANTERN, 

COPPER ROOF 

Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 175; Height of Focal Plane: 168 
Original Optic: FIRST ORDER, FRESNEL (1887) 
Present Optic: MARINE AERO BEACON (1983) 








ls there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1888; Number of Stories: 1 
Architectural Style: 

Construction Materials: BRICK/WOOD 





Other Structures: 3 CISTERNS, 3 STORAGE 
BUILDINGS, PUMPHOUSE, OIL HOUSE, 2 
ASSISTANT KEEPERS 


Photo courtesy National Register of Historic Places/Florida News 
Bureau/Dept. of Commerce, 1970. 
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PONCE DE LEON (MOSQUITO) INLET LIGHT cont. 


Owner/Manager; TOWN OF PONCE INLET/PONCE DE LEON INLET LIGHTHOUSE PRESERVATION ASSOCIATION 
Current Use: MUSEUM; Open to the Public? YES; OPEN DAILY; Access: 4931 SOUTH PENINSULA DRIVE 
Public Phone: 904-761-1621 


National Register Status: LISTED: PONCE DE LEON INLET LIGHTHOUSE 


1835 TOWER NEVER PUT INTO USE; 3 KEEPERS COTTAGES TURNED INTO MARITIME MUSEUM; 4TH 
RESTORED; LIGHT RELIT 1983; ORIGINAL FIRST ORDER LENS ON DISPLAY 








SAND KEY LIGHT 


Location: 7 MILES SW OF KEY WEST/FLORIDA KEYS 
U.S.C.G,. District: 7 
Nearest City: KEY WEST; County: MONROE 


Year Station Established: 1826; Year Automated: 1938 


Year Existing Historic Tower Constructed: 1853 
Is the Light Operational? NO; Deactivated: 1989 
Foundation Materials: IRON SCREW PILING 

W/PLATFORM 

Construction Materials: IRON 
Markings/Patterns: RED W/BLACK TRIM 
Shape: SQUARE SKELETAL W/CENTRAL COLUMN 
Relationship to Other Structures: INTEGRAL 
Tower Height: 132; Height of Focal Plane: 109 
Original Optic: FIRST ORDER, FRESNEL (1853) 
Present Optic: 


Is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 





Is there an Existing Keepers Quarters? YES 
Year Constructed: 1853; Number of Stories: 1 
Architectural Style: SQUARE INTEGRAL 
Construction Materials: IRON 








Other Structures: Courtesy U.S. Coast Guard, 1990. 


Owner/Manager: U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; RESTRICTED; Access: BOAT 


National Register Status: LISTED: SAND KEY LIGHTHOUSE; On State List/Inventory? YES 
Documented by HABS? YES (FL-189) 


SECOND PILE LIGHTHOUSE ON FLORIDA KEYS; CONSTRUCTED BY GEORGE MEADE; LIGHTSHIP SERVED 
STATION BETWEEN 1846 AND 1853; STATION SEVERELY DAMAGED IN 1989 FIRE; U. S. COAST GUARD 
REPLACED W/TEMPORARY LIGHT IN 1990 
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Courtesy |.N. "Ding" Darling National Wildlife Refuge. 


SANIBEL ISLAND LIGHT 


Location: POINT YBEL, SANIBEL ISLAND 
U.S.C.G. District: 7 
Nearest City: SANIBEL; County: LEE 


Year Station Established: 1884; Year Automated: 1949 


Year Existing Historic Tower Constructed: 1884 
Is the Light Operational? YES 
Foundation Materials: IRON PILE 
Construction Materials: IRON 
Markings/Patterns: BROWN 
Shape: PYRAMIDAL SKELETAL W/CENTRAL 

COLUMN 

Relationship to Other Structures: SEPARATE 
Tower Height: 102; Height of Focal Plane: 98 
Original Optic: THIRD ORDER (1884) 
Present Optic: 300 MM (1965) 


ls there a Newer Tower? NO 


Is there an Existing Fog Signal Building? NO 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1884; Number of Stories: 1 
Architectural Style: SQUARE W/VERANDAHS 
Construction Materials: FRAME ON IRON PILES 


Other Structures: CISTERN, OIL HOUSE, 2ND 
KEEPERS 


Owner/Manager: USCG LEASE TO CITY OF SANIBEL 

Current Use: ACTIVE AID TO NAVIGATION/KEEPERS 
DWELLINGS SERVE AS HOUSING 

Open to the Public? YES; GROUNDS ONLY 

Access: CAUSEWAY ON COUNTY ROAD 867 


National Register Status: LISTED: SANIBEL 
LIGHTHOUSE AND KEEPER'S QUARTERS 
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SEA HORSE KEY (CEDAR KEYS) 
LIGHT 


Location: SEA HORSE KEY/GULF OF MEXICO 
U.S.C.G, District: 7 
Nearest City: CEDAR KEY; County: LEVY 


Year Station Established: 1854 


Year Existing Historic Tower Constructed: 1854 

ls the Light Operational? NO 

Deactivated: 1915 

Foundation Materials: GRANITE PILE 
W/PLATFORM 

Construction Materials: WOOD 

Markings/Patterns: WHITE TOWER ON 
DWELLING 

Shape: HEXAGONAL 

Relationship to Other Structures: INTEGRAL 

Tower Height: 23; Height of Focal Plane: 75 





Courtesy Cedar Keys National Wildlife Refuge. 


Original Optic: FOURTH ORDER, FRESNEL (1854) 
Present Optic: REMOVED 


Is there a Newer Tower? YES; Year Constructed: 1922; Tower Height: 75; Original Optic: FOURTH ORDER 
Is there an Existing Fog Signal Building? NO 


Is there an Existing Keepers Quarters? YES; Year Constructed: 1854; Number of Stories: 1 
Architectural Style: INTEGRAL; Construction Materials: WOOD 


Other Structures: OIL HOUSE, CISTERN 

Owner/Manager: U.S. FISH & WILDLIFE/BUREAU OF SPORT FISHERIES & WILDLIFE 
Current Use: MARINE LABORATORY IN NATIONAL WILDLIFE REFUGE 

Open to the Public? YES; LIMITED BY UNIVERSITY OF FLORIDA 

Access: BOAT/CEDAR KEYS NATIONAL WILDLIFE REFUGE; Public Phone: 904-493-0238 


National Register Status: PART OF LISTING: CEDAR KEYS HISTORIC & ARCHEOLOGICAL DISTRICT 





SMITH SHOAL LIGHT 


Location: FLORIDA KEYS; U.S.C.G. District: 7 Tower Height: 47; Height of Focal Plane: 47 
Year Station Established: 1933; Year Automated: 1933 Original Optic: FOURTH ORDER 

Present Optic: 300 MM 
Year Existing Historic Tower Constructed: 1933 


Is the Light Operational? YES Owner/Manager: U.S. COAST GUARD 
Foundation Materials: PILINGS W/PLATFORM Current Use: ACTIVE AID TO NAVIGATION 
Construction Materials: STEEL Open to the Public? NO; Access: BOAT 
Markings/Patterns: WHITE W/BLACK TRIM 

Shape: SKELETAL National Register Status: NONE 


Relationship to Other Structures: SEPARATE 
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SOMBRERO KEY LIGHT 


Location: FLORIDA ALYS: US.C.G. Dietet 7 
Nearest City: GIG PINE: County, MONROT 
Year Siation tetablished 1454. Year Automated: 1960 


Vear Lxisting Mistoric Tower Constructed: 1656 
ls the Light Operational’ YUS 
Foundation Materials IRON PILE W/PLATFORMS 
Construction Materials: CAST IRON 
Markings/Patiorns BROWN 
Shape: SKELETAL OCTAGONAL PYRAMIDAIL 
Relationship to Other Structures: INTEGRAL 
Tower height 142; Mem of Focal Plane: 142 
Original Optic: FIRST ORDER, FRESNEL (1658) 
Present Optic: 190 MM, SOLAR POWERED 


ls there an Lxisting Keepers Quarters? YES 
Year Constructed: 1458; Number of Stories: | 
Architectural Style: INTEGRAL TO TOWER 
Construction Materials: CAST IRON 


Owner/Manager, U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT 


National Register Status: NONE 


THIRD PILE LIGHTHOUSE ON FLORIDA KEYS; 
CONSTRUCTED BY GEORGE MEADE; FIRST ORDE! 
LENS DISPLAYED AT KEY WEST LIGHTHOUSE 
MUSEUM 





ST. AUGUSTINE LIGHT 


Location: ANASTASIA ISLAND, U.5.C.G. Districh 7 
Nearest City: ST. AUGUSTINE; County: ST. JOHINS 


Year Station Established: 1621; Year Automated: 1955 


Year Existing Historic Tower Constructed: 18674 
is the Light Operational! YES; Deactivated 
Foundation Materials: BRICK ON ROCK 
Construction Materials: BRICK 
Markings/Patierns. BLACK/WHITE SPIRAL BANDS 

W/RED LANTERN 

Shape: CONICAL ATTACHED TO STORAGE BLDG 
Relationship to Other Structures: ATTACHED 
Tower Height: 165; Heigh: of Focal Plane: 161 
Original Optic: FIRST ORDER, FRESNEL (18674) 
Present Optic: FIRST OROER, FRESNEL (1993) 


is there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 18676; Number of Stories: 2 


Architectural Style: VICTORIAN DUPLEX 
Construction Materials: BRICK/WOOD 


Other Structures: STORAGE BUILDING 


Owr > Manager: U.S. COAST GUARD (TOWERYST 
ji tho COUNTY (GROUNDSKEEPERS) 

Current Use: MUSEUM IN KEEPERS 

Open to the Public? YES; OPEN DAILY 

Access: 61 LIGHTHOUSE AVE. OFF RT. AIA 

Public Phone: 904-629-0745 


National Register Status: LISTED: ST. AUGUSTINE 
LIGHTHOUSE AND KEEPER'S QUARTERS 


KEEPERS DWELLING LEASED TO JUNIOR SERVICE 
LEAGUE; RESTORED DWELLING CONTAINS 
MUS*UM, THEATER, AND BOOKSTORE; LENS 
DAMAGED BY RIFLE FIRE IN 1986, DISCONTINUED 
TO SAVE FURTHER DAMAGE 1991; FIRST ORDER 
LENS RELIT IN 1993 AND TEMPORARY LIGHT 
REMOVED 





ST. JOHNS RIVER (MAYPORT) LIGHT 


Location: ENTRANCE ST. JOHNS RIVER 
US5S.C.G. Dietrich 7 
Nearest City: MAYPORT; County DUVALL 


Year Station Established: 1820; Year Automated: 1967 


Year Existing Historic Tower Constructed: 1659 
is the Light Operational? NO; Deactivated: 1929 
Foundation Materials: NWATURAL/EMPLACED 
Construction Materials: BRICK 
Markings/Patterns: RED W/WHITE LANTERN 


Shape: CONICAL 

Relationship to Other Structures. SEPARATE 
Tower Height: 61; Height of Focal Plane: 63 
Original Optic: THIRD ORDER, FRESNEL (1867) 
Present Optic: REMOVED 


is there a Newer Tower? YES: Year Constructed: 1954 
Construction Materials: CONCRETE BLOCK 
Markings/Patterns) WHITE 
Shape: OCTAGONAL W/OUT LANTERN 
Tower Height: 64; Height of Focal Plane: 83 
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Courtesy National Park Service/Cecil Stoughton, 1977 











TORTUGAS HARBOR (FORT JEFFERSON) LIGHT 


Location. GARDEN KEY/DRY TORTUGAS ISLANDS 
US.C.O. Dretre 
Nearest City: KEY WEST: County MONROE 


Year Station Ectabliched 1875 


Year Existing Mistoric Tower Constructed 18676 
is the Light Operational’ YES 
Foundation Materials BRICK PARAPET 
Construction Materials (RON 
Markings/Patterns BLACK 
Shape: HEXAGONAI 
Relationship to Other Structures INTEGRA 
Tower Mewht 6) Hemht of Focal Plane 66 
Origmal Optic FOURTH ORDER, FRESNEL (1656 
Present Optic: 3 75-WATT INCANDESCENT BULBS 


ks there a Newer lower? NO) 
is there an Exiting For Sanal Building! NO 


hs there an Existing Keepers Quarters? NO 
(FOUNDATIONS ONLY) 


Other Structures. FORT 


Owner/Manager NATIONAL PARK SERVICE 

(Current Use: NATIONAL PARK 

Open to the Public? YES. FORT JEFFERSON 
NATIONAL MONUMENT 

Access: BOAT OR SEAPLANE FROM KEY WEST 

Public Phone 305-247-7895 


National Register Status: PART OF LISTING FORT 
FEFFERSON NATIONAL MONUMENT 


IN 1858 THE OLD TOWER REDUCED TOA 


MARBOR LICHT WITH FOURTH ORDER LENS FROM 
(C,.ARDEN KEY 
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COCKSPUR ISLAND LIGHI 


Lion ations SAVANNA? HIVi MR NORTE Cb TYREE ISLAND 
1) St €, Dopeteet 
Nearest City TYREE ISLAND, County ChATIIAM 


Year Siation telablished 177/ 


VYoar txisting Histor lower Constructed 1845/7 
ls the Light Operational’ NO. Deactivated 1909 
houndatin Materials COYSTER SHEL 
Construction Materials RICK 
Marking/Pationns WHITI 
Shape CONIC AI 
Relationship to Cher Structures SEPARATTI 
lower HMemht 46, Hem of focal Plane 
Original Optic POURTH ORDER, FRESNEL (1857 
Present Opin REMOVED 








ls there a Newer lower NO 
ls there an Exiting fog Sinal Building! NO 
ls there an tximting Keepers (juartern! NO 





(hier Structures NONI 


( ourttesy for Pulaski National Monument/Kent 


Cave, 1993 Cihwner/Manager NATIONAL PARK SERVIC | 
(wren tise NATIONAL PARK 
Open to the Public? YES, MIKE FROM FORT 


Access FORT PULASKI NATIOONAL MICINUMENT Publw Phone 917-786-5787 


National Register Status: PART OF LISTING FORT PULASKI NATIONAL MONUMENT 


BECLAN AS A RANGE WITH NEARBY OYSTER BED ISLAND 





LITTLE CUMBERLAND ISLAND LIGHT 








Location NORTH END LITTLE CUMBERLAND ISLAND 
1j/S¢ €, Detect 
Nearest City BRUNSWH! © ounty CAMDEN 


Year Siahhon tetabinhed 14438 





Year txisting Mitork lower Constructed 1616 
is the Light Operational?’ NO). Deactivated 1915 
fFoundathon Materials BRIT & 
{ onstruction Material BHI * 
Markings/Patioms NATURAL W/WHITE LANTERN 
Shape CONICAL 
Relahonshwp to Other Structures SEPARATI 
lower Howl 60. Hew of Focal Plane 
Onamal Opt 14 LAMPS 
Present Opote REMOVED 


hk there a Newer lower NO) 
is there an txnting fog Saanal Building?! NO (DEMO! ‘SHEL 1968 








( ourttesy National Register of Histor 


Places 
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ls there an Existing Keepers Quarters’ NO 
(DESTROYED 1968) 


Other Structures: NONE SURVIVE 


Owner/Manager, PRIVATE OWNER 
Current Use 


LITTLE CUMBERLAND ISLAND LIGHT cont. 


Open to the Public? NO; BY APPOINTMENT 
Access; BOAT 


National Register Status: LISTED: LITTLE 
CUMBERLAND ISLAND LIGHTHOUSE 


RENOVATED 1968; WILDERNESS REFUGE 





SAPELO ISLAND LIGHT 


Location: SAPEL© ISLAND: U.5.C.G. Distieh 7 
Nearest City: DARIEN; County; MCINTOSH 
Year Station Established: 1620 


Year Existing Historic Tower Constructed: 1620 
is the Light Operational? NO; Deactivated: 1699 
Construction Materials: BRICK 
Markings/Patterns: WHITE; Shape: CONICAI 
Relationship to Other Structures: SEPARATE 
Tower Height: 80 
Original Optic: FOURTH ORDER, FRESNEL (18653) 
Present Optic: REMOVED 


is there a Newer Tower! YES; Year Constructed: 1677 
is Light Operational? NO 
Construction Materials: IRON 
Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: SKELETAL W/CENTRAL COLUMN 
Tower Height: 25 


Original Optic: RANGE BEACON 
Current Optic: REMOVED 


Other Structures: BRICK/MORTAR CISTERNS, 
REMAINS OF BRICK OIL MOUSE (1890) 


Owner/Manager; GEORGIA DEPARTMENT OF 
NATURAL RESOURCES 

Current Use: ESTUARINE SANCTUARY 

Open to the Public? NO 


National Register Status: NONE 


FIRST TOWER ABANDONED, IRON BEACON 
CONSTRUCTED 660 FEET FROM MAIN TOWER IN 
1868, REPLACED IN 1877; 1905 SKELETAL TOWER 
DISMANTLED IN 1940 AND MOVED TO THE 
GREAT LAKES; LOCATED IN RESEARCH AREA Of 
UNIV. OF GEORGIA MARINE INSTITUTE 





ST. SIMONS ISLAND LIGHT 


Location: ST. SIMONS SOUND: U.5.C G. Distria 
Nearest City: BRUNSWICK: County: GLYNN 


Year Station Established: 1811: Year Automated: 1954 


Year Existing Mistoric Tower Constructed: 1872 
is the Light Operational? YES 
Foundation Materials: TABBY 
Construction Materials: BRICK/IRON 
Markings/Patterns: WHITE; Shape: CYLINDRICAL 
Relationship to Other Structures: ATTACHED 
Tower Height: 104; Height of Focal Plane: 106 
Original Optic: THIRD ORDER, FRESNEL (18672) 
Present Optic: THIRD ORDER, FRESNEL (1872) 


is there a Newer Tower? NO 
ls there an Existing Fog Signal Building? NO 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 18672; Number of Stories: 2 
Architectural Stvie: VICTORIAN 
Construction Materials: BRICK 








Courtesy Coastal Georgia Historical Society/F rank 
Strumta, 1993 
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GEORGIA 


Other Structures; OL MOUSE (1890), ADMINISTRATIVE OFFICES, GAZEBO 


OwnerManager, U.S. COAST GUARD LEASE TO COASTAL GEORGIA HISTORICAL SOCIETY 
Current Use: ACTIVE AID TO NAVIGATION/ MUSEUM; Open to the Public? YES; DAILY EXCEPT MONDAY 
Access; MUSEUM IN KEEPERS/OCEAN &LVD.: Public Phone: 912-618-4666 


National Register Status: LISTED: ST. SIMONS LIGHTHOUSE AND LIGHTHOUSE KEEPERS’ BUILDING 
On State LisV/inventory! YES; Year Listed: 1972 








TYBEE ISLAND LIGHT 


An. 





Location: SAVANNAH RIVER ENTRANCE 
U.S.C.G, Distrieh 7 
Nearest City: TYBEE ISLAND; County; CHATHAM 


Year Station Established: 1736 
Year Automated: 1972 


Year Existing Historic Tower Constructed: 1867 
is the Light Operational? YES 
Foundation Materials: DRESSED STONE/TIMBER 
Construction Materials: BRICK 
Markings/Patterns: BOTTOM THIRD WHITE TOP 

TWO THIRDS BLACK 

Shape: OCTAGONAL 
Relationship to Other Structures: SEPARA: 
Tower Height: 145; Height of Focal Plane: 144 
Original Optic: OIL LAMPS (1791) 
Present Optic: FIRST ORDER, FRESNEL (1867) 


ls there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 





ls there an Existing Keepers Quarters? YES 
Year Constructed: 1881; Number of Stories: 2 
Architectural Style: STICK STYLE 
Construction Materials; WOOD 








Other Structures: 1885 KEEPERS, CISTERN, Ol 
HOUSE, STORAGE BUILDING, SUMMER 
KITCHEN 


Bruce Roberts 


Owner/Manager U.S. COAST GUARD LEASE TO TYBEE MUSEUM ASSOCIA’ [O* 
Current Use: \iJSEUM; Open to the Public? YES; OPEN EVERY DAY BUT TUESDA’ 
Access: 30 MEDDIN STREET/OFF ROUTE 80: Public Phone: 912-786-5801 


National Register Status: PART OF LISTING: FORT SCREVEN HISTORIC DISTRICT 
On State List/inventory? YES; Year Listed: 1975 


SITE DATE REFERS TO ORIGINAL DAYMARKER; SERVED AS REAR RANGE OF RANGE LIGHTS IN 1822; STATION 
RENOVATED 1989-1992; OVER 45,000 VISITORS IN 1992 
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HAWAII 
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Makapuu Island Light. Courtesy Hawaii Maritime Center 
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HAWAI/ 





BARBER’S POINT LIGHT 


Location; OAHU; U.5.C.G,. District: 14 
County; HONOLULU 
Year Station Established: 1688; Year Automated: 1964 


Year Existing Historic Tower Constructed: 1933 
Is the Light Operational’ YES 
Foundation Materials: MASONRY 
Construction Materials; CONCRETE 
Markings/Patterns; WHITE 
Shape: CYLINDRICAL W/OUT LANTERN 


Relation. hip to Other Structures; SEPARATE 

Tower Height: 71; Height of Focal Plane: 65 
Original Optic: FOURTH ORDER, FRESNEL (1888) 
Present Optic: DCB 224 (1964) 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO 


National Register Status: NONE 





CAPE KUMUKAHI LIGHT 


‘ocation: EASTERNMOST POINT HAWAII ISLAND 
U.S.C.G, District: 14 

Nearest City: PAHOA; County: HAWAII 

Year Station Established: 1929; Year Automated: 1960 


Year Existing Historic Tower Constructed: 1934 
ls the Light Operational? NO 
Foundation Materials: CONCRETE 
Construction Materials: STEEL 
Markings/Patterns: WHITE 
Shape: SKELETAL PYRAMIDAL 
Relationship to Other Structures: SEPARATE 


Tower Height: 125; Height of Focal Plane: 156 
Original Optic: 375 MM (1929) 
Present Optic: AIRWAY BEACON (1934) 


Is there an Existing Keepers Quarters? NO 
(DESTROYED BY VOLCANIC ERUPTION) 


Owner/Manager: U.S. COAST GUARD 
Current Use: 


National Register Status: NONE 








DIAMOND HEAD LIGHT 


Location: DIAMOND HEAD/OAHU 
ISLAND; U.S.C.G. District: 14 

Nearest City: HONOLULU 

County: HONOLULU 


Year Station Established: 1899 
Year Automated: 1924 


Year Existing Historic Tower Constructed: 

1918 

ls the Light Operational? YES 

Foundation Materials: MASONRY 

Cont tion Materials: CONCRETE 

Maraings  atterns: WHITE WITH RED 
ROOF 

Shape: SQUARE 

Relationship to Other Structures: 
SEPARATE 

Tower Height: 57 

Height of Focal Plane: 147 

Original Optic: THIRD ORDER, FRESNEL 
(1899) 








, , oe lal s* . 
keeper a <? at eo 


Courtesy NPS National Maritime Initiative/Candace Clifford, 1991 
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Present Optic: THIRD ORDER, FRESNEL (1899) W/250 MM ON BALCONY RAILING 


ls there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO 
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HAWAI/ 





DIAMOND HEAD LIGHT cont. 


ls there an Existing Keepers Quarters? YES; Year Constructed: 1921; Number of Stories: | 
Architectural Style: BUNGALOW; Construction Materials: WOOD FRAME 


Other Structures 

Owner/Manager: U.S, COAST GUARD 

Current Use: ACTIVE AID TO NAVIGATION/COAST GUARD HOUSING 

Open to the Public? NO; Access: VIEWED FROM DIAMOND HEAD ROAD/OVERLOOK 


National Register Status: LIST’ DB; U.S, COAST GUARD DIAMOND HEAD LIGHTHOUSI 





KAUHOLA POINT LIGHT 


Location: NORTHERN END OF HAWAII ISLAND Relationship to Other Structures: SEPARATE 
U.S.C.G, District: 14 Tower Height: 86; Height of Focal Plane: 116 
Nearest City: KOHALA MILL; County: HAWAII Original Optic: FIRST ORDER BIVALVE (1904) 
Year Station Established: 1912 Present Optic: OCB 224 
Year Existing Historic Tower Constructed: 1933 Owner/Manager: U.S. COAST GUARD 

Is the Light Operational? YES Current Use: ACTIVE AID TO NAVIGATION 

Foundation Materials; MASONRY Open to the Public? NO 

Construction Materials; CONCRETE 

Mark ngs/Patterns: WHITE; Shape: CONICAL National Register Status: NONE 





KILAUEA POINT LIGHT 


Location: NORTH OF KILAUEA/KAUAI ISLAND 
U 5.C.G. District: 14 
Nearest City: AMALU; County: KAUAI 


Year Station Established: 1913; Year Automated: 1976 


Year Existing Historic Tower Constructed: 1913 
Is the Light Operational? NO; Deactivated: 1976 
Foundation Materials: CONCRETE 
Construction Materials: CONCRETE 
Markings/Patterns: WHITE W/RED ROOF ON 

| ANTERN; Shape: CONICAL 

Relationship to Other Structures: SEPARATE 
Tower ‘4eight: 52; Height of Focal Plane: 216 
Original Optic: FRESNEL (1913) 
Present Optic: S COND ORDER, FRESNEL 


is there a Newer Tower? YES 
Shape: POLE; Original Optic: AERROBEACON 





Other Structures: RADIOBEACON (1929) 


Owner/Manager: U.S. FISH & WILDLIFE SERVICE 

Current Use: MUSEUM IN NATIONAL WILDLIFE 
REFUGE; Open to the Public? YES; MUSEUM 

Access: KAUAI POINT NATIONAL WILDLIFE 
REFUGEL/OFF ROUTE 56 

Courtesy U.S. Coast Guard, 1945 Public Phone: 808-628-1413 
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HAWAII! 


National Register Status: LISTED: KILAULA POINT LIGHTHOUS 
On State LisVinventory? YES; Year Listed: 1974 


HAWAII'S LANDFALL LIGHT ON THE ORIENT RUN; LIGHT CURRENTLY DISPLAYED ON MODULAR 
TOWER ADJACENT TO ORIGINAL LIGHTHOUSE; PROPERTY IS PART OF A BIRD REFUGE; DAMAGED IN 
1992 HHURRICANT 








MAKAPUU POINT LIGHT 


Location: WAIMANALO/OAHU 
U.S.C.6,, Distiich 14 

Nearest City; WAIMANALO 
County: HONOLULU 


Year Station Established: 1909 
Year Automated: 1974 


Year Existing Historic Tower Constructed: 

1909 

ls the Light Operational? YES 

Foundation Materials; MASONRY 

Construction Materials: CONCRETE 

Markings/Patterns: WHITE W/BLACK 
LANTERN 

Shape: CYLINDRICAL 

Relationship to Other Structures: 
SEPARATE 

Tower Height: 46 

Height of Focal Plane: 420 

Original Optic: HYPER-RADIANT (1909) 

Present Optic: HYPER-RADIANT (1909) 





Ils there a Newer Tower? NO 
ls there an Existing Fog Signal Building? NO 





Is there an Existing Keepers Quarters? NO 
(DEMOLISHED) 





Other Structures: RADIOBEACON 


Owner/Manager: U.S. COAST 
(,UARD/HAWAII MARITIME CENTER 

Current Use: ACTIVE AID TO 
NAVIGATION 

Open to the Public? NO; VIEWED FROM 
KALANIANA’OLE HIGHWAY 





Courtesy NPS National Maritime Initiative/lames P. Delgado, 1989 


National Register Status: LISTED: U.S 
COAST GUARD MAKAPUU POINT LIGHT 


SITE OF LARGEST LENS IN AMERICA (HYPER-RADIANT OR RADIAL); LANDFALL FOR TRAFFIC COMING FROM 
WEST COAST TO HONOLULU; \ND WHERE DWELLINGS WERE IS NOW STATE OWNED 
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HAWAI/ 














Courtesy U.S. Coast Guard, 1956. 


MOLOKAI (KALAUPAPA) LIGHT 


Location: KALAUPAPA PENINSULA/NORTH SHORE 
U.S.C.G. District: 14 
Nearest City: KALAUPAPA; County: MAUI 


Year Station Established: 1909; Year Automated: 1970 


Year Existing Historic Tower Constructed: 1909 
Is the Light Operational? YES 
Foundation Materials: MASONRY 
Construction Materials: CONCRETE 
Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: HEXAGONAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 138; Height of Focal Plane: 213 
Original Optic: REVOLVING 2-PANEL, SECOND 

ORDER (1909) 

Present Optic: ROTATING DCB-224 (1986) 


Is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 





ls there an Existing Keepers Quarters? YES 
Year Constructed: 1909; Number of Stories: 1.5 
Architectural Style: BUNGALOW 
Construction Materials: VOLCANIC ROCK 


Other Structures: STORAGE BUILDING, 2ND 
CONCRETE KEEPERS QUARTERS (1951) 


Owner/Manager: U.S. COAST GUARD/NATIONAL 
PARK SERVICE 

Current Use: ACTIVE AID TO NAVIGATION 

Open to the Public? NO 

Access: ADJACENT TO KALAUPAPA NATIONAL 
HISTORIC SITE 


National Regist’ Status: LISTED: U.S. COAST 
GUARD Mu (>) Al LIGHT 


LAHAINA RESTORATION SOCIETY HAS PLACED 
THE TWO-PANEL LENS ON DISPLAY IN LAHAINA 
ON NEARBY MAU! 
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HAWAII 


NAWILIWILE HARBOR LIGHT 


Location: NININT POINT/KAUIAL ISLAND Kelitionstip to Other Str tures: SEPARATI 
L150 0, Distt ta bower Tlewht 6) blemhtotbocal Plane bia 
Newest City: NAWILIWILE County KAUAI China Opt EIRST ORDER HIVALVI 
Year Station Established) b06 Present Opti DCH to (bod) 
Your baiting tlistonie bower Constimted bot 
Is the Lapght Operationalé YES C)wne/Manaweer OFS COAST CUARD 
boundation Materials MASONRY (uent Lise AC TIVE AID TO) NAVICATIOIN 
Construction Maternal CONCRETE (oon to the Publ NO 
Markings/Patterns Wut 
Shape: CYLINDRICAL National Kegister Status: NONI 


PAUWLLA POINT LIGHI 


Location: KATTULUL HAY. County: MAU lower Hlewht 44) blewht of Focal Plane: 170 
USO.) Disticth t4) Year Station Pstablished bobo Chripinal Optik: TIRST ORDER BHIVALVI 


Year Lxisting Histone Lower Constructed) 179 Present Opti 100 MM 


Ils the Light Operationalé YES 
houndation Materials CONCRET (owinet/Manager US COAST GUARD 


Constrmton Maternal STE Ciumrent Use ACTIVE AID) 10) NAVIC,ATIOIN 


Markings/Patterns WHITE Shape: SKELETAL 
Relationship to Other Strictures SEPARATI National Register Status: NONE 
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ILLINOIS 























Crosse Porn Light Courtesy Lighthouse Park District, ca 1955 
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CHICAGO HARBOR LIGHT 


Location CHICAGO MARBOR ENTRANCE/LARE 
MICHIGAN, USCC Demet @ 
Nearest Cay CHICAGO, County COOK 


Yea Mation tetabliehed 1812, Year Automated 1979 





Relationship to Other Structures INTEGRAL 
Tower Height 48, Height of Focal Plane 82 





i 
: 












Original Optic THIRD ORDER, PRESNNEL (1693) National 

te there a Newer lower! NO TR) 

te there an Existing Fog Signal Building! VES PLAYED AN IMPORTANT ROLE IN THE 

Year Constructed 1919 DEVELOPMENT OF THE PORT OF CHICAGO, 1893 
Construction Material: TOWER MOVED TO BREAKWATER 1919 
Architectural Style. ATTACHED TO TOWER 

GROSSE POINT LIGHT 

Location: LAKE MICHIGAN, US.C.G District 9 ts there an Existing Keepers Quarters! VES 

Nearest City, EVANSTON County, COOK Year Constructed: 1673, Number of Stories 3 


Year Station Established: 1873, Year Automated 1935 


Year Existing Historic Tower Constructed 1673 
ts the Light Operational’ VES PRIVATE AID) 
Foundation Material STONE/CONCRETE 





Tower Height 113; Height of Focal Plane: 121 
Original Optic: SECOND ORDER, PRESNNEL (1674) 
Present Optic: SECOND ORDER, PRESNEL (1674) 


ts there 2 Newer Tower! NO 


ts there an Existing Fog Signal Building! VES 
Year Constructed: 1680 


Construction Materials BRICK 
Architectural Style 
Current Fog Signal Type: STEAM (REMOVED 1922) 
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MLINOIS 








WAUKEGAN HARBOR LIGHT 


Location GREAKWATEIVLAKE MICHIGAN 

US.C.C, Diewien 9 

Nearest City: LITTLE PORT, County: LAKE 

Year Mation tstablished 1849 Year Automated 1918 





Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public! NO 


National Register Statue NONE 
Documented by MABS! VES (1-176) 


ADDITIONAL WHITE HEXAGONAL BREAKWATER 


LIGHT ESTABLISHED 1905, REPLACED WITH POLE 
IN 1040s 
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INDIANA 
CALUMET HARBOR SOUTH END LIGHT/COLUMBIA PARK 
Location CALUMET RIVER ENTRANCE/CALUMET Original Optic: FOURTH ORDER, PRESNEL (1011) 
HARBOR, US.C.C. Diewieh 9 Present Optic, 
Nearest City, CALUMET CITY, County: LAKE 
Year Mation Letablished 1854, Year Automated 1967 OwnedManager, U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Vear Existing Historic Tower Constructed 1904 Open to the Publict NO 
National Register Statue NONE 
PRESENT STRUCTURE 18 FOURTH LIGHTHOUSE AT 
CALUMET 
Tower Height 44, Height of Focal Plane 51 
INDIANA HARBOR EAST BREAKWATER LIGHT 
Location LAKE MICHIGAN/INDIANA HARBOR Relationship to Other Structures INTEGRAL 
CANAL, U.S.C.G. Dietrich 9 Tower Height: 75, Height of Focal Plane: 78 
Nearest City, LAST CHICAGO Present Optic: 375 MM 
Year Station Established: 1935, Year Automated: 1976 
OwnerdManager, U.S. COAST GUARD 
Yoar Existing Historic Tower Constructed: 1935 Current Use: ACTIVE AID TO NAVIGATION 
ts the Light Operational! VES Open to the Publict NO 
Foundation Materials: CONCRETE 
Construction Materials STEEL National Register Status NONE 
Markings/Patioms: WHITE, Shape SQUARE 





MICHIGAN CITY LIGHT 


Location: LAKE MICHIGAN, U.5.C.G. District 9 Architectural Style. 
Nearest City: MICHIGAN CITY; County: LA PORTE Construction Materials: BRICK/WOOD 


Other Structures: OL HOUSE, STORAGE BUILDING 


» MICHIGAN CITY LEASE TO 
MICHIGAN CITY HISTORICAL SOCIETY 
Current Use: MUSEUM 
Open to the Public? YES; SUMMERS (12-4) 
Access: WASHINGTON PARK/HEISMAN HARBOR 
ROAD; Public Phone: 219-672-6133 


National Register Status: LISTED: MICHIGAN CITY 
LIGHTHOUSE 

On State List/inventory? YES; Year Listed: 1974 

Documented by HABS/? YES (IN-99) 


REPLACED IN 1904 BY NEW LIGHTHOUSE AND 
ts there a Newer Tower? NO FOG SIGNAL LOCATED AT END OF EAST PIER; 
ts there an Existing Fog Signal Building? NO FORMER LIGHTHOUSE SERVED AS KEEPERS 

QUARTERS, TOWER AND LANTERN REPLICATED 
ts there an Existing Keepers Quarters? VES AND PLACED ON DWELLING IN 1973; ORIGINAL 

Year Constructed: 1656; Number of Stories: 3 LENS ON DISPLAY IN MUSEUM 
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Michigan City Light. Courtesy U.S. Coast Guard, 1977 





MICHIGAN CITY EAST PIERHEAD LIGHT 


Location: HARBOR/LAKE MICHIGAN Year Constructed: 1904 
US.C.G. Dietrich 9 Construction Materials: STEEL 
Nearest City: MICHIGAN CITY; County: LA PORTE Architectural Style: INTEGRAL TO TOWER 
Year Station Established: 1904, Year Automated: 1960 Current Fog Signal Type: REMOVED 
Year Existing Historic Tower Constructed: 1904 is there an Existing Keepers Quarters? NO 
is the Light Operational? YES 
Foundation Materials: CONCRETE PIER Other Structures: ELEVATED WALKWAY (CATWALK) 
Construction Materials: STEEL/BRICK ON "DOG LEG” PIER, RADIOBEACON 
Markings/Patterns: WHITE TOWER, BLACK 
LANTERN Owner/Manager: U.S. COAST GUARD 
Shape: OCTAGONAL ON FOG SIGNAL BLDG Current Use: ACTIVE AID TO NAVIGATION 
Relationship to Other Structures: INTEGRAL Open to the Public? NO; VIEWED FROM SHORE 
Tower Height: 49; Height of Focal Plane: 55 Access: WASHINGTON PARK/FRANKLIN ST 
Original Optic: FIFTH ORDER (1904) 
Present Optic: AMERICAN ROTATING BEACON National Register Status: LISTED: MICHIGAN CITY 
2130 EAST PIERHEAD LIGHT TOWER & ELEVATED 
WALK 
is there an Existing Fog Signal Building? YES On State List/inventory? YES; Year Listed: 1965 
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LOUISIANA 





CALCASIEU RANGE REAR LIGHT 


Location: CALCASIEU RIVER; U.S.C.G, District 4 Relationship to Other Structures: SEPARATE 
Nearest City; CAMERON, County) CAMERON Tower Meight: 54; Height of focal Plane: 5) 
Year Station Established 1676 Original Optic: FIFTH ORDER (1876) 
Vear Existing Mish ric Tower Constructed, 1676 Present Optic: FOURTH ORDER 

is the Light Operational! NO, Deactivated 

Foundation Materials PILES Ownetr/Manager, UNKNOWN 

Construction Materials Current Use 

Mark ings/P atterns 

Shape: SKELETAL PYRAMIDAL National Register Status; NONE 























Courtesy U.S. Coast Guard 


CHANDELEUR ISLAND LIGHT 





Location: OUTER RIM OF CHANDELEUR SOUND Markings/Patterns: BROWN W/BLACK LANTERN 
US.C.G. District 8 Shape: SKELETAL W/CYLINDER 
Nearest City: NEW ORLEANS; County: ST. BERNARD Relationship to Other Structures: SEPARATE 
Tower Height: 100; Height of Focal Plane: 99 
Year Station Established: 1848; Year Automated. Original Optic: THIRD ORDER (1896) 
Present Optic: 300 MM 
Year Existing Historic Tower Constructed: 1896 
is the Light Operational? YES is there a Newer Tower? NO 
Foundation Materials: PILE Is there an Existing Fog Signal Building? NO 


Construction Materials: (RON 
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LOUISIANA 





CHANDELEUR ISLAND LIGHT cont, 


ls there an Existing Keepers Quarters! NO 
(DESTROVED) Open to the Public! NO; Access: BOAT TO BRETON 
NATIONAL WILDLIFE REFUGE 
Other Structures: OL MOUSE 
National Register Status: LISTED: CHANDELLEUR 


Owner/Manager, U.S. COAST GUARD/U 5. FiSht A LIGHT 
WILDLIFE SERVICE 
Current Use: ACTIVE AID TO NAVIGATION IN 1855 BRICK TOWER DEMOLISHED IN 1896 


NATIONAL WILDLIFE REFUGE 





FRANKS ISLAND LIGHT 


Location: FRANKS ISLAND, U.5.C.G. District 6 Relationship to Other Structures. INTEGRAL 
Nearest City: VENICE; County: PLAQUEMINES Present Optic: REMOVED 


Year Station Established, 1616 
Owner/Manager, U.S. COAST GUARD 


Year Existing Historic Tower Constructed: 1622 Current Use: 
is the Light Operational! NO; Deactivated: 1656 
Construction Materials: BRICK National Register Status; NONE 
Shape: CONICAL Documented by HABS! YES (LA-19) 





NEW CANAL LIGHT 


Location: LAKE PONTCHARTRAIN 
CANAL ENTRANCE 

U5.C.G. Dietrich 68 

Nearest City: NEW ORLEANS 

County: ORLEANS 


Year Station Established: 1638 
Year Automated. 


Year Existing Historic Tower 

Constructed: 1901 

is the Light Operational? YES 

Foundation Materials: PILE 
W/PLATFORM 

Construction Materials: WOOD 

Markings/Patterns: WHITE W/RED 
ROOF 

Shape: SQUARE 

Relationship to Other Structures: 
INTEGRAL 

Tower Height: 32 Courtesy U.S. Coast Guard, 1971 

Height of Focal Plane: 52 

Original Optic: FIFTH ORDER; Present Optic: 190 MM 











is there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO; Current Fog Signal Type: BELL 


is there an Existing Keepers Quarters? YES; Year Constructed: 1901; Number of Stories: 2 
Architectural Style: PLATFORM BUNGALOW; Construction Materials: WOOD FRAME 


Other Structures: ADMINISTRATION BUILDING 
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| U.S, COAST GUARD 


LOUISIANA 


Current Use: ACTIVE AID TO NAVIGATION/COAST GUARD STATION 
Open to the Publict YES; GROUNDS ONLY, Access: WEST END BLVD, & LAKESHORE DR. 


Public Phone: 504-500-2331 


National Register Status: LISTED: NEW CANAL LIGHTHOUSE 
RELOCATED TO PRESENT SITE IN 1910; RESTORED 1976 





OYSTER BAY (BAYOU) LIGHT 


Location: EASTERNMOST ENTRANCE ATCHAFPALAYA 
BAY; U.S.C.G. Dietrich 6 
Year Station Established: 1903; Year Automated: 1946 


Year Existing Historic Tower Constructed: 1903 
is the Light Operational! NO, Deactivated: 
Foundation Materials: PILE W/PLATFORM 
Construction Materials: WOOD 
Markings/Patierns: WHITE W/DARK ROOFS & 

LANTERN 


Shape: SQUARE TOWER ON SQUARE DWELLING 
to Other Structures: INTEGRAL 
Height of Focal Plane: 47 


Original Optic: 


is there a Newer Tower? YES Year Constructed: 1975 
Construction Materials: STEEL 
Markings/Pattiems: BLACK; Shape: SKELETAL 
Tower Height: 35; Current Optic: 250 MM 


Owner/Manager: U.S. COAST GUARD (MODERN 
TOWER) 


Current Use: 
Open to the Public? NO; OFFSHORE 


National Register Status; NONE 





PASS MANCHAC LIGHT 


Location; WEST SHORE OF LAKE PONTCHARTRAIN 
US.C.G, District 6 

Nearest City: PONCHATOULA 

County: TANGIPAHOA 


Year Station Established: 1837; Year Automated: 1952 


Shape: CYLINDRICAL 
Relationship to Other Structures: ATTACHED 
Tower Height: 40; Height of Focal Plane: 45 
Original Optic: FOURTH ORDER (1859) 
Present Optic: REMOVED (1952) 


is there a Newer Tower? YES; Year Constructed: 1987 
Original Optic: 250 MM (1987) 


Is there an Existing Fog Signal Building? NO 


is there an Existing Keepers Quarters? NO (RAZED 
1952) 


Other Structures: STORAGE BUILDING 


Owner/Manager. U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO 


National Register Status: LISTED: PASS MANCHAC 
LIGHT 
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LOUISIANA 





POINT AU FER REEF LIGHT 


Location; LUGENE ISLAND/ATCHAFALAYA BAY ls there a Newer Tower! YES; Year Constructed: 1975 
U5.C.G, Dietrich 6 Construction Materials: STEEL 

Nearest City; BERWICK; County: TERREBONNE Markings/Pattierns: GRAY; Shape: SKELETAL 

Year Station Established: 1627, Year Automated: 1975 Tower Meight: 44; Height of Focal Plane: 44 


Original Optic; 190 MM 
Year Existing Historic Tower Constructed: 1916 


ls the Light Operational! NO; Deactivated: Owner/Manager: U.S. COAST GUARD 
Foundation Materials: PILE W/PLATFORM Current Use: 

Construction Materials; WOOD Open to the Public? NO; OFFSHORE 
Markings/Patterns: WHITE W/BLACK TOWER 

Shape: SQUARE W/OCTAGONAL LANTERN National Register Status: NONE 

Relationship to Other Structures: INTEGRAL 

Height of Foca! Plane: 54 REPLACED SOUTHWEST REEF LIGHT IN 1916 


Original Optic: FOURTH ORDER 
Present Optic: REMOVED 











SABINE PASS LIGHT 


Location; LOUISIANA SIDE OF SABINE 
PASS/NORTHEAST TEXAS BORDER 

U.S.C.G, District: 8 

Nearest City: SABINE PASS; County: CAMERON 


Year Station Established: 18656; Year Automated: 


Year Existing Historic Tower Constructed: 1856 
is the Light Operational? NO; Deactivated: 1952 
Foundation Materials: SIX CONCRETE BUTTRESSES 
Construction Materials: BRICK 
Markings/Patterns: WHITE/RED STRIPES "ROCKET 

SHIP" 

Shape: OCTAGONAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 75; Height of Focal Plane: 65 
Original Optic: THIRD ORDER, FRESNEL 
Present Optic: REMOVED 








is there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO 
is there an Existing Keepers Quarters? NO (BURNED) 


Other Structures: O11 HOUSE, STORAGE BUILDING 


Owner/Manager: PRIVATE OWNER 
Current Use: PRIVATE PROPERTY 


Open to the Public? NO; Access: BOAT 








Courtesy U.S. Coast Guard, 1951. 
National Register Status: LISTED: SABINE PASS 
LIGHTHOUSE 
On State LisV/inventory? YES; Year Listed: 1981 


OWNED BY STATE OF LOUISIANA 1952-1986 
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LOUISIANA 





SHIP SHOAL LIGHT 


Location, 10 MILES SOUTH OF GRAND ISLE 
U.5.C.G, District 6 

Nearest City; BERWICK; County: ST. MARY 

Year Station Established: 1659; Year Automated: 1950 


Year Existing Historic Tower Constructed, 1659 
is the Light Operational? NO; Deactivated: 1972 
Foundation Materials: SCREW PILE W/PLATFORM 
Construction Materials; CAST IRON 
Markings/Patterns: BROWN 
Shape: SKELETAL W/CYLINDER 
Relationship to Other Structures: INTEGRAL 
Tower Height: 125; Height of Focal Plane: 117 
Original Optic: SECOND ORDER 
Present Optic: THIRD ORDER 


is there a Newer Tower? YES; Year Constructed: 1972 


Is there an Existing Keepers Quarters! VES 
Year Constructed: 1659; Number of Stories: |.5 


Architectural Style; PLATFORM BUNGALOW 
Construction Materials; WOOD/CAST IRON 


Owner/Manager; U.S. COAST GUARD/TOWN OF 
BERWICK 

Current Use: 

Open to the Public? NO; Access: OFFSHORE 


National Register Status) NONE 
EARLY EXPOSED SCREW PILE CONSTRUCTION; 


TOWN OF BERWICK PLANS TO RELOCATE TOWER 
IN THEIR LIGHTHOUSE PARK 





SOUTH PASS (RANGE REAR) LIGHT 


Location: ENTRANCE TO MISSISSIPPI RIVER 
U.S.C.G, District 6 

Nearest City: VENICE; County: PLAQUEMINES 

Year Station Established: 1831; Year Automated: 1971 


Year Existing Historic Tower Constructed: 16861 
is the Light Operational? YES 
Foundation Materials: PILINGS 
Construction Materials: IRON 
Markings/Patterns:; WHITE BELOW GALLERY, BLACK 
ABOVE 


Shape: SKELETAL 

Relationship to Other Structures: SEPARATE 
Tower Height: 116; Height of Focal Plane: 108 
Original Optic: FIRST ORDER 

Present Optic: DOUBLET 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO; Access: BOAT 
National Register Status: NONE 











Courtesy National Register of Historic Places. 


SOUTHWEST REEF LIGHT 


Location: RELOCATED FROM ATCHAFALAYA BAY 
US.C.G. District: 6 

Nearest City: BERWICK; County: ST. MARKY 

Year Station Established: 1658 


Year Existing Historic Tower Constructed: 1658 
is the Light Operational? NO; Deactivated: 1916 
Foundation Materials: PILE W/2 PLATFORMS 
Construction Materials: RON PLATE 
Markings/Patterns: EGYPTIAN REVIVAL 
Shape: SQUARE PYRAMIDAL SKELETAL 
Relationship to Other Structures: SEPARATE 








Tower Height: 

Height of Focal Plane: 

Original Optic: FOURTH ORDER (1858) 
Present Optic: REMOVED 


is there a Newer Tower? NO 


is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: BELL 
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SOUTHWEST REEF LIGHT cont, 


ls there an Existing Keepers Quarters? YES Access: BELLEVUE FRONT STREET & CANTON 
Year Constructed; 1659; Number of Stories: 1.5 STREET 
Architectural Style: EOVPTIAN REVIVAL 
Construction Materials; WOOD/CAST IRON National Register Status: LISTED: SOUTHWEST REF 
LIGHTHOUSE 


Other Structures: NONI 
DECOMMISSIONED WHEN POINT AU FER REEF 


OwnerManager, TOWN OF BERWICK LIGHT CAME INTO SERVICE; TOWN OF BERWICK 
Current Use: TOWN PARK MAS RELOCATED TOWER AND IS REHABBING 
Open to the Public? YES; GROUNDS ONLY TOWER AS PART OF THEIR LIGHTHOUSE PARK 








TCHEFUNCTE RIVER RANGE 
REAR LIGHT 


Location: NORTH SIDE LAKE 
PONTCHARTRAIN; U.S.C.G. District 6 

Nearest City; MADISONVILLE 

County: ST. TAMMANY 


Year Station Established: 1638 
Year Automated: 1952 





Year Existing Historic Tower Constructed: 

1867 

is the Light Operational? YES 

Foundation Materials: STONE 

Construction Materials: BRICK 

Markings/Patterns: WHITE W/VERTICAL 
BLACK STRIPE 

Shape: CONICAL 

Relationship to Other Structures: SEPARATE Courtesy National Register of Historic Places/U.S. Coast Guard, 1986. 

Tower Height: 30 

Height of Focal Plane: 100 

Original Optic: FIFTH ORDER; Present Optic: 250 MM 





ls there a Newer Tower? NO 
ls there an Existing Fog Signal Building? NO 
ls there an Existing Keepers Quarters? NO 


Other Structures: ALL DESTROYED 


Owner/Manager: U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT 


National Register Status: LISTED: TCHEFUNCTE RIVER RANGE REAR LIGHT 


LANTERN FROM CAT ISLAND LIGHT INSTALLED ON TOWER 1668; FUNCTIONED AS REAR RANGE LIGHT SINCE 
1903; FRONT RANGE OWN SKELETAL TOWER ON PILES 
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BAKER ISLAND LIGHT 


Location; MOUNT DESERT IS.AND/ 
SOMES SOUND APPROACH 

U.5.C.G, District: 1 

Nearest City: ISLESFORD 

County; HANCOCK 





Year Station Established: 1628 
Year Automated: 1966 





Year Existing Historic Tower Constructed: 
1655 
is the Light Operational? YES 
Foundation Materials: NATURAL/ 
EMPLACED 
Construction Materials: BRICK 
Markings/Patterns: WHITE W/BLACK 
LANTERN 
Shape: CYLINDRICAL 
Relationship to Other Structures: 
SEPARATE 
Courtesy Acadia National Park/Richard Rothe, 1974. Tower Height: 43 
Height of Focal Plane: 105 
Original Optic: FOURTH ORDER, FRESNEL (1855); Present Optic: 300 MM, SOLAR POWERED 








ls there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO; Current Fog Signal Type: BELL (INACTIVE) 


is there an Existing Keepers Quarters? YES; Year Constructed: 1855; Number of Stories: 1.5 
Architectural Style: CAPE COD; Construction Materials: WOOD 


Other Structures: BRICK OIL HOUSE (189-), SHINGLED FUEL HOUSE (1905), 2 STORAGE BUILDINGS 
Owner/Manager: U.S. COAST GUARD/NATIONAL PARK SERVICE 

Current Use: ACTIVE AID TO NAVIGATION IN NATIONAL PARK 

Open to the Public? YES; SUMMERS; Access: ACADIA NATIONAL PARK/OFFSHORE; Public Phone: 207-288-5456 


National Register Status: LISTED: BAKER ISLAND LIGHT STATION (LIGHT STATIONS OF MAINE MPS) 
Documented by HABS? YES (ME-172) 


FOURTH ORDER LENS AT PEMAQUID POINT MUSEUM; BAKER ISLAND OWNED BY THE NATIONAL PARK 
SERVICE 








BASS HARBOR HEAD LIGHT 











Location: MOUNT DESERT ISLAND/NEAR ACADIA Shape: CYLINDRICAL 
NATIONAL PARK; U.S.C.G. District: 1 Relationship to Other Structures: ATTACHED 
Nearest City: BASS HARBOR; County: HANCOCK Teer Height: 32; Height of Focal Plane: 56 
Original Optic: FIFTH ORDER, FRESNEL 
Year Station Established: 1858; Year Automated: 1974 Present Optic: FOURTH ORDER, FRESNEL (1902) 
Year Existing Historic Tower Constructed: 1858 is there a Newer Tower? NO 
is the Light Operational? YES Is there an Existing Fog Signal Building? NO 
Foundation Materials: STONE (DISMANTLED) 
Construction Materials: BRICK Current Fog Signal Type: BELL (INACTIVE) 


Markings/Pattems: WHITE W/BLACK LANTERN 
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BASS HARBOR HEAD LIGHT cont. 


is there an Existing Keepers Quarters? YES 
Year Constructed; 1658; Number of Stories: 1.5 


Architectural Style: T-SHAPE PLAN (ATTACHED) 
Construction Materials; WOOD FRAME 





Other Structures: BRICK OIL HOUSE (1902), BARN (1905) 


Owner/Manager, U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION/CCIAST GUARD HOUSING 


Open to the Public? NO; Access: ROUTES 3 AND 102 

National Register Status: LISTED: BASS HARBOR HEAD LIGHT STATION 
(LIGHT STATIONS OF MAINE MPS) 

Documented by HABS? YES (ME-197/MARO) 


ADJACENT TO ACADIA NATIONAL PARK; STATION CLOSED TO 
PUBLIC VISITATION IN 1991 





Courtesy U.S. Coast Guard, 1981. 





BEAR ISLAND LIGHT 


Location: BEAR ISLAND/NORTHEAST HARBOR is there an Existing Keepers Quarters? YES 
US.C.G. District: 1 Year Constructed: 18869; Number of Stories: 1.5 
Nearest City: NORTHEAST HARBOR Architectural Style: GAMBREL ROOF 

County: HANCOCK Construction Materials: WOOD 

Year Station Established: 1839; Year Automated: Other Structures: STONE OIL HOUSE (1905), 


BOATHOUSE, BARN (1889) 
Year Existing Historic Tower Constructed: 1889 


Is the Light Operational? YES (PRIVATE AID) Owner/Manager: NATIONAL PARK SERVICE LEASE 

Deactivated: 1981-1989 TO PRIVATE OWNER 

Foundation Materials: GRANITE RUBBLE Current Use: LEASED TO PRIVATE PARTY UNDER 

Construction Materials: BRICK NATIONAL PARK SERVICE HISTORIC LEASING 

Markings/Patterns: EXPOSED BRICK TOWER PROGRAMPRIVATE AID TO NAVIGATION 
W/BLACK LANTERN Open to the Public? NO 

Shape: CYLINDRICAL ATTACHED TO WORKROOM 

Relationship to Other Structures: SEPARATE National Register Status: LISTED: BEAR ISLAND 

Tower Height: 31; Height of Focal Plane: 100 LIGHT STATION (LIGHT STATIONS OF MAINE 

Original Optic: FIFTH ORDER, FRESNEL (1858) MPS) 


Present Optic: REMOVED 
REPLACED BY AN OFFSHORE BUOY IN 1981; 


is there a Newer Tower? NO FRIENDS OF ACADIA NATIONAL PARK WERE 
Is there an Existing Fog Signal Building? NO GIVEN PRIVATE AID TO NAVIGATION PERMIT IN 
Current Fog Signal Type: BELL 1989; LEASED TO PRIVATE INDIVIDUAL IN 1991 IN 


EXCHANGE FOR MONIES SPENT ON RENOVATION 
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BLUE HILL BAY LIGHTS 


Location: ON GREEN ISLAND/BLUE HILL BAY 
U.S.C.G, Distric: 1 
Nearest City: BROOKLIN; County: HANCOCK 


Year Station Established: 1857; Automated: 1935 


Year Existing Historic Tower Constructed: 18656 
Is the Light Operational? NO; Deactivated: 1933 
Foundation Materials; CONCRETE 
Construction Materials: BRICK 
Markings/Patterns; CYLINDRICAL 
Shape: WHITE W/BLACK LANTERN 
Relationship to Other Structures: ATTACHED 
Tower Height: 
Original Optic: FOURTH ORDER, FRESNEL (1857) 
Present Optic: FIFTH ORDER, FRESNEL 


is there a Newer Tower? YES; Year Constructed: 1935 
Shape: SKELETAL; Height of Focal Plane: 25 
Current Optic: SOLAR-POWERED 


Is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: BELL 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 18656; Number of Stories: 1.5 
Architectural Style: COLONIAL CAPE 
Construction Materials: WOOD 


Other Structures: BOATHOUSE, BRICK Ol. HOUSE 
(1905), CHARTROOM CONNECTS TOWER TO 
DWELLING 


Owner/Manager: PRIVATE OWNER 
Current Use: SUMMER HOME 


Open to the Public? NO; OFFSHORE 
National Register Status: ELIGIBLE 


ONCF © 4*LLED EGGEMOGGIN LIT USE; 
KESTORATION OF THE LENS PWN. 1993 

















Courtesy U.S. Coast Guard. 


BOON ISLAND viGHT 


Location: BOON ISLAND OFF YORK 
BEACH; U.S.C.G. District: | 
Nearest City: YORK; County: YORK 


Year Station Established: 1811 
Year Automated: 1980 


Year Existing Historic Tower Constructed: 

1855 

Is the Light Operational? YES 

Foundation Materials: SURFACE ROCK 

Construction Materials: GRANITE 

Markings/Patterns: NATURAL 

Shape: CYLINDRICAL 

Relationship to Other Structures: 
SEPARATE 

Tower Height: 133 

Height of Focal Plane: 137 

Original Optic: SECOND ORDER, 
FRESNEL (1855) 

Present Optic: SOLAR POWERED) 





ls there a Newer Tower? NO 


Is there an Existing Fog Signal Building? 
NO; Current Fog Signal Type: HORN 


Is there an Existing Keepers Quarters? NO 
(RUNS) 


Other Structures: HELICOPTER PAD. 
STORAGE BUILDING 


National Park Service 1994 Inventory of Historic Lighthouses 


87 








MAINE 





BOON ISLAND LIGHT cont. 


OwnerManager U5. COAST GUARD, Current Use ACTIVE AID TO NAVIGATION 
Open to the Public! NO, Access OF PSPIORI 


National Register Matus LISTED, BOON ISLAND LIGHT STATION (LIGHT STATIONS OF MAINE MmS) 
Decumented by MARS! VES (ME. 12 2/MARO) 


THIRD TOWER ON SITE, ISLAND 15 UNINHABITED ROCK ISLET, BOATHOUSE DESTROYED IN 19901 
STORM 





BROWNS HEAD LIGHT 


Location, NORTHWEST END OF 
VINALMAVEN ISLAND 

US.C.G. Diewiet 1 

Nearest City, VINALMAVEN 

County KNOX 


Year Station Established 1837 
Year Automated |987 


Year Existing Histor Tower Constructed 

1857 

ts the Ligit Operational’ VES 

Foundation Material: 
NATURAL/AMPLACED 

Construction Material BRICK 

Markings/Pattiern: WHITE W/BLACK 
LANTERN 

Shape: CYLINDRICAL 

Relationship to Other Structures 
ATTACHED 

Tower Height 20 Courtesy U.S Coast Guard 

Height of Focal Plane 39 

Original Optic: FIFTH ORDER, PRESNEL (1657), Present Optic FOURTH ORDER, FRESNEL (1902) 





is there a Newer Tower! NO 
ts there an Existing Fog Signal Building? NO (DISMANTLED), Current Fog Signal Type HORN/ORIC BELL 


ts there an Existing Keepers Quarters? YES, Year Constructed 18657, Number of Stories | 5 
Architectural Style COTTAGE: Construction Material WOOD 


Other Structures: OF“ MOUSE (1903) 

OwnerdManager, U.S. COAST GUARD LEASE TO TOWN OF VINALHAVEN 

Current Use: ACTIVE AID TO NAVICATION/RESIDENCE FOR TOWN MANAGER 

Open to the Public? YES; SUMMERS - GROUNDS ONLY. Access: FERRY FROM ROCKLAND 


National Register Status: LISTED BROWNS HEAD LIGHT STATION 
Documented by HABS! YES (ME.184/MARO) 


ORIGINAL FOC BELL HANGS IN A CHURCH STEEPLE ON FOX ISLAND 
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BURNT COAT HARBOR LIGHT 


Location MOCLKAMOCK MLAD/SWANS ISLAND 
USCA. Dietiet | 
Nearest City: SWANS ISLAND, County MANCOCK 


Year Viation telablehed 1872. Year Automated 1975 


Vear Lxisting Mistoric Tower Constructed 1872 
ls the Light Operational’ YES 
Foundation Material MASONRY 
Canstruction Material BRICK 
Markings/Pations WHITE W/RLACK LANTERN 
Shape SQUARI 
Relationship to Other Structures SEPARATT 
Tower Meimht 12, Height of focal Plane 75 
Original Optic FOURTH ORDER, FRESNEL 
Present Optic 250 MM 


ls there a Newer lower! NO 
is there an Existing Fog Signal Building? VES 


Year Conetructed: 1911 
Construction Materiakh WOOD 


Architectural Style TRAPEZOIDAL 
Current fog Sienal Type: BELL (INACTIVE) 


ls there an Existing Keeper Quarter! VES 
Year Constructed 1872, Number of Yortes 1 5 
Architectural Style, L-SMAPE CAPE COD 
Conetruction Materialk WOOD 


Other Structures BRICK OU MOUSE (1895) 


OwnerManager US COAST GUARD 

Current Use ACTIVE AID TO NAVIGATION 

Open to the Publict NO, Access FERRY FROM BASS 
HARBOR 


National Register Matus: LISTED BURNT COAT 
MARBOR LIGHT STATION (LIGHT STATIONS OF 
MAINE MPS) 

Documented by MABS! YES (IME-198/MARO) 


ORIGINALLY A PAIR OF RANGE LIGHTS, FRONT 
RANGE DISCONTINUED IN 1884 AND REMOVED 








Courtesy U.S. Coast Guard 


ik there a Newer Tower’ NO 


BURNT ISLAND LIGHT 


Location. BOOTHBAY HARBOR ENTRANCE 
U5.C.C. District 1 

Nearest City SOUTHPORT 

County: LINCOLN 


Year Station Established 18671 
Year Automated 19869 


Year Existing Historic Tower Constructed 

1821 

ls the Light Operational’ YES 

Foundation Materials: NATURAL/EMPLACED 

Construction Materials: RUBBLE STONE 

Markings/Pattierns WHITE W/BLACK 
LANTERN 

Shape: CONICAL 

Relationship to Other Structures: ATTACHED 

Tower Height: 30 

Height of Focal Plane: 61 

Original Optic: LEWIS PATENT 
REFLECTORS 

Present Optic: 300 MM 


is there an Existing fog Signal Building? NO (DISMANTLED), Current Fog Signal Type: HORN/ORIC. BELL 


is there an Existing Keepers Quarters? YES; Year Constructed: 1657; Number of Stories: 1.5 
Architectural Style: COTTAGE (ATTACHED) Construction Materia: WOOD 


Other Structures: O11 HOUSE (1899), CO VERED WALKWAY (18657) BETWEEN TOWER & DWELLING, FUEL HOUSE 


iby 1886), BOATHOUSE (1880) 
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BURNT ISLAND LIGHT cont. 


Owner/Manager, U.S. COAST GUARD LEASE TO BURNT ISLAND LIGHT SOCIETY 
Current Use: ACTIVE AID TO NAVIGATION: Open to the Public? NO) Access: BOAT 


National Register Matus: LISTED, BURNT ISLAND LIGHT STATION 





CAPE ELIZABETH LIGHT (EAST TOWER) 


Location: CASCO BAY ENTRANCI 
US.C.G, Dietrich 1 

Nearest City, CAPE ELIZABETH 
County; CUMBERLAND 


Year Station Established: 1628, Year Automated 196) 


Year Existing Mistoric Tower Constructed: 1674 
is the Light Operational’ YES 
Foundation Materials STONE 
Construction Materials: CAST IRON 
Markings/Patterns: WHITE W/BLACK TRIM 
Shape: CONICAL ATTACHED TO ENTRANCE 

ROOM 

Relationship to Other Structures: SEPARATE 
Tower Height: 67; Height of Focal Plane: 129 
Original Optic: SECOND ORDER, FRESNEL (1874) 
Present Optic: SECOND ORDER, FRESNEL (18674) 


Second Tower? YES (WEST TOWER) 
Year Constructed: 1674 
is Light Operational? NO; Deactivated: 1924 
Construction Materials: STONE 


is there an Existing Fog Signal Building: VES 


Year Constructed) 1886 
Construction Materials BRICK 
Architectural Style 
Current fog Signal Type MORN/ORIC. SIREN, 
WHISTLE 


ls there an Existing Keepers Quarters’ YES 
Year Constructed: 1678; Number of Stories 2 


Architectural Style: VICTORIAN 
Construction Material, WOOD 


Other Structures 


Owner/Manager, U.S. COAST GUARD (EAST 

TOWERYPRIVATE OWNER (WEST TOWER) 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public! NO 


National Register Status: PART OF LISTING TWO 
LIGHTS 
Documented by HABS? YES (MA-1862/MARO) 


ORIGINALLY TWIN LIGHTS; LAST OPERATIONAL 
MERCURY BATH OPERATED ROTATING CLASSICAL 
LENS IN FIRST COAST GUARD DISTRICT 





CAPE NEDDICK "THE NUBBLE" 
LIGHT 


Location: OFF CAPE NEDDICK/YORK HARBOR 
US.CG. Dietrich 1 
Nearest City: YORK BEACH; County: YORK 


Year Station Established: 1679, Year Automated: 1987 


Year Existing Historic Tower Constructed: 1679 
ts the Light Operational? YES 
Foundation Materials: CONCRETE 
Construction Materials: CAST (RON PLATE/BRICK 
Markings/Patterns) WHITE W/BLACK LANTERN 
Shape: CYLINDRICAL 
Relationship to Other Structures: ATTACHED 
Tower Height: 41, Height of Focal Plane: 66 
Original Optic: FOURTH ORDER, PRESNEL (1679) 
Present Optic: FOURTH ORDER, FRESNEL (1679) 


is there a Newer Tower? NO 





Courtesy U.S. Coast Guard 
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iy there an Lanting fog Saanal Building? NO) (TORN DOWN) Curent tag S@nal type MORNJOKK, BEL) 


ls there an Laiting Keeper (Quarten! VES, Year Constineted 1479 Number of More 2 
Anhiectural Style VICTORIAN, Constraction Maternal WOOD 


Other Suctures OF MOUSE (1902), STORAGA BUILDING, BOATHOUSE (1978) 


OwnerManager U.S COAST GUARD LEASE TO TOWN OF YORK, Curent Use ACTIVE AID TO NAVILATION 
Open to the Public! NO, OFT SHORE/VIEW FROM SOPUER CITY PARK 


National Register Matus: LISTED CAPE NIE DDICK LIGHT STATION 


Documented by MARS. YES IML. 192/MARO) 


EXCELLENT EXAMPLE OF A LATE (COENERIC) 19TH CENTURY CAST RON TOWLR 





CUCKOLDS (THE) LIGHT 


Location CAPE NEWAGEN/BOOTH BAY APPROACH 
USCC, Dietret 1 

Nearest City SOUTHPORT 

Year Mation tstablnhed 1692, Year Automated 1975 


Yoar txiting Histor Tower Constructed 1907 
bb the Light Operational’ YES 
Foundation Materiah SURFACT ROCK 
Construction Materiah WOOD 
Marking Patton WHITE W/ARED TRIM 
Shape: OCTAGONAL 
Relationship to Other Structures INTEGRAL 
Tower Height: 48, Height of focal Plane 59 
Orginal Optic, FOURTH ORDER, FRESNEL 
Present Optic 100 MM 


ts there an Lxiting Fog Signal Building? VES 
Year Constructed 1892 
Current fog Signal Type MORN/ORIC, TRUMPET 


OwnerManager US COAST GUARD 
Current Use ACTIVE AID TO NAVIGATION 


Open to the Public? NO, Access: BOAT 
National Register Status. NONE 


BEGAN AS FOG SIGNAL STATION 1692, LIGHT 
TOWER PLACED ON ROOF OF FOC SIGNAL 
BUILDING IN 1907, ORIGINAL ATTACHED 2-STORY 
ADDITIONAL KEEPERS DWELLING DESTROYED IN 
1978 BLIZZARD 














Courtesy town of Camden/tilion Conover, 199) 


ts there a Newer Tower’ NO 





CURTIS ISLAND LIGHT 


Location CAMDEN HARBOR, PENOBSCOT 
BAY; US.C.G. District: | 
Nearest City. CAMDEN, County: KNOX 


Year Station tetablished 1635 
Year Automated 1972 


Year txisting Historie Tower Constructed: 1896 
ts the Light Operational’ YES 
Foundation Materials: CONCRETE 
Construction Material BRICK 
MarkingwPattiorns WHITE W/BLACK 

LANTERN 

Shape: CYLINDRICAL 
Relationship to Other Structures SEPARATE 
Tower Height: 25, Height of focal Plane 52 
Original Optic: FOURTH ORDER 
Present Opti FOURTH ORDER 





ts there an Existing Fog Signal Building! NO, Current fog Signal Type NONE ELL OFFSHIOREVORIC. BELL 
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CURTIS ISLAND LIGHT cont, 


by there an Lait Keeper Quarter? VES, Year Constructed HAN, Number of Sores 1.5 
An titer tural Style TARMIOUSL, Constrnction Material WOOD 


Cher Sirti. HARIN (HAD), ON THOSE (195), HOATHIOUSE (108%, CATWALK REPLACED 1990), 2 


STAIRWAYS (1908, 1991) 


Chwne/Manager US COAST GUARD (LOWLRYTOWN OF CAMDEN (UT DINGSISL AND) 
Curent Use ACTIVE AID TO NAVICLATION/TOWN PARK, Open to the Publict VES, TOWN PARK 


Access WOAT FROM CAMDEN HAKHOR 


National Register Matus LISTED CURTIS ISSAND LIGHT 





DEER ISLAND THOROFARE LIGHT 


toc ation MARK ISLAND/DITR ISLAND THICRON ARI 
USCO, Dieta 1 

Nearest City, STONINGTON; County, HANCOCK 
Year Miation I vtabliehed 1857, Year Automated 1958 


Yoar tating Hinton lower Constructed 1857 
bs the Light Operationally VES 
toundation Material MASONKY 
Construction Material MICK 
Marking? ation WHITE WAKLACK & RED TRIM 
Shape SQUA 
Relationship to Other Structures SEPARATE 
Tower Height 25, Height of focal Plane 92 
Original Opt TOURTH ORDER 
Prevent Optk 2790 MM 


bs there an txiting Fog Signal Building? YES 
Year Constructed: 1908 
Anhitectural Style G11 TOWER 

Current Fog Signal Type HORN/ORIG. BILL 


Other Structures, BOATHOUSE 


OwnerManager, US. COAST GUARD 
Current Use ACTIVE AID TO NAVIGATION 
Open to the Public NO, Access: BOAT 
National Register Status NONE 


KNOWN LOCALLY AS MARK ISLAND LIGHT 





DICE HEAD LIGHT (OLD) 


tor ation PENCHISC OT RIVER MORUTIE 
USCC Dieee 1 
Nearest Cay CASTING, County HANCONK 


Yea Maton I vabinhed 1479 


Yea tainting titer lower Contracted 1879 
by the Light Operational’ NO) Deactivated 1917 
|owndation Materiah NATURALAMPLACTD 
( onvinw ton Matenah CRANITE RUBELESTONT 

wiht K LINING, 
Marking? attiern, WHITE W/RLACK LANTERN 
Var CONICAL 
Relaionsip to Other Sieactures ATTACIAD 
Verwwert | bevaghet 
Height of focal Plane 100 
Chriginal Opt LEWIS PATENT APPARATUS (187%) 
Prevent Opt REMOVED (19197) 


ts there a Newer lower! YES, Year Constnted 1917 
Vhape PYRAMIDAL SKELETAL 
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bs there an Uxisting fog Signal Building? NO 
Current fag Signal Type BEL 


hh there an Existing Keeper (huarter? YES 
Your Constructed: 1879, Number of Stories 1.5 
Architectural Style COLONIAL CAPT 
(Contraction Materiah) WOOD 


Other Structures: BARN (16868), OF HOUSE (1895) 


Ownet!Manager, TOWN OF CASTINE (OLD TOWER) 
Current Use TOWN RENTS AS PRIVATE RESIDENT 
Open to the Publict NO 


National Register Statue: PART OF LISTING ( ASTINE 
HISTORIC DISTRICT 
Documented by HABS. YES (ME.199/MARO) 


LIGHT MOVED TO NEW SKELETAL TOWER ON Tht 
NORTH SIDE OF ENTRANCE TO CASTINE HARBOR 
IN 1997 
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(ourtesy US. Coast Cuard 


DOUBLING POINT (KENNEBEC RIVER) RANGE LIGHTS 


tom ation ARROIWSIL ISLANDVYKINNE REC RIVER 
1/50 €,. Det 1 
Nearest (ity WORN WITT County SAC.ADADICM 


Year Viation I vtablnhed (898 Year Automated 1990 


Year txiting Hintork lower Constirncted 1898 

bs the Lilt Clperationall Y 5 

foundation Material (.RANITI 

( onstnn thon Material WORD 

Markings Patterns WITTE WAREDD TRIM 

Shape (0 TACAINAT 

Relationship to (Mier Sina tures ATTAC HAD 

TROINT RANC A = lower btewgit 71, bteigil of focal 
Plane 18 

RIAR RANT. lower begga ft beste of bor al 
Plane 1 

Cbigtnal Cite FT EE CODER REPL EC Tom 

Prevent (ith §=2 50) AAM (199) 


hs teere « Newer lower NL) 


bs there an Exiting fag Sagnal Butiding? NO) 


ls there an tf xisting Keepers (juarters? YES 
Year Constr ted 1898. Number of Stories 7 
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National Park Service 1994 inventory of Historic Lighthouses 97 








DOUBLING POINT LIGHT 


Location ARROWSIC ISLAND/KENNEBEC RIVER 
US.C.G, District | 
Nearest City; WOOLWICH, County, SAGADAHOC 


Year Station Ustablished: 1698, Year Automated: 1906 


Year Existing Historic Tower Constructed: 1699 
Is the Light Operational? YES 
Foundation Materials: GRANITE BLOCK CAISSON 
Construction Materials; WOOD 
Markings/Patiorns: WHITE TOWER AT END OF 
FOOTBRIDGE 


Shape: OCTAGONAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 23, Height of Focal Plane: 23 
Original Optic: FIFTH ORDER, FRESNEL (1902) 
Present Optic: 300 MM 


is there a Newer Tower? NO 
Is there an Existing Fog Signal Building! YES 


Year Constructed: 1696 
Construction Materials 
Architectural Style. 
Current Fog Signal Type: BELL (INACTIVE) 


Is there an Existing Keepers Quarters? VES 

Year Constructed: 1896; Number of Stories: 1.5 
Architectural Style: .-SHAPED 

Construction Materials; WOOD 


Other Structures: OL HOUSE, STORAGE BUILDING 


: U.S. COAST GUARD (TOWERY 
PRIVATE (GROUNDS & DWELLING) 
Current Use: 
Open to the Public? NO; Access: RESTRICTED 


National Register Status: LISTED: DOUBLING POINT 
LIGHT (LIGHT STATIONS OF MAINE MPS) 
Documented by HABS! YES (ME-168/MARO) 





EAGLE ISLAND LIGHT 


Location: EAST PENOBSCOT BAY 

U5.C.G. Dietrich 1 

Nearest City. TOWN OF DEER ISLAND 

Year Station Established: 1636; Year Automated: 1963 


ts there an Existing Keepers Quarters? NO (RAZED 
1963 - PREVIOUSLY ATTACHED TO TOWER) 


Other Structures: O11 HOUSE (1695), STORAGE 
BUILDING (1902), OUTHOUSE 


Owner/Manager. U.S. COAST GUARD/PRIVATE 





Relationship to Other Structures: SEPARATE OWNER (BELL TOWER) 
Tower Height: 30; Height of Focal Plane: 106 Current Use: ACTIVE AID TO NAVIGATION 
Original Optic: LEWIS PATENT APPARATUS (1638) Open to the Public? NO; Access: BOAT 
Present Optic: 300 MM 

National Register Status; NONE 
ts there an Existing Fog Signal Building? YES 
EGG ROCK LIGHT 


Location: ENTRANCE TO FRENCHMAN’S BAY 
US.CG. District: | 


Year Station Established: 1675, Year Automated: 1976 
Year Existing Historic Tower Constructed: 1675 


ts the Light Operational? YES 
Foundation Materials. NATURAL/EMPLACED 





is there a Newer Tower? NO 


Light Stations by State 








MAINE 








Is there an Lxisting fog Signal Building? VES 
Year Constructed: 1904 
Construction Materials BRICK 
Architectural Style 
Current fog Signal Type: MORN/ORK, 
STEAM 


Is there an Existing Keepers Quarter! YES 
Year Constructed: 1875 IMODITIED 18499) 
Number of Stories: 1.5 
Architectural Style: INTEGRAL TO TOWER 
Construction Materials, WOOD 


Cher Structures: OW MOUSE, 
BOATHOUSE, GENERATOR HOUST 


CwnerManager, U.S. COAST GUARD 
Curremt Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT 





National Register Status: LISTED. FOG 
ROCK LIGHT STATION (LIGHT 
STATIONS OF MAINE MP) 


faa Rock light Courtesy US. Coast Guard 


ORIGINAL LANTERN REMOVED TO ACCOMMODATE AIRPORT-TYPE BEACON; REPLICA LANTERN RESTORED IN 
1986 





FORT POINT LIGHT 


Location, ENTRANCE TO 
PENOBSCOT RIVER 

US.C.G,. District 1 

Nearest City: STOCKTON SPRINGS 

County: WALDO 


Year Station Ectablihed: 1817 
Year Automated |98R 


Year Existing Historic Tower 
Constructed: 1857 
is the Light Operational? YES 
Foundation Materials (-RANITE 
Construction Materials BRICK 
Markings’? atterns CREAM 
W/BLAL K TRIM 
Shape: SQUARE 
Relationship to Other Structures 
ATTACHED Courtesy U.S. Coast Guard 
Towe: Htewht > 
Height of Focal Plane: 68 
wiginal Optic: FOURTH ORDER, FRESNEL (1637); Present Optic: FOURTH ORDER, FRESNEL (1837) 











ls there a Newer Tower! NO 


is there an Existing Fog Signal Building? YES; Year Constructed: 1890; Construction Materials; WOOD 
Architectural Style: PYRAMIDAL TOWER, Current Fog Signal Type: HORN/ORIC,. BEL 
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FORT POINT LIGHT cont, 


Is there an Existing Keepers Quarters! YES; Year Constructed: 1657; Number of Stories: 1.5 
Architectural Style; L-SHAPE COLONIAL CAPE; Construction Materials; WOOD 


Other Structures: BARN (1690), BRICK OIL MOUSE (1697), GARAGE, BRICK BREEZEWAY/WORKROOM ATTACHES 


TOWER TO HOUSE 


Owner/Manager: U.S. COAST GUARD LEASE TO STATE OF MAINE 


Current Use: ACTIVE AID TO NAVIGATION IN STATE PARK 


Open to the Public? YES; Access; FORT POINT STATE PARK/FORT POINT ROAD 


National Register Status: LISTED: FORT POINT LIGHT STATION (LIGHT STATIONS OF MAINE MPS) 


ADJACENT TO FORT POINT STATE PARK; BEING DEVELOPED AS MUSEUM; ORIG, BELL DISPLAYED OUTSIDE 
TOWER; KEEPERS DWELLING SERVED AS HOME FOR PARK RANGER 





FORT POPHAM LIGHT 


Location; MOUTH OF KENNEBEC RIVER 

US.C.G. District 1 

Nearest City: PHIPPSBURG; County: SAGADAHOC 
Year Station Established: 1898 


Year Existing Historic Tower Constructed: 1898 
Is the Light Operational? NO 
: WHITE 


Markings/Patterns: 
Relationship to Other Structures: INTEGRAL 


Owner/Manager; STATE OF MAINE 
Current Use: STATE PARK 


Open to the Public? YES 
Access; FORT POPHAM STATE PARK 
National Register Status: NONE 


LIGHT TOWER BECAME BELL TOWER WHEN 





REPLACED BY POND ISLAND LIGHT 
Height of Focal Plane: 27 
FRANKLIN ISLAND LIGHT 
Location: MUSCONGUS BAY; U.S.C.G. District: 1 Present Optic: 250 MM 


Nearest City: FRIENDSHIP; County: LINCOLN 
Year Station Established: 1805; Year Automated: 1967 


Year Existing Historic Tower Constructed: 1855 
ts the Light Operational? YES 
Foundation Materials: NATURAL/EMPLACED 
Construction Materials: BRICK 
Markings/Patterns: WHITE W/GREY & RED TRIM 
Shape: CYLINDRICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 45; Height of Focal Plane: 57 
Original Optic: FOURTH ORDER 


Other Structures: OIL HOUSE (1895) 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO; Access: BOAT 
National Register Status: NONE 
REPLACED 1805 DAYMARK; FRANKLIN ISLAND IS 


UNINHABITED; TOWER ONCE ATTACHED TO 
DWELLING 
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GOAT ISLAND LIGHT 


Location; GOAT ISLAND/CAPE 
PORPOISE HARBOR 

U5.C.G, District 1 

Nearest City; KENNEBUNKPORT 

County: YORK 


Year Station Established: 1635 
Year Automated: 1990 








Year Existing Historic Tower 

Constructed: 1659 

is the Light Operational? YES 

Foundation Materials: 
NATURAL/EMPLACED 

Construction Materials: BRICK 

Markings/Patterns: WHITE 
W/BLACK LANTERN 

Shape: CYLINDRICAL 

Relationship to Other Structures: Courtesy Kennebunkport Conservation Trust/Tom Bradbury. 
SEPARATE 

Tower Height: 25; Height of Focal Plane: 38 

Original Optic: FIFTH ORDER; Present Optic: 300 MM (1990) 





Is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO (DESTROYED); Current Fog Signal Type: HORN/ORIG. BELL 


Is there an Existing Keepers Quarters? YES; Year Constructed: 1860; Number of Stories: 1.5 
Architectural Style: L-SHAPED COLONIAL CAPE; Construction Materials: WOOD 


Other Structures: BRICK OIL HOUSE (1907), WOOD BOATHOUSE (1905) 


Owner/Manager: U.S. COAST GUARD LEASE TO KENNEBUNKPORT CONSERVATION TRUST 
Current Use: ACTIVE AID TO NAVIGATION; Open to the Public? NO; Access: BOAT (HIGH TIDE ONLY) 


National Register Status: LISTED: GOAT ISLAND LIGHT STATION (LIGHT STATIONS OF MAINE MPS) 
Documented by HABS? YES (ME-193/MARO) 





KENNEBUNKPORT CONSERVATION TRUST HOPES TO MAINTAIN BUILDINGS, PROVIDE A CARETAKER AND USE 
RESOURCE FOR EDUCATION ACTIVITIES; COVERED WALKWAY PREVIOUSLY CONNECTED TOWER TO KEEPERS 





GOOSE ROCKS LIGHT 


Location: EAST ENTRANCE FOX ISLANDS Markings/Patterns: WHITE TOWER, BLACK BASE & 
THOROFARE; U.S.C.G. District: 1 TRIM 
Nearest City: NORTH HAVEN; County: KNOX Shape: CONICAL TOWER/CYLINDRICAL BASE 
Relationship to Other Structures: INTEGRAL 
Year Station Established: 1890; Year Automated: 1963 Tower Height: 51; Height of Focal Plane: 51 
Original Optic: FOURTH ORDER 
Year Existing Historic Tower Constructed: 1890 Present Optic: 250 MM, SOLAR POWERED 
is the Light Operational? YES 
Foundation Materials: CAST IRON/CONCRETE ls there a Newer Tower? NO 
CAISSON Is there an Existing Fog Signal Building? NO 
Construction Materials: CAST IRON Current Fog Signal Type: HORN 
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GOOSE ROCKS LIGHT cont, 


ls there an Exiting Keeper Quarter? YES, Year Constructed: 1890, An hitectural Style SPARK PLUG INTEGRAL 
Construction Material: CAST IRON 


Chhver Struc tures 


Chwrner/Manager, U.S. COAST CARD, Current Use ACTIVE AID TO NAVILATIOIN 
Open to the Publi tf NO) Access: BOAT 


National Register Status: LISTED: GOST ROCKS LIGHT STATION (LIGHT STATIONS OF MAINE MPS) 


ONE OF FOUR “SPARK PLUG” TOWERS BUILT IN MAINI 





GREAT DUCK ISLAND LIGHT 


Location, BLUL HILL BAY APPROACH 
US.C.G. Distich 1 
Nearest City: FRENCHBORO, County: HANCOCK 


Year Station Established: 1890; Year Automated: 1986 


Year Existing Histor: Tower Constructed: 1890 
is the Light Operational’ YES 
Foundation Materials: TIMBER/S TONE 
Construction Materials: BRICK/GRANITE 
Markings/Patierns: WHITE W/BLACK LANTERN 
Shape: CYLINDRICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 42; Height of Focal Plane: 67 
Original Optic: FIFTH ORDER, FRESNEL 
Present Optic: Ff °S1 (1986) 


ls there a Newer Tower! NO 


Is there an Existing Fog Signal Building? YES 
Year Constructed: 1690; Construction Materials: BRICK 
Architectural Style: SQUARE 

Current Fog Signal Type: HORN/ORIGC,. BELL 





is there an Existing Keepers Quarters? YES Courtesy U.S. Coast Guard 
Year Constructed: 1890; Number of Stories: 1.5 


Architectural Style: COTTAGE 
Construction Materials; WOOD FRAME 
Other Structures: STONE O11 HOUSE (1901), STORAGE BUILDING (1890), BOATHOUSE (1890) 


Owner/Manager: U.S. COAST GUARD, Current Use: ACTIVE AID TO NAVIGATIONACOLOGCICAL RESEARCH 
Open to the Public? NO; Access: BOAT/HELICOPTER 


National Register Status: LISTED: GREAT DUCK ISLAND LIGHT STATION (LIGHT STATIONS OF MAINE MPS) 


ISOLATED ISLAND OWNED BY NATURE CONSERVANCY; ISLAND IS A SEABIRD NESTING SITE 
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GRINDLE POINT LIGHT 


Location; GILKEY HARBOR 
U5.C.G, Dietrich 1 
Nearest City: ISLESBORO 
County; WALDO 


Year Station Established: 1650 
Year Automated: 1934 





Year Existing Historic Tower 

Constructed: 18674 

Is the Light Operational’ YES 

Deactivated: 1934-1987 

Foundation Materials; CONCRETE 

Construction Materials: BRICK 

Markings/Patiomns: WHITE W/BLACK 
TRIM 

Shape: SQUARE 

Relationship to Other Structures: 

Tower Height: 39 y Grindle Point Lighthouse & Museurn Committee 

Height of Focal Plane: 39 

Original Optic: FIFTH ORDER, FRESNEL; Present Optic: 250 MM (1987) 








is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO; Current Fog Signal Type: NONE/ORIG. BELL 


Is there an Existing Keepers Quarters? YES; Year Constructed: 1874; Number of Stories: 1.5 
Architectural Style: CAPE COD (ATTACHED); Construction Materials; WOOD FRAME 


Other Structures; OIL HOUSE (1906), BOATHOUSE (BY 18861) 

Owner/Manager, TOWN OF ISLESBORO (U.S. COAST GUARD ACCESS TO TOWER) 

Current Use: ACTIVE AID TO NAVIGATION/KEEPERS DWELLING IS A MUSEUM 

Open to the Public? YES; SUMMERS - BY A”’POINTMENT; Access: FERRY FROM LINCOLNVILLE BEACH 


National Register Status: LISTED: GRIN DLE POINT LIGHT STATION 
Documented by HABS? YES (ME-181/MARO) 


LIGHT ON NEARBY SKELETON TOWER 1934-1987; AT REQUEST OF LOCAL CITIZENS, COAST GUARD 
MOVED LIGHT BACK INTO THE OLD TOWER IN 1987 AND REMOVED MODERN TOWER 





HALFWAY ROCK LIGHT 


Location: CASCO BAY OFF BAILEY ISLAND Markings/Patterns: WHITE W/BLACK LANTERN 
U.S.C, District: 1 Shape: CONICAL 
Nearest City: SOUTH HARPSWELL Relationship to Other Structures: ATTACHED 
County: CUMBERLAND Tower Height: 76; Height of Focal Plane: 77 
Original Optic: THIRD ORDER, FRESNEL (1871) 
Year Station Established: 1871; Year Automated: 1975 Present Optic: DCB 224 
Year Existing Historic Tower Constructed: 1871 is there a Newer Tower? NO 
is the Light Operational? YES Is there an Existing Fog Signal Building? NO 
Foundation Materials: GRANITE (REMOVED) 
Construction Materials: GRANITE/BRICK Current Fog Signal Type: HORN/ORIG. BELL 
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HALFWAY ROCK LIGHT cont. 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 1889; Number of Stories: 2 
Architectural Style: COMBINATION 
BOATHOUSE 
Construction Materials; WOOD 








Other Structures; STORAGE BUILDING, 
RADIOBEACON 





Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; RESTRICTED 
Access: HELICOPTER/BOAT (DANGEROUS) 


National Register Status: LISTED: HALFWAY 
ROCK LIGHT STATION (LIGHT STATIONS 
OF MAINE MPS) 





Courtesy U.S. Coast Guard ALL BUT TOWER WASHED AWAY: MARINE 
RAILWAY WASHED AWAY BY 1991 STORM 





HENDRICKS HEAD 
LIGHT 


Location: SHEEPSCOT RIVER 

ENTRANCE; U.5.C.G. District: 1 
Nearest City: WEST SOUTHPORT 
County: LINCOLN 


Year Station Established: 1829 
Year Automated: 1975 


Year Existing Historic Tower 

Constructed: 1875 

is the Light Operational? YES 

Deactivated: 1935-1951 

Foundation Materials: 
NATURAL/EMPLACED 

Construction Materials: BRICK 

Markings/Pattierns: WHITE W/BLACK 
LANTERN; Shape: SQUARE 

Relationship to Other Structures: 
SEPARATE Courtesy Benjamin Russell 

Tower Height: 39 

Height of Focal Plane: 43; Original Optic: FIFTH ORDER, FRESNEL (1875); Present Optic: 250 MM (1979) 





ls there a Newer Tower? NO 


Is there an Existing Fog Signal Building? YES; Year Constructed: 1890; Construction Materials: WOOD 
Architectural Style: PYRAMIDAL BELL TOWER; Current Fog Signal Type: BELL (INACTIVE) 


is there an Existing Keepers Quarters? YES; Year Constructed: 1875; Number of Stories: 2 
Architectural Style: VICTORIAN; Construction Materials: WOOD 


Other Structures: 2 CISTERNS, BRICK OIL HOUSE (1895), CATWALK, GARAGE, STORAGE BUILDING, BARN 
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Owner/Manager: PRIVATE OWNER/U.S. COAST GUARD (OPERATES LIGHT ONLY) 
Current Use; ACTIVE AID TO NAVIGATION; Open to the Public? NO 


National Register Status; LISTED: HENDRICKS HEAD LIGHT STATION (LIGHT STATIONS OF MAINE MPS) 
On State Lis/inventory? YES; Documented by HABS? YES (ME-186/MARO) 


ORIGINALLY ATTACHED TO DWELLING BY COVERED WALKWAY; LIGHT RECOMMISSIONED 1951 BUT 
BUILDINGS REMAIN IN PRIVATE OWNERSHIP; BOATHOUSE DESTROYED 1978 








HERON NECK LIGHT 


Location: GREENING ISLAND 
U.S.C.G. Distric: 1 
Nearest City: VINALHAVEN; County: KNOX 





Year Station Established: 18654; Year Automated: 19862 


Year Existing Historic Tower Constructed: 1654 
is the Liv’ Operational? YES 
Found sion Materials: GRANITE BLOCKS 
Cory wuction Materials: BRICK/ASPHALT 
M skings/Patterns: WHITE W/RED & BLACK TRIM 
hape: CYLINDRICAL 
Relationship to Other Structures: ATTACHED 
Tower Height: 30; Height of Focal Plane: 92 
Original Optic: FIFTH ORDER 
Present Optic: 300 MM (1982) 





is there a Newer Tower? NO 


Is there an Existing Fog Signal Building? YES 
Year C~ wructed: 1944 
Construction Materials: 
Architectural Style: BELL TOWER 

Current Fog Signal Type: HORN/ORIG. BELL 





Courtesy U.S. Coast Guard. 
is there an Existing Keepers Quarters? YES (DAMAGED 


IN 1989 FIRE); Year Constructed: 1695 
Number of Stories: 1.5; Architectural Style: L-SHAPE (ATTACHED); Construction Materials: WOOD 
Other Structures: BRICK OIL HOUSE (1903), GENERATOR BUILDING 


Owner/Manager: U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT 


National Register Status: LISTED: HERON NECK LIGHT STATION (LIGHT STATIONS OF MAINE MPS) 





INDIAN ISLAND LIGHT 


Location: INDIAN ISLAND/ROCKPORT HARBOR is the Light Operational? NO; Deactivated: 1934 
U.S.C.G. District: 1 Foundation Materials: 
Nearest City: ROCKPORT; County: KNOX Construction Materials: BRICK 
Markings/Patterns: WHITE W/BLACK TRIM 
Year Station Established: 1850 Shape: SQUARE 
Relationship to Other Structures: ATTACHED 
Year Existing Historic Tower Constructed: 1874 Original Optic: FOURTH ORDER, FRESNEL (1856) 
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INDIAN ISLAND LIGHT cont, 














Present Optic fiTH ORDER Ownet/Manager PRIVATE OWNER 
Current Use: PRIVATE PROPERTY 
ls there a Newer Tower? VIS Open to the Public? NO 
is there an Lxisting Keepers Quarters! VES National Register Matus: LISTED INDIAN ISLAND 
Year Constructed 1850, Number of Stories 1 5 LIGHT STATION (LIGHT STATIONS OF MAINE 
Architectural Style 1 SHAPT MPs) 
Construction Materials BRICK/FRAME 
REPLACED BY ACTIVE LOWELL ROCK POLE 
Other Structures: OFF MOUSE (1904), FUEL MOUST BLACON IN 1935; SOMETIMES LOCALLY CALLED 
(1088), 2 STORAGE BUILDINGS GRAVES LIGHT 
ISLE AU HAUT 
(ROBINSON POINT) 
LIGHT 
Location ROBINSON POINT 
USCC. Dietrich 1 
Nearest City ISLE AU HAUT 
County: KNOX 





Year Station Establiehed 1907 
Year Automated 1959 


Year Existing Historic Tower 

Constructed: 1907 

ts the Light Operational? VES 

Foundation Materials GRANITE 
BLOCKS Courtesy U.S. Coast Guard 

Construction Materials 
GRANITE/BRICK 

Markings Pattiems LOWER GREY/UPPER WHITE W/BLACK LANTERN 

Shape: LOWER CONICAL/UPPER CYLINDRICAL: Relationship to Other Structures: ATTACHED 

Tower Height 40, Height of Focal Plane 48 

Original Optic: FOURTH ORDER, FRESNEL (1907), Present Optic: 250 MM 





ls there a Newer Tower? NO 
ts there an Existing Fog Signal Building? NO, Current Fog Signal Type: NONE 


ts there an Existing Keepers Quarters? YES; Year Constructed: 1907; Number of Stories: 2.5 
Architectural Style: VICTORIAN: Construction Materials: WOOD/STUCCO 


Other Structures: O11. HOUSE (1907), BOATHOUSE (1907), CATWALK CONNECTS TOWER TO DWELLING, 
COTTAGE (WOOD SHED), OUTHOUSE 


Owner/Manager U.S. COAST GUARD (TOWERYPRIVATE OWNER (DWELLING) 
Current Use: ACTIVE AID TO NAVIGATION/BED & BREAKFAST; Open to the Public? YES 
Access FERRY FROM STONINGTON: Public Phone: 207-367-2261 


National Register Status: LISTED: ISLE AU MAUT LIGHT STATION (LIGHT STATIONS OF MAINE MPS) 
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LIBBY ISLAND LIGHT 


Location MACHIAS BAY ENTRANCI 
US.C.0, Dietieh | 

Nearest City MACHIASPORT 
County) WASHING TON 








Year Siation tetablished: 1427 
Year Automated: 1974 


Year Lxisting Mistoric Tower Constructed 
1848 
is the Light Operational? YES 
Foundation Materials: SURFACE ROCK 
Construction Materials: GRANITE BLOCKS 
Markings/Pattiorns WHITE W/BLACK 
LANTERN 


Shape: CONICAL 
Relationship to Other Structures SEPARATE 








Courtesy U.S. Coast Guard 


Tower Meight: 42; Height of Focal Plane: 91 
Original Optic: FOURTH ORDER, FRESNEL (1855); Present Optic: OCB 224 


is there a Newer Tower? NO 

is there an Existing Fog Signal Building? YES; Year Constructed: 1864, Construction Materials: BRICK 
Architectural Style 

Current Fog Signal Type: AIR HORN 

ls there an Existing Keepers Quarters? NO (DISMANTLED) 

Other Structures: O11 MOUSE (1893), GENERATOR BUILDING 


Owner/Manager, U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO: Access: BOAT (DANGEROUS) 


National Register Status: LISTED: LIBBY ISLAND LIGHT STATION 





LITTLE RIVER LIGHT 


Location: LITTLE RIVER ISLAND/CUTLER 
HARBOR, U.S.C.G. Dietrich 1 

Nearest City: CUTLER 

County: WASHING TON 


Year Station Established: 1647 
Year Automated: 1974 


Year Existing Historic Tower Constructed 

1876 

is the Light Operational? NO 

Deactivated: 1975 

Foundation Materials: GRANITE BLOCKS 

Construction Materials: CAST 
PRON/BRICK 

Markings/Patterns WHITE W/BLACK 
LANTERN; Shape: CYLINDRICAL 

Relationship to Other Structures 
SEPARATE Courtesy U.S. Coast Guard 
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LITTLE RIVER LIGHT cont. 


Tower Meight, 41, Height of Focal Plane 56 
Original Optic: FIFTH ORDER, FRESNEL (1655), Present Optic: 300 MM (1 980) 


ls there a Newer Tower! YES; Year Constructed: 1975, Shape: SKELETAL 
is there an Existing Fog Signal Building! NO (DISMANTLED), Current fog Signal Type: MORN/ORIC. BELL 


ls there an Existing Keepers Quarters! YES; Year Constructed: 1688, Number of Stories | 5 
Architectural Style: L-SHAPE VICTORIAN, Construction Materials WOOD 


Other Structures: BRICK O11 MOUSE (1905), STORAGE BUILDING (1879), BOATHOUSE (1881) 
Owner/Manager, U.S. COAST GUARD LEASE TO CUTLER ASSOCIATION 

Curre t Use: 

Open to the Public? NO, Access: BOAT 


National Register Status: LISTED: LITTLE RIVER LIGHT STATION (LIGHT STATIONS OF MAINE MPS) 








LUBEC CHANNEL LIGHT 


Location: LUBEC CHANNEL; U.5.C.G. District | 
Nearest City: LUBEC; County: WASHINGTON 


Year Station Established 1890. Year Automated 1968 


Year Existing Historic Tower Constructed: 1890 
ts the Light Operational? YES 
Foundation Materials; CONCRETE/CAST IRON CAISSON 
Construction Materials: CAST IRON W/BRICK LINING 
Markings/Pattierns: WHITE TOWER ON BLACK 

CYLINDRICAL PIER 

Shape: CONICAL “SPARK PLUG" 
Relationship to Other Structures: INTEGRAL 
Tower Height: 40; Height of Focal Plane: 53 
Original Optic: FOURTH ORDER, FRESNEL (1690) 
Presemt Optic: 155 MM, SOLAR POWERED (1985) 








is there a Newer Tower? NO 


ts there an Existing Fag Signal Building? NO 
Current Fog Signal Type: HORN/ORIC, BELL 


ts there an Existing Keepers Quarters! YES 
Year Constructed: 1890 

Architectural Style: SPARK PLUG INTEGRAL 
Construction Materials: CAST IRON Courtesy U.S. Coast Guard 





Other Structures: CISTERNS IN BASEMENT 


Owner!) (anager. U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 
Open to the * ub ic? NO; Access: BOAT 


National Register Status: LISTED: LUBEC CHANNEL LIGHT STATION (LIGHT STATIONS OF MAINE MPS) 
TO BE SUBSTANTIALLY RESTORED IN 1992-1993; ORIGINAL FOG BELL ON DISPLAY IN LOCAL MUSEUM IN 
LUBEC, MAINE 
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MARSHALL POINT 
LIGHT 


Location PORT CLYDE MARBOR 
ENTRANCT 

USC, Oni | 

Nearest City PORT CLYDE 

County KNOX 


Year Mation tetabliehed 1811 
Year Automated 1980 


Vear Existing Historic Tower 

Constructed: 1857 

ls the Light Operational’ VES 

Foundation Materials GRANITE 
BLOCKS 

Construction Materials 
BRICK/GRANITEARON 

Markings/Pattorns WHITE 
W/BLACK LANTERN 

Shape: CYLINDRICAL 

Relationship to Other Structures 
SEPARATE 





Courtesy U.S. Coast Guard 


Tower Height: 31; Height of Focal Plane: 30 
Original Optic: FIFTH ORDER, FRESNEL (1657); Present Optic: 300 MM (1981) 


is there a Newer Tower? NO 
ls there an Existing Fog Signal Building? NO (DISMANTLED), Current Fog Signal Type HORN/ORIC BELL 


ts there an Existing Keepers Quarters? YES, Year Constructed: 1896; Number of Stories: 1.5 
Architectural Style: COLONIAL REVIVAL, Construction Materiak: WOOD 


Other Structures: O11 MOUSE (1905), CATWALK 

OwnerManager, U.S. COAST GUARD LEASE TO ST. GEORGE HISTORICAL SOCIETY 

Current Use: ACTIVE AID TO NAVIGATION/MUSEUM IN KEEPERS DWELLING 

Open to the Public? YES; Access: ROUTE 131 FROM THOMASTON: Public Phone: 207.372.4450 


National Register Status: LISTED: MARSHALL POINT LIGHT STATION (LIGHT STATIONS OF MAINE MPS) 
On State Lis/inventory? YES; Documented by HABS? YES (ME-205/MARO) 


CATWALK FROM LIGHT TOWER TO SHORE WAS ORIGINALLY COVERED 





MATINICUS ROCK LIGHT (TWIN TOWERS) 


Location: 6 MILES SOUTH OF MATINICUS ISLAND Shape: CYLINDRICAL 
US.C.G. District | Relationship to Other Structures: ATTACHED 
Nearest City: ROCKLAND, County: KNOX Tower Height: 486; Height of Focal Plane: 90 
Original Optic: THIRD ORDER, FRESNEL (1857) 
Year Station Established: 1627; Year Automated: 1963 Present Optic: OCB 224 (1983) 
Year Existing Historic Tower Constructed: 1657 is there a Newer Tower? NO 
is the Light Operational? YES 
Foundation Materials: NATURAL/EMPLACED is there an Existing Fog Signal Building? NO 
Construction Materials: GRANITE BLOCKS REMOVED 1963) 
Markings/Patterns NATURAL Current Fog Signal Type: HORN 
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MATINICUS ROCK LIGHT 
(TWIN TOWERS) cont. 


ls there an Existing Keepers (Quarters! YES 
Vear Constructed: 1846 
Number of Stories 72 
Architectural Style RECTANGULAR 
Construction Materials GRANITE/ 
WOOD 


Other Structures: STORAGE BUILDING. 
BOATHOUSE (1890), 2 CISTERNS, 
RAILWAY, FOUNDATION OF 
ASSISTANT KEEPERS, BRICK 
GENERATOR BUILDING, 2 PLASTK 
GENERATOR SHEDS, HELICOPTER 
PAD 











Owner/Manager, U.S. COAST GUARD Courtesy National Audubon Society/Susan £ Schubel 
LEASE TO NATIONAL AUDUBON 
SOCIETY; Current Use: RESEARCH HEADQUARTERS FOR AUDUBON BIOLOGISTS 

Open to the Public? NO, Access: BOAT OR HELICOPTER FROM MATINICUS ISLAND 


National Register Status: LISTED: MATINICUS ROCK LIGHT STATION (LIGHT STATIONS OF MAINE MP5) 
DESIGNED BY ALEXANDER PARRIS, ABBIE BURGESS GAINED HEROINE REPUTATION HERE; ORIG. LENS 


REMOVED TO SHORE VILLAGE MUSEUM, ROCKLAND, TWO 1648 TOWERS (TOPS REMOVED) ATTACHED TO 
HOUSE; SECOND 18657 TOWER INACTIVE 1924; ISLAND IMPORTANT SEABIRD NESTING SITE 





MONHEGAN ISLAND 
LIGHT 


Location: MONHEGAN ISLAND 
US.C.G. District 1 

Nearest City MONHEGAN 
County: LINCOLN 


Year Station Established 1824 
Year Automated: 1959 


Year Existing Historic Tower 
Constructed: 1650 
is the Light Operational? YES 
Foundation Materials. SURFACE 
ROCK 
Construction Materials: GRANITE 
BLOCKS 
Markings/Patierns: NATURAL 
Courtesy U.S. Coast Guard, 1980 Shape: CYLINDRICAL 
Relationship to Other Structures 
SEPARATE 





Tower Meight: 47; Height of Focal Plane: 176 
Original Optic: SECOND ORDER, FRESNEL (1856); Present Optic: OCB-36 (1959) 


is there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO; Current Fog Signal Type: HORN/ORIC. BELI 
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ls there an Existing Keepers Quarters! VES, Year Constructed: 1674; Number of Stories: 2 
Architectural Style: VICTORIAN, Construction Materials, WOOD FRAME 


Other Structures: CISTERN, OL MOUSE (ca. 1893), GARAGE, STORAGE BUILDING, CHICKEN COUP, CATWALK 


Owner/Manager, U.S. COAST GUARD (TOWERVMONHEGAN CULTURAL & HISTORICAL ASSOCIATION (KEEPERS) 
Current Use: ACTIVE AID TO NAVIGATION/MUSEUM IN KEEPERS DWELLING 


Open to the Publict YES, Access: FERRY FROM PORT CLYDE 


National Register Status: LISTED: MONHEGAN ISLAND LIGHTHOUSE & QUARTERS, On State LieVinventory? VES 


Documented by MABS! VES (ME-202/MARO) 


COMPANION FOG SIGNAL ACROSS HARBOR ON MANANA ISLAND 





MOOSE PEAK LIGHT 


Location: MISTAKE ISLAND/EASTERN BAY 

US.C.G. Dietrich 1 

Nearest City: JONESPORT, County; WASHINGTON 
Year Station Established: 1627; Year Automated: 1972 


Year Existing Historic Tower Constructed: 1651 
© Ge Ligh Cpertenst ves 


Relationship to Other Structures: SEPARATE 
Tower Height: 57; Height of Focal Plane: 72 
Original Optic: SECOND ORDER, FRESNEL (1656) 
Present Optic: OCB 36 (1972) 


Is there an Existing Fog Signal Building? VES 
Year Constructed: 1912 
Construction Materials: BRICK 


Current Fog Signal Type: HORN 


ls there an Existing Keepers Quarters! NO 
(DISMANTLED 1962) 


Owner/Manager. U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO; Access: BOAT 
National Register Status: NONE 
ALSO KNOWN AS MISTAKE ISLAND LIGHT 








Courtesy U.S. Coast Guard, 1951. 


MOUNT DESERT ROCK LIGHT 


Year Existing Historic Tower Constructed: 18647 

is the Light Operational? YES 

Foundation Materials: SURFACE ROCK 

Construction Materials: GRANITE BLOCKS 

Markings/Patterns: NATURAL W/BLACK 
LANTERN 

Shape: CONICAL 

Relationship to Other Structures: SEPARATE 

Tower Height: 58; Height of Focal Plane: 75 


Original Optic: THIRD ORDER, FRESNEL (1658); Present Optic: OCB 24 (1977) 


is there a Newer Tower? NO 


is there an Existing Fog Signal Building? NO (DISMANTLED); Current Fog Signal Type: HORN/ORIG. BELL, WHISTLE 
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MOUNT DESERT ROCK LIGHT cont. 


ls there an Existing Keepers Quarters? YES, Year Constructed: 1692, Number of Stories, 15 
Architectural Style COLONIAL DUPLEX, Construction Materials WOOD FRAME 


Other Structures, CISTERN, STORAGE BUILDING, BOATHOUSE (1695) 


OwnerManager, U.S. COAST GUARD LEASE TO COLLEGE OF THE ATLANTIC 
Current Use: ACTIVE AID TO NAVIGATION; Open to the Public! NO, Access: 20 MILES OF FSHORE/BOAT 


National Register Status: LISTED: MOUNT DESERT LIGHT STATION (LIGHT STATIONS OF MAINE MPS) 


Documented by HABS! YES (ME-204/MARO) 


TOWER DESIGNED BY NOTED ARCHITECT/ENGINEER ALEXANDER PARRIS, REPLICA OF CUPOLA PLACED ON 





NARRAGUAGUS (POND ISLAND) LIGHT 


Location: £. SIDE POND ISLAND/NARRAGUAGUS 
BAY; U.S.C.G. District: | 
Nearest City: MILBRIDGE; County: WASHINGTON 


Year Station Established 1653 


Year Existing Historic Tower Constructed: 1853 
bs the Light Operational! NO; Deactivated: 1934 


ls there a Newer Tower? NO 
ts there an Existing Fog Signal Building? NO 


ts there an Existing Keepers Quarters! YES 

Year Constructed: 1675; Number of Stories: 1.5 
Architectural Style 
Construction Materials; WOOD FRAME 


Other Structures: 2 STORAGE BUILDINGS, Ot. 
HOUSE (1905), BRICK WORKROOM (1887) 
ATTACHES TOWER TO DWELLING 


Owner/Manager, PRIVATE OWNER 
Current Use: RESORT 


Oper to the Public? NO; Access: BOAT 


National Register Status: LISTED NARRAGUAGUS 
LIGHT STATION (LIGHT STATIONS OF MAINE 
MPS) 

Documented by HABS! YES (ME-195/MARO) 





NASH ISLAND LIGHT 


Location: SOUTHEAST MOUTH OF PLEASANT BAY 
U.S.C.G. District 1; Nearest City: SOUTH ADDISON 
County: WASHINGTON 

Year Station Established: 1638; Year Automated: 1956 


Year Existing Historic Tower Constructed: 1874 
ane 
Materials: SURFACE ROCK 
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Relationship to Other Structures: SEPARATE 
Original Optic: FOURTH ORDER, FRESNEL (1874) 


Other Structures: NONE (DISMANTLED) 


Ownerd/Manager. U.S. COAST GUARD 
Open to the Public? NO; Access: BOAT 
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OWLS HEAD LIGHT 


Location: WEST PENOBSCOT BAY/ROCKLAND 
HARBOR; U.S.C.G. Diswies | 
Nearest City; OWLS MEAD; County: KNOX 


Year Station tstablished: 1825 
Year Automated: 1989 


Year Existing Historic Tower Constructed: 1852 
is the Light Operational? YES 
Foundation Materials: GRANITE 
Construction Materials: BRICK 
Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: CYLINDRICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 30; Height of Focal Plane: 100 
Original Optic: REFLECTOR (18626) 
Present Optic: FOURTH ORDER, FRESNEL 

(1856) 





Courtesy U.S. Coast Guard 


ls there a Newer Tower! NO 
is there an Existing Fog Signal Building? NO; Current Fog Signal Type: AIR HORN/ORIGC. BELL 


is there an Existing Keepers Quarters? YES; Year Constructed: 18654; Number of Stories: 1.5 
Architectural Style: COTTAGE; Construction Materials: WOOD FRAME 


Other Structures: GENERATOR HOUSE; WOODEN WALKWAY TO TOWER; OIL STORAGE BUILDING (1895) 


Owner/Manager, U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION/COAST GUARD HOUSING IN KEEPERS DWELLING 


Open to the Public? YES; BY APPOINTMENT; Access: KNOX COUNTY LIGHTHOUSE PARK/OFF ROUTE 73 


National Register Status: LISTED: OWLS HEAD LIGHT STATION 
Documented by HABS? YES (ME-185/MARO) 


WALKWAY TO TOWER WAS ONCE COVERED; 1906 BELL TOWER & 1894 BOATHOUSE DISMANTLED 








PEMAQUID POINT LIGHT 


Location: ENTRANCE TO MUSCONGUS 
BAY; U.S.C.G. District 1 

Nearest City: PEMAQUID POINT 

County: LINCOLN 


Year Station Established: 1627 
Year Automated: 1934 


Year Existing Historic Tower Constructed: 

1835; ts the Light Operational? YES 

Foundation Materials: 
NATURAL/EMPLACED 

Construction Materials: RUBBLE STONE 

Markings/Patterns. WHITE W/BLACK 
LANTERN; Shape: CONICAL 

Relationship to Other Structures: 
ATTACHED Courtesy Fisherman's Museurm/Robert St. Pierre, 1993 
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PEMAQUID POINT LIGHT cont, 


lower Tlewht Wh thet of bocal Plane 79 
Chriginal Cpt ARCAND LAMIS 
Preset Cite TOUTE ORDER, PRESNEL (LAG) 


hs theme a Newer lower NO) 


ls there an txiting Fog Signal Building? YES 
Year Constinnted 1897 
( onstruction Material: BRICK/AWOOD 
Arc beitec tural Style PYRAMIDAL TOWLE 
Current tog Saanal type: BELL (REMOVED 1944) 


ls there an Existing Keeper (juarten? YES 
Year Constructed: 1857; Number of Stories 
Ar thitectural Style CAPE COD (ATTACHED) 
( onetrn tion Materials WORKOD T RAMI 


(Nive Structures: ON HOUSE (1A9OG) 


Chwne/Manager US. COAST CUARD (LOWLERY 
TOOWN OFF ARISTON (REMAINDER) 

( urrent Lees AC TIVE AD 10) NAVIC.ATIOIN/ 
MUST UM IN KELPERS 


(pen to the Public’ YES 
Access: TISTILRIMAN'S MUSEUM, ROUTE 100 
Public Phone: 207.677.2494 


National Register Status: LISTED, PLMAQUID POINT 
tae 

On State Lisinventory? YOS; Year Listed: 1975 

Dox umented by HIABS? YES (ME. 1A 7/MARO) 


LENS 1ROM BAKERS ISLAND LIGHT ON DISPLAY IN 
MUSLUM 





PERKINS ISLAND LIGHT 


tox ation: PERKINS IS| AND/ 
KENNIBELC RIVER 

US. .6,. Dietrich 1 

Nearest City: GEORGETOWN 

( uty: SAG ADA ICM 

Year Station tstablished: 1498 

Year Automated: 1959 


Year txisting Histor Lower 

Constructed: 1498 

ls the Light Operationald YES 

Foundation Materials BRICK 

Construction Materials: WOOD 

Markings Patterns: WHITE WARED 
LANTERN, Shape: OC TAGONAT 

Relationship to Other Structures 
SEPARATI 

lower Height: 25 

Hem of focal Plane: 41 

Criginal Optic: HETH ORDER 

Present Optic: 250 MM 


ls there a Newer lower! NO) 


ls there an Existing fog Signal Building? YES; Year Constructed 


Architectural Style: PYRAMIDAL TOWLE: Current fog Signal Type: BELL (INACTIVE) 


Is there an Existing Keepers Chuarters¢ YES; Year Constructed 
Architectural Style: LATE VICTORIAN, Construction Materials 


Chther Structures: BRICK O1 HOUSE (1906), BARN (1897-98), BOATHOUSE (1901) 


Chwner/Manager, U.S. COAST GUARD (TOWERYSTATE OF MAINE (KEEPERS DWELLING) 
Current Use ACTIVE AID TO NAVIGATION/WIL DLE REEUGH 
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1H9R: Number of Stories: 2 





Courtesy U.S. Coast Guard 


1902: Construction Materials: WOOD 


WOOD SHINGLED 
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Open to the Publict YES; GROUNDS ONLY; Access: BOAT 


National Register Status: LISTED; PERKINS ISLAND LIGHT STATION (LIGHT STATIONS OF MAINE MPS) 
Documented by HABS? YES (ME-190/MARO) 








PETIT MANAN LIGHT 


Location; OFF PETIT MANAN POINT; U.S.C.G. District: 1 
Nearest City; MILLBRIDGE; County: WASHINGTON 


Year Station Established: 1617; Year Automated: 1972 


Year Existing Historic Tower Constructed: 1855 
is the Light Operational? YES 
Foundation Materials; NATURAL/EMPLACED 
Construction Materials; GRANITE BLOCKS W/BRICK LINING 
Markings/Patterns: NATURAL W/BLACK LANTERN 
Shape: CYLINDRICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 119; Height of Focal Plane: 123 
Original Optic: SECOND ORDER, FRESNEL (1855) 
Present Optic: DCB 224 








is there a Newer Tower? NO 


Is there an Existing Fog Signal Building? YES 
Year Constructed: 1887; Construction Materials: BRICK 


Current Fog Signal Type: HORN 











Courtesy Petit Manan National Wildlife Refuge Is there an Existing Keepers Quarters? YES 
Year Constructed: 1875; Number of Stories: 1.5 
Architectural Style: 
Construction Materials; WOOD FRAME 


Other Structures; ENGINE HOUSE (1876), RAIN SHED, BOATHOUSE (BY 1868), BOARDWALK, BOATRAMP, 
HELICOPTER PAD 


Owner/Manager: U.S. COAST GUARD (TOWERVU.S. FISH & WILDLIFE SERVICE 

Current Use: ACTIVE AID TO NAVIGATION/NATIONAL WILDLIFE REFUGE 

Open to the Public? NO; Access: BOAT FROM JONESPORT/PETIT MANAN NATIONAL WILDLIFE REFUGE 
National Register Status: LISTED: PETIT MANAN LIGHT STATION; Documented by HABS? YES (ME-194/MARO) 


TOWER ONCE ATTACHED TO BUILDING; ORIGINAL LENS AT SHORE VILLAGE MUSEUM IN ROCKLAND; 
BOATHOUSE TO BE RAZED IN 1993 





POND ISLAND LIGHT 


Location: KENNEBEC RIVER ENTRANCE WEST SIDE Relationship to Other Structures: SEPARATE 
U.S.C.G. District: 1; Nearest City: POPHAM BEACH Tower Height: 20; Height of Foca! Plane: 52 
County: SAGADAHOC Original Optic: FIFTH ORDER 
Year Station Established: 1821: Year Automated: 1963 Present Optic: 250 MM 
Year Existing Historic Tower Constructed: 1855 
Is the Light Operational? YES Owner/Manager: U.S. COAST GUARD 
Foundation Materials: GRANITE BLOCKS Current Use: ACTIVE AID TO NAVIGATION IN BIRD 
Construction Materials: BRICK REFUGE; Open to the Public? NO; Access: BOAT 
Markings/Patterns: WHITE W/BLACK TRIM 
Shape: CYLINDRICAL National Register Status: NONE 
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PORTLAND BREAKWATER LIGHT 
("BUG LIGHT") 


Location; PORTLAND HARBOR; U.S.C.G. District: | 
Nearest City: SOUTH PORTLAND 
County: CUMBERLAND 


Year Station Established: 1855; Year Automated: 1934 


Year Existing Historic Tower Constructed: 1875 

Is the Light Operational? NO; Deactivated: 1942 

Foundation Materials: GRANITE BLOCK CAISSON 

Construction Materials: IRON PLATE W/BRICK 
LINING 

Markings/Patterns: RESEMBLES 4TH CENTURY 
GREEK MONUMENT 

Shape: CONICAL 

Relationship to Other Structures: SEPARATE 

Tower Height: 13; Height of Focal Plane: 13 

Original Optic: SIXTH ORDER, FRESNEL (1855) 

Present Optic: 


ls there a Newer Tower? NO 

Is there an Existing Fog Signal Building? NO 

Is there an Existing Keepers Quarters? NO (REMOVED 
1934) 

Current Fog Signal Type: ORIG. BELL 


Other Structures: 
Owner/Manager: TOWN OF SOUTH PORTLAND 


Current Use: TOWN PARK; Open to the Public? YES 
Access: BREAKWATER; Public Phone: 207-799-2661 











Courtesy Historic American Building Survey/Historic 
American Engineering Record, 1962. 


National Register Status: LISTED: PORTLAND BREAKWATER LIGHT; On State List/inventory? YES 


Documented by HABS? YES (ME-112) 


1855 TOWER MOVED; TOWER ONCE ATTACHED TO BUILDING; IN 1993 FRESNEL LENS REMOVED TO COAST 


GUARD STATION IN SOUTH PORTLAND 





PORTLAND HEAD LIGHT 


Location: PORTLAND HARBOR/CASCO BAY 
US.C.G. Distict 1 

Nearest City: CAPE ELIZABETH 

County: CUMBERLAND 


Year Station Established: 1791: Year Automated: 1989 


Year Existing Historic Tower Constructed: 1791 
Is the Light Operational? YES 
Foundation Materials: NATURAL/EMPLACED 
Construction Materials: RUBBLE STONE W/BRICK 
LINING 
Markings/Patterns: WHITE W/BLACK TRIM 


172 


Shape: CONICAL 

Relationship to Other Structures: ATTACHED 
Tower Height: 80; Height of Focal Plane: 101 
Original Optic: FOURTH ORDER, FRESNEL (1855) 
Present Optic: DCB 224 


ils there a Newer Tower? NO 


Is there an Existing Fog Signal Building? YES 
Year Constructed: 1975 (REPLICA) 
Construction Materials: BRICK 
Architectural Style: 

Current Fog Signal Type: WHISTLE 
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Courtesy U.S. Coast Guard, ca. 1940. 
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is there an Existing Keepers Quarters? 
YES; Year Constructed: 1691 


Number of Stories: 2 

Architectural Style: DUPLEX 

Construction Materials; WOOD 
FRAME 


Other Structures: GARAGE, OL 
MOUSE (1891) 


Owner/Manager: U.S. COAST 
GUARD LEASE TO TOWN OF 


CAPE ELIZABETH 

Current Use: ACTIVE AID TO 
NAVIGATION/MUSEUM IN 
KEEPERS DWELLING 

Open to the Public? YES 

Access: 1000 SHORE ROAD/FORT 
WILLIAMS STATE PARK 

Public Phone: 207-799-2661 


National Register Status: LISTED: 
PORTLAND HEAD LIGHT 

On State List/Inventory? YES 

Documented by HABS? YES (ME-123) 


FIRST TOWER COMPLETED BY THE U.S. GOVERNMENT; ONE OF FOUR I8TH-CENTURY TOWERS STILL INTACT; 
SECOND ORDER LENS REMOVED 1946, RETURNED 1992, PORTION OF LENS ON DISPLAY IN TOWER 





PROSPECT HARBOR 
POINT LIGHT 


Location: PROSPECT HARBOR 

POINT; U.S.C.G. District: 1 
Nearest City: PROSPECT HARBOR 
County: HANCOCK 


Year Station Established: 1850 
Year Automated: 1951 


Year Existing Historic Tower 
Constructed: 1891 
is the Light Operational? YES 
Deactivated: 1859-1870 
Foundation Materials: GRANITE 
BLOCKS 
Construction Materials: WOOD 


Markings/Patterns: WHITE W/BLACK Courtesy U.S. Coast Guard, 1981. 


LANTERN; Shape: CONICAL 


Relationship to Other Structures: SEPARATE 
Tower Height: 38; Height of Focal Plane: 42 
Original Optic: FIFTH ORDER (1870); Present Optic: 250 MM 


ls there a Newer Tower? NO 


ls there an Existing Fog Signal Building? NO 








Is there an Existing Keepers Quarters? YES; Year Constructed: 1891; Number of Stories: 1.5 


Architectural Style: FARMHOUSE; Construction Materials: WOOD FRAME 
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PROSPECT HARBOR POINT LIGHT cont. 


Other Structures; STONE OIL HOUSE (1905), Open to the Public? NO; OPEN HOUSE - MEMORIAL 

BOATHOUSE DAY WEEKEND; Access: MILITARY BASE 
Owner/Manager: U.S. COAST GUARD (LIGHTVU.S National Register Status: LISTED: PROSPECT 

NAVY (DWELLING) HARBOR LIGHT STATION (LIGHT STATIONS OF 
Current Use: ACTIVE AID TO NAVIGATION/KEEPERS MAINE MPS) 

DWELLING USED AS NAVY GUEST HOUSE Documented by HABS? YES (ME-201/MARO) 





PUMPKIN ISLAND LIGHT 


Location: EGGEMOGGIN REACH/PENOBSCOT BAY Is there an Existing Fog Signal Building? UNKNOWN 

U.S.C.G. District: 1 

Nearest City: SARGENTVILLE; County: HANCOCK Is there an Existing Keepers Quarters? YES (MODIFIED) 
Year Constructed: 1854; Number of Stories: 1.5 

Year Station Established: 1854; Automated: 1930 Architectural Style: COLONIAL CAPE 


Construction Materials: FRAME 
Year Existing Historic Tower Constructed: 1854 


is the Light Operational? NO; Deactivated: 1933 Other Structures: BOATHOUSE (1885, 1906), BRICK 
Foundation Materials: STONE OIL HOUSE (1906) 
Construction Materials: BRICK 
Markings/Patterns: WHITE TOWER W/BLACK Owner/Manager: PRIVATE OWNER 

LANTERN Current Use: PRIVATE PROPERTY 
Shape: CYLINDRICAL Open to the Public? UNKNOWN 
Relationship to Other Structures: ATTACHED 
Tower Height: 28 National Register Status: LISTED: PUMPKIN ISLAND 
Original Optic: FIFTH ORDER, FRESNEL (1854) LIGHT STATION (LIGHT STATIONS OF MAINE 
Present Optic: MPS) 


Documented by HABS? YES (ME-200/MARO) 
ils there a Newer Tower? NO 








RAM ISLAND LEDGE LIGHT 


Location: PORTLAND HARBOR/CASCO BAY 
US.C.G. District: 1 
Nearest City: CAPE ELIZABETH; County: CUMBERLAND 


Year Station Established: 1905; Year Automated: 1959 


Year Existing Historic Tower Constructed: 1905 
ls the Light Operational? YES 
Foundation Materials: NATURAL/EMPLACED 
Construction Materials: GRANITE BLOCKS 
Markings/Patterns: NATURAL W/BLACK LANTERN 
Shape: CONICAL 
Relationship to Other Structures: INTEGRAL 
Tower Height: 72; Height of Focal Plane: 77 
Original Optic: THIRD ORDER, FRESNEL (1905) 
Present Optic: 300 MM 


ls there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: HORN/ORIG. BELL 











Courtesy U.S. Coast Guard, 1951. 
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Is there an Existing Keepers Quarters? YES; Year Constructed: 1905; Number of Stories: 
Architectural Style: INTEGRAL TO TOWER; Construction Materials: GRANITE 


Other Structures: BOATHOUSE 


Owner/Manager, U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO; Access: BOAT 


National Register Status: LISTED: RAM ISLAND LEDGE LIGHT STATION (LIGHT STATIONS OF MAINE MPS) 


LEDGE COVERED AT HIGH WATER 





RAM ISLAND LIGHT 


Location; RAM ISLAND/BOOTHBAY HARBOR 
U.S.C.G, District: | 
Nearest City: OCEAN POINT; County: LINCOLN 


Year Station Established: 1883; Year Automated: 1965 


Year Existing Historic Tower Constructed: 188) 
Is the Light Operational? YES 
Foundation Materials: GRANITE BLOCK CAISSON 
Construction Materials: BRICK/GRANITE 
Markings/Patterns: WHITE W/NATURAL CAISSON & 

BLACK LANTERN 

Shape: CYLINDRICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 35; Height of Focal Plane: 36 
Original Optic: FOURTH ORDER, FRESNEL (1881) 
Present Optic: 250 MM 


Ils there a Newer Tower? NO 


Is there an Existing Fog Signal Building? UNKNOWN 
Year Constructed: 1883 
Construction Materials: 
Architectural Style: VICTORIAN 


Current Fog Signal Type: HORN 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1883; Number of Stories: 1.5 
Architectural Style: L-SHAPE VICTORIAN 
Construction Materials; WOOD FRAME 


Other Structures: CISTERN, BRICK OIL HOUSE (1698), 
STORAGE BUILDING, BARN (1883), CATWALK 
ATTACHES TOWER TO SHORE 


Owner/Manager: U.S. COAST GUARD/MANAGED BY 
RAM ISLAND PRESERVATION SOCIETY 

Current Use: ACTIVE AID TO NAVIGATION 

Open to the Public? NO; Access: BOAT 


National Register Status: LISTED: RAM ISLAND 
LIGHT STATION (LIGHT STATIONS OF MAINE 
MPS) 

On State List/inventory? YES; Year Listed: 1987 

Documented by HABS? YES (ME-206/MARO) 


SMALLER BUT IDENTICAL TO GRAVES LEDGE IN 
MASSACHUSETTS 





ROCKLAND BREAKWATER LIGHT 


Location: JAMESON POINT/ROCKLAND HARBOR 
U.S.C.G. District: 1 
Nearest City: ROCKLAND; County: KNOX 


Year Station Established: 1827; Year Automated: 1964 


Year Existing Historic Tower Constructed: 1902 
Is the Light Operational? YES 
Foundation Materials: TIMBER/GRANITE PIER 
Construction Materials: DRESSED STONE/BRICK 
Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: SQUARE TOWER ON FOG SIGNAL 

BUILDING 

Relationship to Other Structures: INTEGRAL 
Tower Height: 25; Height of Focal Plane: 39 
Original Optic: FOURTH ORDER 


Present Optic: FA-251 


ls there a Newer Tower? NO 

Is there an Existing Fog Signal Building? YES 
Year Constructed: 1962 
Construction Materials: BRICK 
Architectural Style: INTEGRAL 

Current Fog Signal Type: HORN 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1902; Number of Stories: 1.5 


Architectural Style: GAMBREL (ATTACHED) 
Construction Materials: WOOD 


Other Structures: NONE 
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Courtesy U.S. Coast Guard 








ROCKLAND BREAKWATER LIGHT 
con, 


OwnerManager U.S. COAST GUARD LEASE TO 
ROCKLAND LIGHTHOUSE MUSTUM 

Current Use: ACTIVE AID TO NAVIGATION/MUSEUM 

Open to the Public? YES; Access: END OF 
BRLAKWATER/WALDO & SOMERSET ROADS 


National Register Status: LISTED, ROCKLAND 
BREAKWATER LIGHTHOUSE 





SADDLEBACK LEDGE LIGHT 


Location: ISLE AU HAUT BAY; U.5S.C.C. District 1 
Nearest City: VINELHAVEN; County: KNOX 


Year Station Established: 1639, Year Automated. 1954 


Year Existing Historic Tower Constructed: 1639 
is the Light Operational’ YES 
Foundation Materials: SURFACE ROCK 
Construction Materials: GRANITE/IRON 
Markings/Patiems: NATURAL ON WHITE BASE 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 42 
Height of Focal Plane: 52 


Original Optic: FIFTH ORDER (1856) 
Present Optic: 300 MM 


ls there a Newer Tower? NO 
ts there an Existing Fog Signal Building? UNKNOWN 


Current Fog Signal Type: HORN 


ls there an Existing Keepers Quarters? NO 
(DISMANTLED AFTER 1960) 


Other Structures 


Owner/Manager. U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO 
Access: BOAT - EXTREMELY DANGEROUS 


National Register Status: LISTED: SADDLEBACK 
LEDGE LIGHT STATION (LIGHT STATIONS OF 
MAINE MPS) 

Documented by HABS? YES (ME-79) 


TOWER DESIGNED BY ALEXANDER PARRIS; TOWER 
PREVIOUSLY ATTACHED TO DWELLING 





SEGUIN ISLAND LIGHT 


Location: KENNEBEC RIVER/SOUTH OF 
GEORGETOWN; U5S.C.G. District 1 
Nearest City. GEORGETOWN, County: SAGADAHOC 


Year Station Established: 1795. Year Automated: 1985 


Year Existing Historic Tower Constructed: 1657 
is the Light Operational’ YES 
Foundation Materials: SURFACE ROCK 
Construction Materials: GRANITE BLOCKS/BRICK 
Markings/Pattiems: WHITE W/BLACK LANTERN 
Shape: CYLINDRICAL 
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Relationship to Other Structures: ATTACHED 
Tower Height: 53; Hegnt of Focal Plane: 160 
Original Optic: FIRST ORDER, FRESNEL (1857) 
Present Optic: FIRST ORDER, FRESNEL (1657) 


is there a Newer Tower? NO 


ls there an Existing Fog Signal Building? YES 
Year Constructed: 1669 
Construction Materials: BRICK 
Architectural Style: SINGLE STORY 
Current Fog Signal Type: HORN 
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Seguin Island Light Courtesy friends of Seguin Island, 1992 











MAINE 


ls there an Existing Keepers Quarters! 
VtS, Year Constructed: 1857 


Number of Stories: 1.5 

Architectural Style DORMERED 
DUPLEX CAPT 

Construction Materials RED BRICK 


Other Structures: CISTERN, O11 
MOUSE (1892), | BOATHOUST 
W/RAMP & ELECTRIC WINCH, | 
WHARI, | DONKEY HOUST 
W/DIESEL ENGINE OPERATING 
TRAMWAY 


OwnerManager, U.S. COAST GUARD 
LEASE TO FRIENDS OF SEGUIN 


ISLAND 
Current Use: ACTIVE AID TO 
NAVIGATION/MUSEUM 
Open to the Public? YES; MAY 
THROUGH OCTOBER 
Access: BOAT FROM BATH OR 
BOOTHBAY HARBOR 


National Register Status: LISTED: SEGUIN ISLAND LIGHT STATION, On State Lietlnventory? YES 


ONLY FIRST ORDER LENS IN MAINE; ONLY OPERATING TRAMWAY IN MAINE: THIRD TOWER ON SITE 





SPRING POINT LEDGE LIGHT 


Location: PORTLAND HARBOR: US.C.C. District 1 
Nearest City: SOUTH PORTLAND 
County: CUMBERLAND 


Year Station Established 1897. Year Automated: 1934 


Year Existing Historic Tower Constructed 1897 
ls the Light Operational’ YES 
Foundation Materials BRICK/IRON CAISSON 
Construction Materials BRICK 
Markings/Pattems: WHITE ON BLACK PIER W/BLACK 

LANTERN 

Shape: CONICAL “SPARK PLUC’ 
Relationship to Other Structures: INTEGRAL 
Tower Height: 54; Height of Focal Plane: 54 
Original Optic: FIFTH ORDER, FRESNEL (1897) 
Present Optic 300 MM 


is there a Newer Tower? NO 
ls there an Existing Fog Signal Building? NO (DISMANTLED) 
Current Fog Signal Type: HORN/ORIC, BELL 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 1697 
Architectural Style: SPARKPLUCG 
Construction Materials BRICK 


Other Structures: GRANITE BREAKWATER (1951) 
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Courtesy U.S. Coast Guard, 1949 
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Year txisting HMistork Tower Constructed 1897 
ts the Light Operational’ YES 
foundation Material NATURAL/AMPLACED 
Construction Materials BRICK 
Markings/Patterns WHITE W/BLACK LANTERN 
Shape SQUARI 
Relationship to Other Structures ATTACHED 
Tower Height 42, Height of focal Plane 65 
Original Optic, FETE ORDER (1897) 
Prevent Optic: OCB 224 


bs there an txiting Fog Sqapnal Buitding? YES 
Year Constructed: 1897 
Construction Materials BRICK 
Anhitectural Style ATTACHED TO TOWER 
Current fog Sqnal Type HORN 


Chher Structures 2 PRIVIES, STORAGE BUN DING, 


Owner/Manager, U.S. COAST GUARD 
Current Use ACTIVE AID TO NAVIGATION 


Open to the Publict NO, Access: BOAT 


National Register Status: NONE 
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Courtesy U.S. Coast Guard 
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WEST QUODDY HEAD LIGHT 


Location. WEST QUODDY HEAD/BAY OF FUNDY 
US.C4,. District 1 
Nearest City: LUBEC; County: WASHING TON 


Year Station tvtablished: 18608 
Year Automated |98A 


Year Existing Histor Tower Constructed: 1656 
ls the Light Operationall YES 
foundation Material) MASONRY 
Construction Materials: BRICK 
MarkingyPatioms RED & WHITE BANDS W/BLACK 

LANTERN 

Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
lower Height 49, Height of Focal Plane: 64 
Original Opt, THIRD ORDEP, FRESNEL (1858) 
Present Opt THIRD ORDER, ) RESNEL (1658) 


hk there a Newer lower’ NO) 


is there an Existing fog Signal Building? YES 
Year Constructed: 1087 
Construction Material BRICK 
Architectural Style 

Current fog Signal Type: HORN 
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WEST QUODDY HEAD LIGHT cont, 


is there an Existing Keepers Quarters? YES; Year Constructed: 1858, Number of Stories: 1.5 
Architectural Style: VICTORIAN, Construction Materials: WOOD 


Other Structures: O11 HOUSE (1892) 

Owner/Manager, U.S. COAST GUARD LEASE TO MAINE DIVISION OF NATURAL RESOURCES 
Current Use: ACTIVE AID TO NAVIGATION IN STATE PARK/STATE EMPLOYEE HOUSING 
Open to the Public! NO, Access: VIEWED FROM QUODDY HEAD STATE PARW/RT. 189 


National Register Status: LISTED, WEST QUODDY HEAD LIGHT 








WHALEBACK LEDGE LIGHT 


Location: PORTSMOUTH HARBOR/PISCATAQUA RIVER 
US.C.G. District | 
Nearest City: KITTERY PO NT; County: YORK 


Year Station Established: 1620; Year Automated: 1963 


Year Existing Historic Tower Constructed: 1872 
is the Light Operational? YES 
Foundation Materials: STONE/TIMBER 
Construction Materials: GRANITE BLOCKS 
Markings/Patierns: NATURAL 
Shape: CONICAL 
Relationship to Other Structures: INTEGRAL 
Tower Height: 50; Height of Focal Plane: 59 
Original Optic: FOURTH ORDER, FRESNEL (1855) 
Present Optic: OCB 224 








is there a Newer Tower? NO 
Courtesy U.S. Coast Guard, ca. 1997 ls there an Existing Fog Signal Building? NO 
Current Fog Signal Type: HORN/ORIG. BELL, TRUMPET 


is there an Existing Keepers Quarters? YES; Year Constructed: 1872; Architectural Style: INTEGRAL TO TOWER 
Construction Materials: GRANITE 


Other Structures: 


Owner/Manager: U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT - DANGEROUS/OFF FORT FOSTER 


National Register Status: LISTED: WHALEBACK LIGHT STATION (LIGHT STATIONS OF MAINE MPS) 





WHITEHEAD LIGHT 


Location: WHITEHEAD ISLAND/PENOBSCOT BAY Foundation Materials: NATURAL/EMPLACED 
US.CG. District 1 Construction Materials; GRANITE/ASPHALT 
Nearest City: TENANTS HARBOR: County: KNOX Markings/Patterns: NATURAL 
Shape: CONICAL, ATTACHED TO OWL HOUSE 
Year Station Established: 1607; Year Automated: 1982 Relationship to Other Structures: ATTACHED 
Tower Height: 41; Height of Focal Plane: 75 
Year Existing Historic Tower Constructed: 1852 Original Optic: THIRD ORDER, FRESNEL (1855) 
is the Light Operational? YES Present Optic: 300 MM (1982) 
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MAINE 


ls there a Newer Tower! NO Other Structures: BRICK OIL MOUSE (1891), 
GARAGE, 2 STORAGE BUILDINGS (1891) 
ls there an Existing Fog Signal Building? YES 


Year Constructed: 1668 Owner/Manager: U.S, COAST GUARD 
Construction Materials: RICK Current Use: ACTIVE AID TO NAVIGATION 
Architectural Style. Open to the Public?! NO; Access: BOAT 


Current Fog Signal Type: HORN/ORIG, BELL 
National Register Status: LISTED: WHITEHEAD LIGHT 


is there an Existing Keepers Quarters! YES STATION (LIGHT STATIONS OF MAINE MPS) 
Year Constructed: 1891; Number of Stories: 1.5 
Architectural Style: T-SHAPE HARNESSED WAVE POWER TO RING BELL; USED 
Construction Materials; WOOD FRAME TO TEST FOG SIGNALS; ORIGINAL LENS STORED 


AT SHORE VILLAGE MUSEUM IN ROCKLAND 








WHITLOCKS MILL LIGHT 


Location: ST. CROIX RIVER SOUTH BANK 
U.S.C.G, District: 1; Nearest City: CALAIS 
County: WASHINGTON 


Year Station Established: 1892 
Year Automated: 1969 


Year Existing Historic Tower Constructed: 1910 
Is the Light Operational? YES 
Foundation Materials: DRESSED STONE/TIMBER 
Construction Materials; BRICK 
Markings/Pattems: WHITE W/BLACK LANTERN 
Shape: CYLINDRICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 25; Height of Focal Plane: 32 
Original Optic: FOURTH ORDER, FRESNEL 

(1892); Present Optic: 250 MM (1969) 








Is there a Newer Tower? NO 

Courtesy U.S. Coast Guard, 1963. is there an Existing Fog Signal Building? YES 
Year Constructed: 1910 

Construction Materials: WOOD; Architectural Style: PYRAMIDAL TOWER; Current Fog Signal Type: BELL (INACTIVE) 


is there an Existing Keepers Quarters? YES; Year Constructed: 1909; Number of Stories: 1.5 
Architectural Style: DUTCH COLONIAL/COTTAGE; Construction Materials: WOOD/STUCCO 


Other Structures: OIL HOUSE (1910), STORAGE BUILDING 


Owner/Manager: U.S. COAST GUARD (TOWER)PRIVATE OWNER (DWELLING) 
Current Use: ACTIVE AID TO NAVIGATION; Open to the Public? NO 


National Register Status: LISTED: WHITLOCKS MILL LIGHT STATION (LIGHT STATIONS OF MAINE MPS) 





WINTER HARBOR (MARK ISLAND) LIGHT 


Location: MARK ISLAND, WINTER HARBOR Year Existing Historic Tower Constructed: 1856 
US.C.G. District: 1 is the Light Operational? NO; Deactivated: 1933 
Nearest City: WINTER HARBOR; County: HANCOCK Foundation Materials: BRICK 

Construction Materials: BRICK/ASPHALT 
Year Station Established: 1856 Markings/Pattems: WHITE W/BLACK LANTERN 


National Park Service 1994 Inventory of Historic Lighthouses 127 











MAINE 





WINTER HARBOR (MARK ISLAND) LIGHT cont. 


Shape: CYLINDRICAL Construction Materials; WOOD 
Relationship to Other Structures: ATTACHED 
Tower Height Other Structures; BOATHOUSE (1678), STONE Ol 
Original Optic: FIFTH ORDER, FRESNEL (1656) HOUSE (1905), BRICK WORKROOM ATTACHES 
Present Optic TOWER TO DWELLING 

is there a Newer Tower? NO Owner/Manager, PRIVATE OWNER, Current Use 

is there an Existing Fog Signal Building? NO Open to the Public? NO 

is there an Existing Keepers Quarters! YES National Register Status: LISTED: WINTER HARBOR 
Year Constructed: 1876; Number of Stories: 2 LIGHT STATION (LIGHT STATIONS OF MAINE 
Architectural Style: VICTORIAN MPS) 





WOOD ISLAND LIGHT 


Location: EAST SIDE WOOD 
ISLAND/SACO RIVER 

US.C.G, District 1 

Nearest City: BIDDLEFORD POOL 

County: YORK 


Year Station Established: 18086 
Year Automated: 1986 


Year Existing Historic Tower 

Constructed: 1608 

is the Light Operational? YES 

Foundation Materials: 
NATURAL/EMPLACED 

Construction Materials: GRANITE 
RUBBLE 

Markings/Patterns: WHITE Courtesy U.S. Coast Guard (prior to 1986) 
W/BLACK LANTERN 

Shape: CONICAL 

Relationship to Other Structures: ATTACHED; Tower Height: 47; Height of Focal Plane: 71 

Original Optic: FOURTH ORDER, FRESNEL (1858); Present Optic: FA 251 (1972) 





is there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO (DESTROYED); Current Fog Signal Type: HORN/ORIC. BELL 


is there an Existing Keepers Quarters? YES (REMODELED 1906); Year Constructed: 1857; Number of Stories: 2 
Architectural Style: DUTCH COLONIAL ATTACHED BY COVERED WALKWAY; Construction Materials: WOOD 


Other Structures: OIL HOUSE (1903), STORAGE BUILDING 


Owner/Manager: U.S. COAST GUARD (TOWERYMAINE AUDUBON SOCIETY (ISLAND) 
Current Use: ACTIVE AID TO NAVIGATION IN BIRD SANCTUARY; Open to the Public? NO; Access: BOAT 


National Register Status: LISTED: WOOD ISLAND LIGHT STATION (LIGHT STATIONS OF MAINE MPS) 


LANTERN REMOVED FROM TOWER 1972 AND RESTORED 1986; ORIGINAL BELL ON DISPLAY ON UNION 
CHURCH 
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BALTIMORE LIGHT 


Location; SOUTH ENTRANCE TO CRAIGHILL Present Optic: 300 MM, SOLAR POWERED 
CHANNEL, U.5.C.G, District) 5 

Nearest City; GIBSON ISLAND is there an Existing Keepers Quarters? YES 

County: ANNE ARUNDEL Year Constructed: 1908; Number of Stories: 2.5 

Year Station Established: 1908; Year Automated: 1964 Architectural Style: OCTAGON (INTEGRAL) 


Construction Materials: BRICK 
Year Existing Historic Tower Constructed: 1908 


is the Light Operational? YES Owner/Manager, U.S. COAST GUARD 
Foundation Materials: CONCRETE/CAST IRON Current Use: ACTIVE AID TO NAVIGATION 
CAISSON Open to the Public? NO; Access: BOAT 
Construction Materials: BRICK/REINFORCED 
CONCRETE National Register Status: NONE 
Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: OCTAGONAL MANNED UNTIL 1928 WHEN KEEPER OF SANDY 
Relationship to Other Structures: INTEGRAL POINT LIGHT ADDED THIS LIGHT TO DUTIES; SITE 
Tower Height: 38; Height of Focal Plane 52 OF STRONTIUM-90 FUEL CELL TEST; FIRST 
Original Optic: FIFTH ORDER NUCLEAR POWERED LIGHTHOUSE 








BLOODY POINT BAR LIGHT 


Location: SOUTH OF KENT ISLAND/UPPER CHESAPEAKE 
BAY; U.S.C.G. District 5 
Nearest City: CLAIBORNE; County: QUEEN ANNE'S 


Year Station Established: 1882; Year Automated: 1960 


Year Existing Historic Tower Constructed: 1662 
Is the Light Operational? YES 
Foundation Materials: CAST IRON/CONCRETE CAISSON 
Construction Materials: CAST IRON 
Markings/Patterns: BROWN 
Shape: CONICAL SPARK PLUG 
Relationship to Other Structures: INTEGRAL 
Tower Height: 40; Height of Focal Plane: 54 
Original Optic: FOURTH ORDER 
Present Optic: 300 MM, SOLAR POWERED 


is there a Newer Tower? NO 


is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: DIAPHRAGM/BELL 











is there an Existing Keepers Quarters? YES 
Year Constructed: 1662 
Architectural Style: INTEGRAL SPARK PLUG 
Courtesy U.S. Coast Guard. Construction Materials: CAST IRON 





Other Structures: 


Owner/Manager: U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT 


National Register Status: DETERMINED ELIGIBLE BY KEEPER OF THE NATIONAL REGISTER 


TOWER EXPLODED AND GUTTED BY FIRE 1960 
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CONCORD POINT (HAVRE DE 
GRACE) LIGHT 


Location: SUSQUEHANNA RIVER/ CHESAPEAKE BAY 
US.C.G, District 5 
Nearest City: HAVRE DE GRACE; County; HARFORD 


Year Station Established: 1827; Year Automated: 1920 


Year Existing Historic Tower Constructed: 18627 
is the Light Operational? NO 
Date Deactivated: 1975 
Foundation Materials: NATURAL/EMPLACED 
Construction Materials; GRANITE BLOCKS 
Markings/Pattiemrns: WHITE W/BLACK LANTERN 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 32; Height of Focal Plane: 26 
Original Optic: NINE LAMPS W/16" REFLECTORS 

(1827) 

Present Optic: FIFTH ORDER, FRESNEL 











is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 





is there an Existing Keepers Quarters? YES 
Year Constructed: 1827; Number of Stories: 
Architectural Style: 
Construction Materials: Courtesy NPS National Maritime Initiative/Candace 
Clifford, 1990. 
Other Structures: 


Owner/Manager, TOWN OF HAVRE DE GRACE/FRIENDS OF CONCORD POINT LIGHTHOUSE 
Current Use: HISTORIC SITE; Open to the Public? YES; MAY TO OCTOBER (1-5 P.M.) 

Access: CONCORD AND LAFAYETTE STREETS; Public Phone: 410-939-1340 

National Register Status: LISTED: HAVRE DE GRACE LIGHTHOUSE; On State List/inventory? YES 


OLDEST LIGHTHOUSE TOWER ON CHESAPEAKE BAY 





COVE POINT LIGHT 


Relationship to Other Structures: SEPARATE 


Location: COVE POINT/PATUXENT RIVER Tower Height: 51; Height of Focal Plane: 45 
ENTRANCE; U.S.C.G. District: 5 Original Optic: FOURTH ORDER, FRESNEL (1897) 
Nearest City: LUSBY; County: CALVERT Present Optic: FOURTH ORDER, ELECTRIC 
Year Station Established: 1628; Year Automated: 1986 is there a Newer Tower? NO 
Year Existing Historic Tower Constructed: 1828 is there an Existing Fog Signal Building? YES 
is the Light Operational? YES Year Constructed: 
Foundation Materials: NATURAL/EMPLACED Construction Materials: WOOD 
Construction Materials: BRICK W/CONCRETE Architectural Style: 
COATING Current Fog Signal Type: ELECTRIC DIAPHONE 
Markings/Patterns: WHITE W/BLACK TRIM 
Shape: CONICAL 
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Cove Point Light. Courtesy U.S. Coast Guard, 1979. 


MARYLAND 


is there an Existing Keepers Quarters? YES 
Year Constructed: 
Number of Stories: 2 
Architectural Style; DUPLEX 
Construction Materials: DRESSED STONE 


Other Structures: STORAGE BUILDING 


Owner/Manager: U.S. COAST GUARD 

Current Use: ACTIVE AID TO 
NAVIGATION/COAST GUARD HOUSING 

Open to the Public? NO; BY APPOINTMENT 

Access: ROUTE 497/END OF COVE POINT 
ROAD 


National Register Status: LISTED: COVE POINT 
LIGHTHOUSE 
On State List/inventory? YES; Year Listed: 1970 





CRAIGHILL CHANNEL LOWER RANGE LIGHTS 


Location: CRAIGHILL CHANNEL/CHESAPEAKE BAY 

U.S.C.G. District: 5 

(FRONT RANGE) Nearest City: SPARROWS POINT 
County: BALTIMORE; Year Automated: 1964 

(REAR RANGE) Nearest City: EODGEMERE; County: 
BALTIMORE; Year Automated: 1937 


Year Station Established: 1873 


Year Existing FRONT RANGE Tower Constructed: 

1873 

is the Light Operational? YES 

Foundation Materials: CAST IRON/CONCRETE 
CAISSON 

Construction Materials: CAST IRON PLATE W/BRICK 
LINING 

Markings/Patterns: BROWN 

Shape: CYLINDRICAL 

Relationship to Other Structures: INTEGRAL 

Tower Height: 25; Height of Focal Plane: 22 

Original Optic: FOURTH ORDER 

Present Optic: 2 - 300 MM, SOLAR POWERED 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1873 
Architectural Style: INTEGRAL TO TOWER 
Construction Materials: CAST IRON 


Year Existing REAR RANGE Tower Constructed: 1873 


Is the Light Operational? YES 
Foundation Materials: NINE GRANITE PIERS 


Construction Materials: CAST IRON 
Markings/Patterns: LOWER WHITE, UPPER BROWN 
Shape: PYRAMIDAL SKELETAL W/CYLINDER 
Relationship to Other Structures: SEPARATE 

Tower Height: 105; Height of Focal Plane: 105 
Original Optic: FOURTH ORDER 

Present Optic: 375 MM 


Is there an Existing Keepers Quarters? NO 
(DISMANTLED 1930s) 

ls there a Newer Tower? NO 

Is there an Existing Fog Signal Building? NO 


Other Structures: 


Owner/Manager: U.S. COAST GUARD 

Current Use: ACTIVE AID TO NAVIGATION 

Open to the Public? NO 

Access: BOAT/VIEWED FROM ROCKY POINT PARK 


National Register Status: DETERMINED ELIGIBLE BY 
KEEPER 
On State List/inventory? YES; Year Listed: 1981 


FRONT RANGE IS 2.4 MILES SOUTH OF REAR 
RANGE AND HAS TWO LIGHTS, ONE AT 22 FEET 
AND ONE AT 39 FEET 
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CRAIGHILL CHANNEL UPPER RANGE LIGHTS 


Location; CRAIGHILL CHANNEL/CHESAPEAKE BAY Foundation Materials; CONCRETE 
U.S.C.G, District; 5 Construction Materials; CAST IRON 
FRONT RANGE - Nearest City: FORT HOWARD Markings/Patterns: WHITE 
County: BALTIMORE; Year Established: 1823 Shape: PYRAMIDAL SKELETAL W/CYLINDER 
REAR RANGE - Nearest City; EOGEMERE; County: Relationship to Other Structures; SEPARATE 
BALTIMORE; Year Station Established: 1886 Tower Height: 17; Height of Focal Plane: 75 
Original Optic: LOCOMOTIVE RANGE LIGHT 
Year Existing FRONT RANGE Tower Constructed: Present Optic: DCB 24 
19386 
Is the Light Operational? YES Is there an Existing Keepers Quarters? NO 
Foundation Materials; GRANITE BLOCK CAISSON (DISMANTLED 1920s) 
Construction Materials; BRICK ls there a Newer Tower? NO 
Markings/Patterns: RED WITH WHITE BAND Is there an Existing Fog Signal Building? NO 
MIDWAY 
Shape: OCTAGONAL Other Structures: 
Relationship to Other Structures: INTEGRAL 
Tower Height: 15; Height of Focal Plane: 15 Owner/Manager: U.S. COAST GUARD 
Original Optic: LOCOMOTIVE RANGE LIGHT Current Use: ACTIVE AID TO NAVIGATION 
Present Optic: DCB 24 Open to the Public? NO; Access: BOAT 
Is there an Existing Keepers Quarters? UNKNOWN National Register Status: DETERMINED ELIGIBLE BY 
KEEPER OF THE NATIONAL REGISTER 
Year Existing REAR RANGE Tower Constructed: 1886 On State LisV/inventory? YES; Year Listed: 1981 


is the Light Operational? YES 








DRUM POINT LIGHT 


Location: MOVED FROM PATUXENT RIVER TO 
CALVERT MARINE MUSEUM 

U.S.C.G. District: 5 

Nearest City: SOLOMONS; County: CALVERT 


Year Station Established: 1883; Year Automated: 1960 


Year Existing Historic Tower Constructed: 1883 
Is the Light Operational? NO 
Date Deactivated: 1962 
Foundation Materials: SCREW PILING 
Construction Materials: WOOD/CAST IRON 
Markings/Patterns: WHITE HOUSE W/RED ROOF 
Shape: OCTAGONAL ON HEXAGONAL DWELLING 
Relationship to Other Structures: INTEGRAL 
Tower Height: 47; Height of Focal Plane: 52 
Original Optic: FOURTH ORDER, FRESNEL (1883) 
Present Optic: FOURTH ORDER, FRESNEL (1883) 











ls there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: BELL 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1883; Number of Stories: 1.5 
Architectural Style: COTTAGE (INTEGRAL) 
Construction Materials: WOOD 





Courtesy Calvert Maritime Museum/Robert Murry, 1991. 


Other Structures: NONE 
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Owner/Manager; CALVERT COUNTY GOVERNMENT/CALVERT MARINE MUSEUM; Current Use: MUSEUM 
Open to the Public? YES; DAILY MAY 1 TO OCTOBER 1; Access: ROUTE 2; Public Phone: 410-326-2042 


National Register Status: LISTED: ORUM POINT LIGHTHOUSE; On State LisV/inventory? YES 


MODERN LIGHT EXISTS ON OLD FOUNDATION IN PATUXENT RIVER 





FORT CARROLL LIGHT 


Location: WEST OF SPARROWS POINT 

U.S.C.G. District: 5 

Nearest City: FORT HOWARD; County: BALTIMORE 
Year Station Established: 1854; Year Automated: 


Year Existing Historic Tower Constructed: 1898 
Is the Light Operational? NO 
Date Deactivated: 1950s 
Foundation Materials: SOUT'4 WALL OF FORT 
Construction Materials: WOOD FRAME 
Markings/Patterns: WHITE W/BLACK LANTERN 


Shape: SQUARE 


Relationship to Other Structures: INTEGRAL 
Height of Focal Plane: 45 

Original Optic: FIFTH ORDER (1898) 
Present Optic: REMOVED 


Owner/Manager: PRIVATE OWNER 


Current Use: 
Open to the Public? NO; Access: BOAT/VIEWED 
FROM FORT ARMISTEAD PARK 


National Register Status: NONE 
On State List/inventory? YES 





FORT WASHINGTON LIGHT 


Location: POTOMAC RIVER; U.S.C.G. District: 5 
Nearest City: TANTALLON 

County: PRINCE GEORGES 

Year Station Established: 1857; Year Automated: 1902 


Year Existing Historic Tower Constructed: 1902 
Is the Light Operational? YES 
Foundation Materials: MASONRY 
Construction Materials: WOOD 
Markings/Patterns: WHITE TOWER WITH RED 

LANTERN 

Shape: SQUARE, TAPERED 
Relationship to Other Structures: SEPARATE 
Tower Height: 30; Height of Focal Plane: 28 
Original Optic: SIXTH ORDER, FRESNEL 


Present Optic: 250 MM 
: U.S. COAST GUARD/NATIONAL 
PARK SERVICE 


Current Use: ACTIVE AID TO NAVIGATION IN 
NATIONAL PARK 

Open to the Public? YES; GROUNDS OPEN DAILY 

Access: RT. 210 TO FORT WASHINGTON ROAD 


National Register Status: NONE 


BELL IN LANTERN 





HAMBROOKS BAR LIGHT 


Location: CHOPTANK RIVER; U.S.C.G. District: 5 
Year Station Established: 1902; Year Automated: 1902 


Year Existing Historic Tower Constructed: 1902 
Is the Light Operational? YES 
Foundation Materials: CAST IRON/CONCRETE 
CAISSON 
Construction Materials: CAST IRON 
Markings/Patterns: RED/WHITE 
Shape: CONICAL 


Relationship to Other Structures: SEPARATE 
Tower Height: 15; Height of Focal Plane: 15 
Original Optic: 

Present Optic: 250 MM 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO; Access: BOAT 


National Register Status: NONE 
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HOOPER ISLAND LIGHT 


Location; MIDDLE HOOPER ISLAND/CHESAPEAKE BAY 
U.S.C.G, District; 5 
Nearest City; HOOPERSVILLE; County; DORCHESTER 


Year Station Established: 1902; Year Automated: 1961 


Year Existing Historic Tower Constructed: 1902 

Is the Light Operational? YES 

Foundation Materials: CAST IRON/CONCRETE CAISSON 

Construction Materials: CAST IRON 

Markings/Patterns: WHITE TOWER/BROWN 
CYLINDER/BLACK LANTERN 

Shape: CONICAL SPARK PLUG 

Relationship to Other Structures: INTEGRAL 

Tower Height: 35; Height of Focal Plane: 63 

Original Optic: FOURTH ORDER, FRESNEL 

Present Optic: 300 MM, SOLAR POWERED 


ls there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: HORN 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1902 
Architectural Style: INTEGRAL SPARK PLUG 
Construction Materials: CAST IRON 


Other Structures: 














Courtesy U.S. Coast Guard. 


Owner/Manager: U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO; Access: BOAT 


National Register Status: DETERMINED ELIGIBLE BY KEEPER OF THE NATIONAL REGISTER 


On State List/inventory? YES 





HOOPER STRAIT LIGHT 


Location: MOVED FROM TANGIER SOUND TO 
CHESAPEAKE BAY MARITIME MUSEUM 

U.S.C.G. District: 5 

Nearest City: ST. MICHAELS; County: TALBOT 


Year Station Established: 1829; Year Automated: 1954 


Year Existing Historic Tower Constructed: 1879 
Is the Light Operational? NO 
Date Deactivated: 1966 
Foundation Materials: SCREW PILING 
Construction Materials: WOOD/STEEL 
Markings/Patterns: WHITE HEXAGONAL HOUSE 

W/RED ROOF 

Shape: SQUARE ON HEXAGONAL DWELLING 
Relationship to Other Structures: INTEGRAL 
Tower Height: 41; Height of Focal Plane: 41 
Original Optic: FIFTH ORDER, FRESNEL (1879) 
Present Optic: FOURTH ORDER, FRESNEL (1967) 
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Ils there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1879; Number of Stories: 1.5 


Architectural Style: INTEGRAL TO TOWER 
Construction Materials: WOOD 


Other Structures: NONE 


Owner/Manager: CHESAPEAKE BAY MARITIME 
MUSEUM; Current Use: MUSEUM 

Open to the Public? YES; OPEN DAILY 

Access: NAVY POINT/OFF ROUTE 33 

Public Phone: 410-745-2916 


National Register Status: PART OF LISTING: ST. 
MICHAELS NATIONAL REGISTER DISTRICT 
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MARYLAND 























Hooper Strait Light. Courtesy National Maritime Initiative/Candace Clifford, 1989. 


On State List/inventory? YES 


REPLACED LIGHTSHIP WHICH SERVED STATION 1828-1867; MOVED TO MUSEUM SETTING 1967; SKELETAL 
TOWER SERVES OLD STATION 








PINEY POINT LIGHT 


Location: POTOMAC RIVER WEST OF PINEY POINT 
U.S.C.G. District: 5 
Nearest City: VALLEY LEE; County: ST. MARY'S 


Year Station Established: 1836; Year Automated: 1939 


Year Existing Historic Tower Constructed: 1836 
Is the Light Operational? NO 
Date Deactivated: 1964 
Foundation Materials: NATURAL/EMPLACED 
Construction Materials: BRICK 
Markings/Patterns: WHITE W/RED TRIM 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 30; Height of Focal Plane: 34 
Original Optic: FOURTH ORDER 
Present Optic: REMOVED 














Courtesy NPS National Maritime Initiative/ 
Candace Clifford, 1993. ls there a Newer Tower? NO 


ls there an Existing Fog Signal Building? NO 
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PINEY POINT LIGHT cont, 


is there an Existing Keepers Quarters! YES (MODIFIED) 
Year Constructed: 1606, Number of Stories: 2.5 


Owner/Manager, U.S. COAST GUARD/ST. MARYS 
COUNTY 


Current Use: COUNTY PLANS TO MAKE STATION 
INTO HISTORIC SITE IN CONNECTION WITH 
ST. CLEMENTS ISLAND - POTOMAC RIVER 
MUSEUM 

Open to the Publict YES; BY APPOINTMENT 

Access: OFF PINEY POINT ROAD 


National Register Status: LISTED, PINEY POINT 
COAST GUARD LIGHT STATION 





POINT LOOKOUT LIGHT (OLD) 





ts there a Newer Tower! YES; Year Constructed: 1966 
Shape: SKELETAL 


is there an Existing Fog Signal Building? VES 
Year Constructed: 


Construction Materials; WOOD 
Architectural Style: SQUARE 
Current Fog Signal Type: REMOVED/ORIG. BELL 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1630; Number of Stories: 2 
Architectural Style: INTEGRAL TO TOWER 
Construction Materials: BRICK 


Other Structures: SMOKE HOUSE 


Owner/Manager. U.S. NAVY 
Current Use: NAVAL AIR TEST CENTER 


Open to the Public? YES; BY APPOINTMENT 
Access; POINT LOOKOUT STATE PARW/RT. 5 


National Register Status: NONE 
On State List/inventory? YES 


CURRENTLY ADMINISTERED BY NAVAL AIR TEST 
CENTER; BELL IS AT CHESAPEAKE MARITIME 
MUSEUM 





POINT NO POINT LIGHT 


Location: POTOMAC RIVER ENTRANCE/CHESAPEAKE 
BAY; U.S.C. Distwict 5 

Nearest City: DAMERON: County: ST. MARY'S 

Year Station Established: 1905, Year Automated 1962 


Relationship to Other Structures: INTEGRAL 
Tower Height: 35, Height of Focal Plane: 52 


Original Optic: FOURTH ORDER 
Present Optic: 375 MM, SOLAR POWERED 
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is there a Newer Tower? NO 


ls there an Existing Fog Signal Building? NO 
Current Fog Signal Type: HORN 


is there an Existing Keepers Quarters? YES 

Year Constructed: 1905; Number of Stories: 2.5 
Architectural Style: OCTAGON 

Construction Materials: BRICK 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO; Access: BOAT 


National Register Status: DETERMINED ELIGIBLE BY 
KEEPER OF THE NATIONAL REGISTER 


On State LisV/inventory? YES 
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SANDY POINT SHOAL LIGHT 


Location UPPER CHESAPEAKE BAY AT BAY BRIDGE 
U.5.C.6, Dieta 5 
Nearest City SKIDMORE, County; ANNE ARUNDEL 


Year Station tstablished 1658, Year Automated 196) 


Vear Lxisting Historic Tower Constructed: 160) 

is the Light Operational’ VES 

Foun lation Materials: SUBMERGED 
RON/CONCRETE CAISSON 

Construction Materials: BRICK 

Markings/Pattoms: RED DWELLING W/WHITE 
ROOF, BLACK LANTERN 

Shape OCTAGONAL 

Relationship to Other Structures INTEGRAL 

Tower Height: 37; Height of Focal Plane: 51 

Original Optic: FOURTH ORDER 

Present Optic: 300 MM, SOLAR POWERED 








is there a Newer Tower? NO 


is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: BELL 


ts there an Existing Keepers Quarters? YES 
Courtesy U.S. Coast Guard Year Constructed: 1683; Number of Stories: 2.5 
Architectural Style: 2ND EMPIRE (INTEGRAL) 
Construction Materials: BRICK 





Other Structures: NONE 


Owner/Manager. U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION; Open to the Public? NO 
Access: BOAT/VIEWED FROM SANDY POINT STATE PARK 


National Register Status: DETERMINED ELIGIBLE BY KEEPER OF THE NATIONAL REGISTER 
On State List/inventory? YES 


REPLACED TOWER ON LAND 





SEVEN FOOT KNOLL LIGHT 


Location: MOVED FROM PATAPSCO RIVER TO Tower Height: 40; Height of Focal Plane: 40 
BALTIMORE INNER HARBOR Original Optic: FOURTH ORDER, FRESNEL (1855) 
US.C.G. District 5 Present Optic: NONE 


Nearest City: BALTIMORE; County: BALTIMORE CITY 
is there a Newer Tower? NO 

Year Station Established: 18655; Year Automated: 1948 is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: BELL 

Year Existing Historic Tower Constructed: 1655 


is the Light Operational? NO is there an Existing Keepers Quarters? YES 
Date Deactivated: 1987 Year Constructed: 1655; Number of Stories: | 
Foundation Materials: SCREW PILING Architectural Style: ROUND (INTEGRAL) 
Construction Materials: WROUGHT IRON Construction Materials: CAST IRON 
Markings/Patterns: “BARN” RED 

Shape: CYLINDRICAL Other Structures: NONE 


Relationship to Other Structures: INTEGRAL 
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SEVEN FOOT KNOLL 
LIGHT cont. 


Owner/Manager: U.S. COAST 
GUARD LOAN TO CITY OF 
BALTIMORE (OPERATED BY 
THE LADY MARYLAND 
FOUNDATION) 

Current Use: MUSEUM 

Open to the Public? YES; SUMMERS 

Access. PIER 5, INNER HARBOR 

Public Phone: 410-6865.0295 





National Register Status: LISTED 
SEVEN-FOOT KNOLL 
LIGHTHOUSE 


On State List/inventory? YES 
Documented by HAER? YES (MD-54) 


RELOCATED FROM PATAPSCO 
RIVER IN OCTOBER 19867 








Courtesy NPS National Maritime Initiative/Candace Clifford, 1990 





SHARPS ISLAND LIGHT 


Location: SOUTHWEST OF TILGHMAN 
ISLAND/CHESAPEAKE BAY; U.S.C.C. District: 5 
Nearest City: FAIRBANK; County: TALBOT 


Year Station Established: 1638; Year Automated: 1936 


Year Existing Historic Tower Constructed: 1662 
is the Light Operational? YES 
Foundation Materials: CONCRETE CAISSON 
Construction Materials: CAST IRON 
Markings/Patterns) BROWN 
Shape: CONICAL 
Relationship to Other Structures: INTEGRAL 
Tower Height: 35; Height of Focal Plane: 54 
Original Optic: FOURTH ORDER 
Present Optic: 250 MM (1977) 


is there a Newer Tower? NO 


is there an Existing Fog Signal Building? NO 


is there an Existing Keepers Quarters? YES 
Year Constructed: 16862 
Architectural Style: INTEGRAL TO TOWER 
Construction Materials: CAST IRON 


Other Structures: 


Owner/Manager. U.S. COAST GUARD 
Curremt Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO; Access: BOAT 


National Register Status: LISTED: SHARPS ISLAND 
LIGHT 
On State List/inventory? YES 


TOWER LEANING SINCE ICE DAMAGE IN 1977 





SOLOMONS LUMP LIGHT 


Location: KEDGES STRAITS: U.S.C.G. Districk 5 
Nearest City: CRISFIELD; County: SOMERSET 
Year Station Established: 1875; Year Automated: 1950 


Year Existing Historic Tower Constructed: 1695 


is the Light Operational? YES 
Foundation Materials: CAST IRON/CONCRETE 
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CAISSON 
Construction Materials: BRICK 
Markings/Patterns: WHITE ON BROWN BASE 
W/BLACK LANTERN 
Shape: SQUARE ON CYLINDRICAL PIER 
Relationship to Other Structures: INTEGRAL 
Tower Height: 35; Height of Focal Plane: 47 


Light Stations by Stete 











Present Optic: FOURTH IOV, SOLAR POWERED 


Owner/Man ager 


MARYLAND 
Open to the Public? NO; Access; BOAT 


National Register Status; NONE 


Current Use: ACTIVE AID TO NAVIGATION 
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Thomas Point Shoals Light. Courtesy U.S. Coast Guard/R. 8. Ressler, 1990 
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THOMAS POINT SHOALS LIGHT 


Location; CHESAPEAKE BAY/SOUTH RIVER Current Fog Signal Type: AIR HORN 
ENTRANCE: U.5.C.G, Distrie 5 
Nearest City; ANNAPOLIS; County; ANNE ARUNDE| Is there an Existing Keepers Quarters! VES 
Year Constructed: 1675; Number of Stories: 1.5 
Year Station Established: 1625; Year Automated: 1986 Architectural Style: HEXAGONAL (INTEGRAL) 


Construction Materials; WOOD FRAME 
Year Existing Historic Tower Constructed: 1675 


is the Light Operational’ YES Other Structures: NONE 

Foundation Materials: SCREW PILING 

Construction Materials; WOOD Owner/Manager, U.S. COAST GUARD 

Markings/Patierns: WHITE W/RED ROOF & BLACK Current Use: ACTIVE AID TO NAVIGATION 
LANTERN Open to the Public? NO; Access: BOAT 

Shape: SQUARE ON HEXAGONAL DWELLING 

Relationship to Other Structures: INTEGRAL National Register Status: LISTED. THOMAS POINT 

Tower Height: 25; Height of Focal Plane: 43 SHOALS LIGHT STATION 

Original Optic: FOURTH ORDER, FRESNEL On State LisV/inventory? YES 


Present Optic: FOURTH ORDER 
REPLACED SHORE TOWER; LAST CHESAPEAKE BAY 
is there a Newer Tower! NO SCREW PILE STRUCTURE IN SITU 


is there an Existing Fog Signal Building? NO 








TURKEY POINT LIGHT 


Location: ELK RIVER ENTRANCE/CHESAPEAKE BAY 
U5.C.G. Districh 5 

Nearest City: NORTH EAST; County: CECIL 

Year Station Established: 1632; Year Automated: 1946 


Year Existing Historic Tower Constructed: 18633 
is the Light Operational? YES 
Foundation Materials: TIMBER/STONE CRIB 
Construction Materials: DRESSED STONE 
Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 38; Height of Focal Plane: 129 
Original Optic: 
Present Optic: 200 MM 








Other Structures: OIL HOUSE 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? YES; GROUNDS ONLY 
Access: ELK NECK STATE PARK/ROUTE 272 
Public Phone: 410-287-5333 


National Register Status: NONE: On State List/inventory? YES 





SITE OF AMERICA’S LAST FEMALE CIVILIAN KEEPER, FANNIE 
SALTER (1925-1947) Courtesy Elk Neck State Park/Rick Smith, 1993 
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Courtesy U.S. Coast Guard. 


ANNISQUAM HARBOR LIGHT 


Location: WIGWAM POINT/IPSWICH BAY 
US.C.G, Dietrich 1 
Nearest City; ANNISQUAM; County; ESSEX 


Year Station Established: 1601; Year Automated: 1974 


Year Existing Historic Tower Constructed: 1697 
Is the Light Operational? YES 
Foundation Materials; STONE 
Construction Materials; BRICK 
Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: CYLINDRICAL ATTACHED TO GARAGE 
Relationship to Other Structures: ATTACHED 
Tower Height: 41; Height of Focal Plane: 45 
Original Optic: FIFTH ORDER, FRESNEL 
Present Optic: 190 MM (1988) 


is there a Newer Tower? NO 


Is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: HORN 


is there an Existing Keepers Quarters? YES 

Year Constructed: 1601; Number of Stories: 1.5 
Architectural Style: SHINGLE 
Construction Materials: WOOD FRAME 


Other Structures: OIL HOUSE, GARAGE, ELEVATED 
WALKWAY CONNECTS TOWER TO SHORE (REPLACED 
IN 1978) 


Owner/Manager: U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION/U.S. COAST GUARD HOUSING 
Open to the Public? NO; GROUNDS ONLY BY PERMISSION 


National Register Status: LISTED: ANNISQUAM HARBOR LIGHT STATION (LIGHTHOUSES OF MASSACHUSETTS 


TR); On State List/inventory? YES 





BAKERS ISLAND LIGHT 


Location: BAKERS ISLAND/SALEM HARBOR 
APPROACH; U.S.C.G. District 1 
Nearest City: SALEM; County: ESSEX 


Year Station Established: 1791; Year Automated: 1972 


Year Existing Historic Tower Constructed: 1621 
is the Light Operational? YES 
Foundation Materials: GRANITE 
Construction Materials: GRANITE/CC NCRETE 
Markings/Patterns) WHITE 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 59; Height of Focal Plane: 111 
Original Optic: FOURTH ORDER, FRESNEL (1655) 
Present Optic: FA 251 


is there a Newer Tower? NO 


is there an Existing Fog Signal Building? YES 

Year Constructed: 1907 

Construction Materials: BRICK 

Architectural Style: 

Current Fog Signal Type: AIR HORN/ORIG. BELL, 
SIREN 


is there an Existing Keepers Quarters! YES 
Year Constructed: 1878; Number of Stories: 1.5 


Architectural Style: VICTORIAN 
Construction Materials: WOOD 


Other Structures: OlL HOUSE, 2ND KEEPERS 
DWELLING 
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MASSACHUSETTS 





BAKERS ISLAND LIGHT cont. 


: U.S, COAST GUARD LEASE TO 
BAKERS ISLAND ASSOCIATION 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO 
Access: BOAT/HELICOPTER 


National Register Status: LISTED: BAKER'S ISLAND 
LIGHT STATION (LIGHTHOUSES OF 
MASSACHUSETTS TR) 

On State LisV/inventory? YES 

Documented by HABS? YES (ME-172) 


SITE DATE REFERS TO FIRST DAYMARKER; TWIN 
TOWERS ORIGINALLY AT SITE 

















Courtesy U.S. Coast Guard, 1981 





BASS RIVER LIGHT 


Location: BASS RIVER HARBOR; U.5S.C.G. District 1 
Nearest City: WEST DENNIS; County: BARNSTABLE 
Year Station Established: 1655; Year Automated: 19869 


Year Existing Historic Tower Constructed: 1655 
is the Light Operational? YES (PRIVATE AID) 
Deactivated: 1914-1989 
Foundation Materials: BRICK 
Construction Materials: RON TOWER ON WOOD 

HOUSE 

Markings/Patterns: WHITE W/RED TRIM 
Shape: CONICAL TOWER ON DWELLING ROOF 
Relationship to Other Structures: INTEGRAL 
Tower Height: 44; Height of Focal Plane: 44 
Original Optic: (18655) 


Present Optic: 300 MM (1989) 


is there an Existing Keepers Quarters? YES 
Year Constructed: 1655; Number of Stories: 2.5 
Architectural Style: MODIFIED GOTHIC REVIVAL 
Construction Materials: WOOD 


Owner/Manager, PRIVATE OWNER 
Current Use: PRIVATE ACTIVE AID TO 


NAVIGATION/INN 
Open to the Public? YES 
Access: 12 LIGHTHOUSE ROAD 
Public Phone: 608-398-2244 


National Register Status: NONE 








BIRD ISLAND LIGHT 


Location: SIPPICAN HARBOR OFF 
BUZZARD’S BAY; U.S.C.G. District 1 
Nearest City: MARION; County: PLYMOUTH 


Year Station Established: 1819 


Year Existing Historic Tower Constructed: 
1889; is the Light Operational? NO 

Deactivated: 1939 
Foundation Materials: SURFACE ROCK 
Construction Materials: RUBBLESTONE 
Markings/Pattierns: CONICAL 
Shape: WHITE W/BLACK LANTERN 
Relationship to Other Structures: SEPARATE 

















Tower Height: 37; Height of Focal Plane: 37 
Original Optic: FOURTH ORDER, FRESNEL 
(1889); Present Optic: REMOVED (1939) 
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Courtesy JoAnn Watson 
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MASSACHUSETTS 


ls there a Newer Tower! NO Open to the Public? NO; GROUNDS OPEN BY 
ls there an Existing fog Signal Building? NO APPOINTMENT 
(DISMANTLED) Access; BOAT/FOOT DURING LOW TIDE 


Current Fog Signal Type: BELL 
National Register Status: LISTED. BIRD ISLAND 
ls there an Existing Keepers Quarters! NO LIGHT (LIGHTHOUSES OF MASSACHUSETTS 
(DESTROYED) TR) 
On State List/inventory? YES 
Other Structures; NONI 
TOWER ORIGINALLY ATTACHED TO STONE 


OwnerManager, TOWN OF MARION/MARION DWELLING: ISLAND IS A NESTING GROUND FOR 
CONSERVATION COMMISSION ENDANGERED SPECIES 
Current Use 





BORDEN FLATS LIGHT 


Location: TAUNTON RIVER/MOUNT HOPE 
BAY; U.S.C.G. Districh 1 
Nearest City: SOMERSET; County: BRISTOL 


Year Station Established: 16861 
Year Automated: 1963 


Year Existing Historic Tower Constructed: 1861 

Is the Light Operational? YES 

Foundation Materials: CAST IRON/CONCRETE 
CAISSON 

Construction Materials: CAST IRON 

Markings/Patterns: WHITE TOP/BLACK 
BOTTOM “SPARK PLUG" 

Shape: CONICAL 

Relationship to Other Structures: INTEGRAL 

Tower Height: 50; Height of Focal Plane: 47 

Original Optic: FOURTH ORDER, FRESNEL 
(1861) 

Present Optic: 250 MM (1977) 


is there a Newer Tower? NO 

is there an Existing Fog Signal Building? NO 

Current Fog Signal Type: HORN/ORIG. BELL 
OW SITE 





is there an Existing Keepers Quarters? YES 
Year Constructed: 1681 

Courtesy U.S. Coast Guard Architectural Style: SPARK PLUG INTEGRAL 

Construction Materials: CAST IRON 


Other Structures: CISTERN IN FOUNDATION 


Owner/Manager: U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT/VIEW FROM BORDEN LIGHT MARINA 


National Register Status: LISTED: BORDEN FLATS LIGHT STATION (LIGHTHOUSES OF MASSACHUSETTS TR) 
On State List/inventory? YES 
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BOSTON HARBOR 
LIGHT 


Location; LITTLE BREWSTER 
ISLAND/BOSTON HARBOR 

U.S.C.G, Distrie: 1 

Nearest City; BOSTON 

County: SUFFOLK 


Year Station Established: 1716 
Year Automated: (SEE NOTES) 











Year Existing Historic Tower 
Constructed: 17869 
is the Light Operational? YES 
Foundation Materials: GRANITE 








LEDGE a 
Construction Materials; RUBBLE aaa 
STONE/BRICK LINING Courtesy U.S. Coast Guard, 1982. 


Markings/Patterns; WHITE W/FIVE 
STEEL BANDS & BLACK TRIM 
Shape: CONICAL; Relationship to Other Structures: SEPARATE 
Tower Height: 89; Height of Focal Plane: 102 
Original Optic: TALLOW CANDLES (1716); Present Optic: SECOND ORDER, FRESNEL (1859) 


ils there a Newer Tower? NO 


Is there an Existing Fog Signal Building? YES; Year Constructed: 1876; Construction Materials: BRICK 
Architectural Style: VERNACULAR; Current Fog Signal Type: HORN/ORIG. CANNON 


is there an Existing Keepers Quarters? YES; Year Constructed: 1884; Number of Stories: 1.5 
Architectural Style: STICK STYLE VICTORIAN; Construction Materials; WOOD 


Other Structures: 1899 WOODEN BOATHOUSE, 1884 WOODEN CISTERN, 1889 BRICK OlL HOUSE, 
CONNECTING WALKWAY, FOUNDATIONS OF FORMER AUXILIARY LIGHT 


Owner/Manager: U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? YES; Access: BOSTON HARBOR ISLANDS STATE PARK; Public Phone: 617-740-4290 


NATIONAL HISTORIC LANDMARK; National Register Status: LISTED: BOSTON LIGHT (LIGHTHOUSES OF 
MASSACHUSETTS TR); On State List/inventory? YES; Year Listed: 1987 


FIRST LIGHT STATION IN U.S.; 2ND OLDEST TOWER; SITE OF FOG HORN EXPERIMENTS 1893-1895; ONLY 
LIGHTHOUSE IN U.S. STILL MANNED BY U.S. COAST GUARD; LARGER DUPLEX DWELLING RAZED 1960; 
PROBLEMS W/ROCK EROSION 





BRANT POINT LIGHT 


Location: NANTUCKET ISLAND; U.S.C.G. District: 1 Construction Materials: WOOD 
Nearest City: NANTUCKET; County: NANTUCKET Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: CONICAL 
Year Station Established: 1746; Year Automated: 1965 Relationship to Other Structures: SEPARATE 
Tower Height: 26; Height of Focal Plane: 26 
Year Existing Historic Tower Constructed: 1901 Original Optic: FIFTH ORDER, FRESNEL (1901) 
is the Light Operational? YES Present Optic: 250 MM 250 HW 


Foundation Materials: STONE PILING 
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Brant Point Light. Courtesy U.S. Coast Guard. 


ls there a Newer Tower? NO 

Is there an Existing Fog Signal Building? 
NO 

Current Fog Signal Type: HORN (IN 1856 
TOWER) 


Is there an Existing Keepers Quarters? 
YES; Year Constructed: 1856 
Number of Stories: 2 
Architectural Style: ATTACHED TO 
1856 TOWER 
Construction Materials: BRICK 


Other Structures; 1856 WHITE CONICAL 
TOWER (W/OUT LANTERN), 
BOATHOUSE (1936), LIFESAVING 
STATION (1934), OlL HOUSE, 
GARAGE, STORAGE BUILDING, 
WALKWAY (1901), 2 WOODEN 
RANGE LIGHTS (1908) 





Owner/Manager: U.S. COAST GUARD 


Current Use: ACTIVE AID TO 
NAVIGATION/COAST GUARD 
HOUSING; Open to the Public? NO 


National Register Status: LISTED: BRANT POINT LIGHT STATION (LIGHTHOUSES OF MASSACHUSETTS TR) 
On State List/inventory? YES; Documented by HABS? YES (MA-969) 


REBUILT 8 TIMES; REPRODUCTION OF 1901 TOWER IS ON GROUNDS OF MYSTIC SEAPORT MUSEUM; HALF OF 


WALKWAY DESTROYED IN 1991 STORM 





BUTLER FLATS LIGHT 


Location: NEW BEDFORD CHANNEL/ACUSHNET 
RIVER; U.S.C.G. District: 1 
Nearest City: NEW BEDFORD; County: BRISTOL 


Year Station Established: 1804; Year Automated: 1978 


Year Existing Historic Tower Constructed: 1898 
ls the Light Operational? YES (PRIVATE AID) 
Foundation Materials: CAST IRON/CONCRETE 

CAISSON 
Construction Materials: BRICK 
Markings/Patterns: WHITE TOWER/BLACK BASE & 
LANTERN 
Shape: CONICAL ON CYLINDRICAL BASE 
Relationship to Other Structures: INTEGRAL 
Tower Height: 53; Height of Focal Plane: 53 
Original Optic: FIFTH ORDER, FRESNEL 
Present Optic: FIFTH ORDER 


ls there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 
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is there an Existing Keepers Quarters? YES 
Year Constructed: 1898 
Architectural Style: INTEGRAL 
Construction Materials: BRICK 


Other Structures: NONE 


Owner/Manager: U.S. COAST GUARD LEASE TO 
CITY OF NEW BEDFORD 

Current Use: PRIVATE AID TO NAVIGATION 

Open to the Public? NO; OFFSHORE 

Access: OPPOSITE EAST RODNEY FRENCH BLVD. 


National Register Status: LISTED: BUTLER FLATS 
LIGHT (LIGHTHOUSES OF MASSACHUSETTS 
TR); On State List/inventory? YES 


REPLACED LIGHT AT CLARK’S POINT; DESIGNED 
BY F. HOYKINSON SMITH; REPLACEMENT LIGHT 
BUILT ON BREAKWATER IN 1975 
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CAPE ANN LIGHT (SOUTH 
LIGHT) 


Location: THACHERS ISLAND 
U.S.C.G, Districts: 1 
Nearest City: ROCKPORT; County: ESSEX 


Year Station Established: 1771 
Year Automated: 19861 


Year Existing Historic Tower Constructed: 

1861 

ls the Light Operational? YES 

Foundation Materials; GRANITE 

Construction Materials; GRANITE 

Markings/Patterns: \ATURAL 

Shape: CONICAL 

Relationship to Other Structures: 
SEPARATE 

Tower Height: 124 

Height of Focal Piane: 166 

Original Optic: FIRST ORDER, FRESNEL 
(1861) 

Present Optic: DCB 224 





ls there a Newer Tower? NO Courtesy U.S. Coast Guard, 1951. 


Is there an Existing Fog Signal Building? 
YES (DAMAGED 1991) 
Year Constructed: 
Construction Materials: 
Architectural Style: WHISTLE HOUSE 
Current Fog Signal Type: AIR-DIAPHONE/ORIG. WHISTLE 


is there an Existing Keepers Quarters? UNKNOWN 

Other Structures: 

Owner/Manager: U.S. COAST GUARD/THACHERS ISLAND ASSOCIATION 

Current Use: ACTIVE AID TO NAVIGATION; Open to the Public? YES; BY GUIDED TOUR DURING SUMMERS 
Access: BOAT FROM ROCKPORT; Public Phone: 617-546-2326 


National Register Status: PART OF LISTING: TWIN LIGHTS HISTORIC DISTRICT 
On State List/inventory? YES; Year Listed: 1970 


ONE OF FEW TWIN TOWER STATIONS ORIGINALLY CONSTRUCTED 1789; NORTH LIGHT (SEE THACHERS 
ISLAND LIGHT) DISCONTINUED 1932 





CAPE COD (HIGHLAND) LIGHT 


Location: EAST SIDE OF CAPE COD ls the Light Operational? YES 
U.S.C.G. District: 1 Foundation Materials: NATURAL/EMPLACED 
Nearest City: NORTH TRURO; County: BARNSTABLE Construction Materials: BRICK 
Markings/Patterns: WHITE W/BLACK LANTERN 
Year Station Established: 1797; Year Automated: 1987 Shape: CONICAL 
Relationship to Other Structures: ATTACHED 
Year Existing Historic Tower Constructed: 1857 Tower Height: 66; Height of Focal Plane: 183 
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Original Optic: FIRST ORDER, FRESNEL (1857) 
Presemt Optic: DCB-224 (1980) 


ls there a Newer Lower NO 
Is there an Existing Fog Signal Building? NO 
Current bog Signal Type: HORN (REMOVED) 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1857; Number of Stories: 1.5 
Architectural Style: QUEEN ANN 
Construction Materials; WOOD 


Other Structures: GENERATOR SHED (1857), NEW KEEPERS 
(1961), WALKWAY ATTACHES TOWER TO DWELLING, 
RADIOBLACOIN 


Owner/Manager, U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION/COAST GUARD 
STATION; Open to the Public? NO 


National Register Status: LISTED: HIGHLAND LIGHT 
STATION (LIGHTHOUSES OF MASSACHUSETTS TR) 

On State LisV/inventory? YES 

Documented by HABS? YES (MA-750) 


PROPERTY SURROUNDING STATION OWNED BY 
NATIONAL PARK SERVICE AS PART OF THE CAPE COD 
NATIONAL SEASHORE; 7TH LIGHT CONSTRUCTED BY U.S. 
— . GOVERNMENT; SITE FOR RADIOBEACON EXPERIMENTS; 

iS. ¢ » : : 
Cape Con Uige. Courtesy U.5. Coan Guart THREATENED BY CLIFF EROSION; SOME DISCUSSION TO 
MOVE TOWER 








CAPE POGE (POGUE) 
LIGHT 


Location: MARTHAS VINEYARD/ 
CHAPPAQUIDDICK ISLAND 

U.S.C.G. District 1 

Nearest City: EDGARTOWN 

County: DUKES 


Year Station Established: 1802 
Year Automated: 1964 


Year Existing Historic Tower Constructed: 

1922 

Is the Light Operational? YES 

Foundation Materials: STONE 

Construction Materials; WOOD 
SHINGLE 

Markings/Patierns: WHITE W/BLACK 
LANTERN 

Shape: CONICAL 

Relationship to Other Structures: Courtesy U.S. Coast Guard 
SEPARATE 

Tower Height: 35 

Height of Focal Plane: 65 

Original Optic: 
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CAPE POGE (POGUE) LIGHT cont. 


Present Optic: 300 MM Open to the Public? NO; Access: BOAT 
is there a Newer Tower? NO National Register Status: LISTED: CAPE POGE LIGHT 
Is there an Existing Fog Signal Building? NO (LIGHTHOUSES OF MASSACHUSETTS TR) 
Is there an Existing Keepers Quarters? NO On State LisV/inventory? YES 
(DETERIORATED) 
THIRD TOWER ON SITE; LENS AT DUKES COUNTY 
Other Structures: DESTROYED HISTORICAL SOCIETY MUSEUM; REBUILT IN 1922 
USING PLANS OF 1893 TOWER; TOWER MOVED 
Owner/Manager: U.S. COAST GUARD 150 FEET IN 1960; RELOCATED 500 FEET IN 1987 


Current Use: ACTIVE AID TO NAVIGATION 








CHATHAM LIGHT = 


Location: WEST SIDE CHATHAM i 
HARBOR/SOUTHEAST CAPE COD 

U.S.C.G. District: 1 

Nearest City: CHATHAM 

County: BARNSTABLE 





Year Station Established: 1808 
Year Automated: 1982 


Year Existing Historic Tower 
Constructed: 1877 
Is the Light Operational? YES 
Foundation Materials: CONCRETE 
Construction Materials: CAST IRON 
PLATE W/BRICK LINING 
Markings/Patterns: WHITE W/BLACK 
LANTERN; Shape: CONICAL ; 
Relationship to Other Structures: Ed 
SEPARATE ' 
Tower Height: 48 | eo 
Height of Focal Plane: 80 | + 


Original Optic: FOURTH ORDER, . — 
FRESNEL (1857) Courtesy National Register of Historic Places/Jack Claude, Cape Cod 


Present Optic: DCB-36 (1969) Planning & Economic Development Commission, ca. 1980. 





da 


r—s 








ils there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 


ls there an Existing Keepers Quarters? YES; Year Constructed: 1877; Number of Stories: 1.5 
Architectural Style: DUPLEX; Construction Materials: WOOD 


Other Structures: RADIOBEACON, LOOKOUT TOWER, OlL HOUSE (1877), GARAGE (1937) 


Owner/Manager: U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION/COAST GUARD HOUSING 
Open to the Public? YES; GROUNDS ONLY; Access: BRIDGE ST. NEAR MAIN ST. NEXT TO C.G. STATION 


National Register Status: LISTED: CHATHAM LIGHT STATION (LIGHTHOUSES OF MASSACHUSETTS TR) 
On State List/inventory? YES 


SOUTH TOWER ORIGINALLY PART OF THIRD SET OF TWIN LIGHTS (NORTH TOWER MOVED TO NAUSET 
1923); ORIG. LENS ON DISPLAY IN OLD ATWOOD HOUSE & MUSEUM IN CHATHAM 
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CHATHAM ROCK LIGHT 


Location: STAMFORD HARBOR CHANNEL MOUTH Relationship to Other Structures: SEPARATE 
U.S.C.G, District; 1; Year Station Established: 1881 Tower Height: 77; Height of Focal Plane: 
Original Optic: 


Year Existing Historic Tower Constructed: 1881 


Is the Light Operational? NO; Deactivated: 
Foundation Materials; CAISSON/STEEL 
Construction Materials; CONCRETE 
Markings/Patterns: WHITE ON BLACK BASE 
Shape: CONICAL 


Owner/Manager: PRIVATE OWNER 
Current Use: 
Open to the Public? NO; Access: BOAT 


National Register Status: NONE 





CLARKS POINT LIGHT 


Location: FORT TABER; U.S.C.G. District: 1 
Nearest City: NEW BEDFORD; County: BRISTOL 


Year Station Established: 1804 


Year Existing Historic Tower Constructed: 1869 
Is the Light Operational? NO 
Deactivated: 1898 
Foundation Materials: FORT 
Construction Materials: STONE BLOCK 
Markings/Patterns: WHITE 
Shape: OCTAGONAL TOWER W/O LANTERN 
Relationship to Other Structures: SEPARATE 
Tower Height: 
Original Optic: 


is there a Newer Tower? NO 


Is there an Existing Fog Signal Building? NO 
Is there an Existing Keepe:s Quarters? UNKNOWN 


Other Structures: 


Owner/Manager: CITY OF NEW BEDFORD 
Current Use: PLANS FOR PUBLIC PARK 
Open to the Public? YES 

Access: FORT TABER/WHARF ROAD 


National Register Status: PART OF LISTING: FORT 
TABER DISTRICT 
On State List/inventory? YES 


LANTERN FROM OLD TOWER MOVED TO SQUARE 
TOWER ON PARAPET OF FORT IN 1869 








Courtesy U.S. Coast Guard. 


CLEVELAND EAST LEDGE LIGHT 


Location: BUZZARDS BAY/CLEVELAND LEDGE CHANNEL 
US.C.G. District: 1 
Nearest City: POCASSET; County: BARNSTABLE 


Year Station Established: 1943; Year Automated: 1978 


Year Existing Historic Tower Constructed: 1943 
Is the Light Operational? YES 
Foundation Materials: CONCRETE/ROCK CAISSON 
Construction Materials: REINFORCED CONCRETE 
Markings/Patterns: WHITE TOWER/BROWN CAISSON/BLACK 

LANTERN 

Shape: CYLINDRICAL ON SQUARE DWELLING 
Relationship to Other Structures: INTEGRAL 
Tower Height: 70; Height of Focal Plane: 74 
Original Optic: FOURTH ORDER, FRESNEL (1943) 
Present Optic: FA 251 (1978) 


Is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: HORN 
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CLEVELAND EAST LEDGE LIGHT cont, 


ls there an Existing Keeper Quarters! YLS Open to the Public? NO; Access: BOAT 
Year Constructed: 1943; Number of Stories: 2 
Architectural Style: ART MODERNE INTEGRAL National Register Status: LISTED: CLEVELAND LEDGE 
Construction Materials: REINFORCED CONCRETE LIGHT STATION (LIGHTHOUSES OF 

MASSACHUSETTS TR) 

Other Structures: RADIOBLACON On State LisV/inventory? YES 

Owner/Manager, U.S. COAST GUARD 

Current Use: ACTIVE AID TO NAVIGATION RENOVATED BY U.S. COAST GUARD IN 1990 





DERBY WHARF LIGHT 


Location. SALEM HARBOR; U.S.C.G. District 1 
Nearest City: SALEM; County: ESSEX 





Year Station Established: 1671; Year Automated: 19863 


Year Existing Historic Tower Constructed: 1671 
ls the Light Operational! YES 
Deactivated: 1977-1983 
Foundation Materials; CONCRETE 
Construction Materials: BRICK 
Markings/Patterns: WHITE TOWER/BLACK LANTERN 
Shape: SQUARE 
Relationship to Other Structures: SEPARATE 
Tower Height: 14; Height of Focal Plane: 25 
Original Optic: SIXTH ORDER, FRESNEL (1871) 
Present Optic: 155 MM, SOLAR POWERED (1983) 














ls there a Newer Tower! NO 


is there an Existing Fog Signal Building? NO 
is there an Existing Keepers Quarters? NO 


Other Structures. 


Owner/Manager: NATIONAL PARK SERVICE/U 5 
COAST GUARD 

Current Use: ACTIVE AID TO NAVIGATION IN Courtesy Salem National Historic Site/David Kayser, 1992 
NATIONAL PARK 

Open to the Public? YES; BY TOUR 

Access: DERBY STREET/SALEM MARITIME NATIONAL HISTORIC SITE; Public Phone: 508-744-4323 





National Register Status: LISTED: DERBY WHARF LIGHT STATION (LIGHTHOUSES OF MASSACHUSETTS TR) 
On State List/inventory? YES; Year Listed: 1980 


TURNED OVER TO NATIONAL PARK SERVICE IN 1979; WHARF UNDER REHABILITATION 1992-1993 





DUXBURY LIGHT ("BUG LIGHT") 


Location: DUXBURY BAY; U.S.C.C. District 1 Foundation Materials: CAISSON 
Nearest City: DUXBURY; County: PLYMOUTH Construction Materials: CAST IRON 
Year Station Established: 1671; Year Automated: 1964 Markings/Pattierns: WHITE W/RED BASE 
Shape: CONICAL “SPARK PLUG" 
Year Existing Historic Tower Constructed: 1871 Relationship to Other Structures: INTEGRAL 
is the Light Operational? YES Tower Height: 47 
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Height of Focal Plane 35 
Original Optic: FOURTH ORDER, FRESNEL 
Present Optic: 250 MM, SOLAR POWERED 


OwnerManager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


MASSACHUSETTS 
Open to the Public! NO; Access: BOAT 
National Register Status: NONE 
REFURBISHED 1984 




















Courtesy U.S. Coast Guard. 


Open to the Public? YES; BY APPOINTMENT 


EAST CHOP (TELEGRAPH HILL) 
LIGHT 


Location; MARTHA’S VINEYARD/VINEYARD HAVEN 
ENTRANCE; US.C.G, District | 
Nearest City: OAK BLUFFS; County: DUKES 


Year Station Established: 1626; Year Automated: 1923 


Year Existing Historic Tower Constructed: 1677 
Is the Light Operational? VES 
Foundation Materials; CONCRETE 
Construction Materials: CAST IRON 
Markings/Patierns: WHITE W/BLACK LANTERN 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 40; Height of Focal Plane: 79 


is there a Newer Tower? NO 


Is there an Existing Fog Signal Building? NO 
is there an Existing Keepers Quarters? NO (DEMOLISHED) 


Other Structures: NONE 


Owner/Manager, U.S. COAST GUARD (TOWERVTOWN 
OF OAK BLUFFS (GROUNDS) 

Current Use: ACTIVE AID TO NAVIGATION IN TOWN 
PARK 


Access: LIGHTHOUSE ROAD/NEAR OAK BLUFFS; Public Phone: 508-693-2303 


National Register Status: LISTED: EAST CHOP LIGHT (LIGHTHOUSES OF MASSACHUSETTS TR) 


On State LisVinventory? YES 





EASTERN POINT LIGHT 


Location: EAST SIDE GLOUCESTER HARBOR 
ENTRANCE; U.S.CC. District 1 
Nearest City: GLOUCESTER; County: ESSEX 


Year Station Established: 1832: Year Automated: 1986 


Year Existing Historic Tower Constructed: 1690 
is the Light Operational? YES 
Foundation Materials: STONE 
Construction Materials: BRICK 
Markings/Patterns: WHITE W/BLACK LANTERN & 
RED ROOF 
Shape: CONICAL 


Relationship to Other Structures: ATTACHED 
Tower Height: 36; Height of Focal Plane: 57 
Original Optic: FOURTH ORDER, FRESNEL (1857) 
Present Optic: DCB 36 


ls there a Newer Tower? NO 


is there an Existing Fog Signal Building? YES 
Year Constructed: 195! 
Construction Materials: 
Architectural Style: BELL TOWER 

Current Fog Signal Type: HORN/ORIG. BELL 
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EASTERN POINT LIGHT 
cont, 


ls there an Existing Keepers 
Quarters? YES 
Year Constructed: 1679 
Number of Stories: 2 
Architectural Style: GOTH 
REVIVAL DUPLEX 
Construction Materials; WOOD 





Other Structures: RADIOBLACON 
(1931), COVERED 
PASSAGEWAY, "DOG BAR” 
BREAKWATER (1905), Ol 
MOUSE (1894), SHED, ASST 
KEEPERS (1908) 


Owner/Manager: U.S. COAST 
GUARD LEASE TO EASTERN 
POINT ASSOCIATION 





Current Use: ACTIVE AID TO Courtesy U.S. Coast Guard 


NAVIGATION/COAST GUARD 
HOUSING IN KEEPERS 


Open to the Public? YES; BY APPOINTMENT; Access: ALT RT. 127/NEXT TO NILES BEACH 


National Register Status: LISTED: EASTERN POINT LIGHT (LIGHTHOUSES OF MASSACHUSETTS TR) 


On State List/inventory? YES 


WINSLOW HOMER LIVED HERE IN 1880s 

















Courtesy U.S. Coast Guard, 1980 


Other Structures: WALKWAY 
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EDGARTOWN HARBOR LIGHT 


Location: CHAPPAQUIDDICK ISLAND/EDGARTOWN HARBOR 
US.C.G. Dietrich 1 
Nearest City: EDGARTOWN,; County: DUKES 


Year Station Established: 1628. Year Automated: 1939 


Year Existing Historic Tower Constructed: 1875 
is the Light Operational’ YES 
Foundation Materials: GRANITE BLOCKS W/FILL 
Construction Materials: CAST IRON 
Markings/Patierns. WHITE W/BLACK LANTERN 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 45; Height of Focal Plane: 45 
Original Optic: FOURTH ORDER, FRESNEL (1856) 
Present Optic: 250 MM, SOLAR POWERED (1988) 


is there a Newer Tower? NO 
ls there an Existing Fog Signal Building? NO 
Current Fog Signal Type: HORN (REMOVED 1988) 


ls there an Existing Keepers Quarters’ NO 
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: U.S, COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 
Open to the Publict VES; BY APPOINTMENT; Access: FERRY TO ISLAND; Public Phone: 508-693-4632 


National Register Status: LISTED: EOGARTOWN HARBOR LIGHT (LIGHTHOUSES OF MASSACHUSETTS TR) 


On State LisVinventory? VES 


1675 TOWER MOVED FROM IPSWICH TO EDGARTOWN IN 1939 





FORT PICKERING LIGHT 


Location; WINTER ISLAND/SALEM HARBOR 
U.S.C.G, Dietrich 1 
Nearest City: SALEM; County, ESSEX 


Year Station Established: 1871 


Year Existing Historic Tower Constructed: 1871 
is the Light Operational? VES 

Foundation Materials: CONCRETE 
Construction Materials: CAST IRON/BRICK 
Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: CYLINDRICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 

Height of Focal Plane: 

Original Optic: 


Present Optic: 


is there a Newer Tower? NO 


Is there an Existing Fog Signal Building? NO 
is there an Existing Keepers Quarters? NO 


Other Structures; ELEVATED WALKWAY 
Owner/Manager, U.S. COAST GUARD 

Current Use: ACTIVE AID TO NAVIGATION/PARK 
Open to the Public? YES 

Access: WINTER ISLAND MARITIME PARK 

Public Phone: 617-745-9430 


National Register Status: PART OF LISTING: FORT 
PICKERING; On State List/inventory? YES 











Courtesy U.S. Coast Guard, 1980. 


Other Structures: NONE (DEMOLISHED) 








GAY HEAD LIGHT 


Location; MARTHA’S VINEYARD 
U.S.C.G. District 1 
Nearest City: WEST CHOP; County: DUKES 


Year Station Established: 1799 
Year Automated: 1960 


Year Existing Historic Tower Constructed: 18656 
is the Light Operational? YES 
Foundation Materials: CAISSON 
Construction Materials: BRICK/SANDS1T ONE 
Markings/Patterns: RED BRICK W/BLACK LANTERN 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 51; Height of Focal Plane: 170 
Original Optic: FIRST ORDER, FRESNEL (1656) 
Present Optic: DCB-224 (1953) 


is there a Newer Tower? NO 

is there an Existing Fog Signal Building? NO 

is there an Existing Keepers Quarters? NO (DEMOLISHED 
1956) 


Owner/Manager. U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? YES; Access: GAY HEAD LIGHTHOUSE PARK 
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GAY HEAD LIGHT cont. 


National Register Matus LISTED GAY HEAD LICE (LIGHTHOUSES OF MASSACHUSETTS TR) 
On State Lis/inventory! YES 


EQQUIPPLD WITH ONE OF ThE FIRST PRESINEL LENSES IN THE US, FIRST ORDER LENS GIVEN TO DUKES 
COUNTY HISTORICAL SOCIETY 1951 








GRAVES (THE) LIGHT 


Location: BOSTON NORTH 
CHANNIEL/MASSACHUSETTS BAY 

U5.C.G. District 1 

Nearest City WINTHROP 

County: SUFFOLK OR PLYMOUTH 





Year Station Established 1905 
Year Automated: 1976 





Year Existing Historic Tower Constructed 

1905 

is the Light Operational YES 

Foundation Materials GRANITE 

Construction Materials: GRANITE BLOCK 

Markings/Pattierns: NATURAL W/BLACK 
LANTERN 

Shape: CONICAL 

Relationship to Other Structures 
SEPARATE 

Tower Height: 113 

Height of Focal Plane: 98 

Original Optic: FIRST ORDER, FRESNE! 
(1905); Present Optic: OCB 224 





Courtesy U.S. Coast Guard, 1976 


ls there a Newer lower! NO 
is there an Existing Fog Signal Building? NO, Current fog Signal Type: HORN 


is there an Existing Keepers Quartens’ UNKNOWN 
Other Structures: GRANITE OW HOUSE 


Owner/Manager, U.S. COAST GUARD, Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT 


National Register Status: LISTED. GRAVES LIGHT STATION (LIGHTHOUSES OF MASSACHUSETTS TR) 
On State Lis/inventory? YES 


LATE EXAMPLE OF EXPOSED CONSTRUCTION, STATION DAMAGED IN 1991 STORM 





HOSPITAL POINT (RANGE FRONT) LIGHT 


Location: MAIN CHANNEL TO SALEM HARBOR Year Existing Historic Tower Constructed: 1672 
US... Dietret 1 is the Light Operational? YES 
Nearest City: BEVERLY, County: ESSEX Foundation Materials GRANITE 
Construction Materials BRICK 
Year Station tvtablished: 1871. Year Automated: | 947 Markings/Pattierns: WHITE W/BLACK LANTERN 
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Hospital Point Light. Courtesy U.S. Coast Guard, 1945 





Shape: SQUARE PYRAMIDAL 

Relationship to Other Structures: ATTACHED 

Tower Meight: 45, Height of Focal Plane: 70 

Original Optic: THIRD-ONE-HALF ORDER 
FRESNEL (1872) 

Present Optic: THIRD ORDER 





ls there a Newer Tower! NO 
Is there an Existing Fog Signal Building? NO 


is there an Existing Keepers Quarters? YES 
(MODIFIED 1968) 
Year Constructed: 1671 
Number of Stories: 2 
Architectural Style: QUEEN ANNE REVIVAL 
Construction Materials; WOOD 


Other Structures: BRICK OL MOUSE (1671), 
WOOD GARAGE (1942), EQUIPMENT 
BUILDING (18675) 


Owner/Manager, U.S. COAST GUARD 
Current Use: ACTIVE AID TO 


NAVIGATION/COAST GUARD 
HOUSING; Open to the Public? NO 


National Register Status: LISTED: HOSPITAL POINT LIGHT STATION (LIGHTHOUSES OF MASSACHUSETTS TR) 


On State List/inventory? YES 


RESIDENCE OF COMMANDER OF U.S. COAST GUARD 15ST DISTRICT; REAR RANGE IS LOCATED IN THE SPIRE 


OF THE FIRST BAPTIST CHURCH OF BEVERLY 





HYANNIS (RANGE REAR) LIGHT 


Location: HYANNIS HARBOR; U.S5.C.G. District 1 
Nearest City: HYANNIS; County: BARNSTABLE 


Year Station Established: 1649 


Year Existing Historic Tower Constructed: 1649 
's the Light Operational? NO 
Deactivated: 1929 
Foundation Materials: NATURAL/EMPLACED 
Construction Materials: BRICK 
Markings/Pattiems: WHITE W/BLACK LANTERN 
Shape: CONICAL 
Relationship to Other Structures: ATTACHED 
Tower Height: 
Original Optic: OL LAMP W/REFLECTOR (1649) 
Present Optic: REMOVED (1929) 


is there an Existing Keepers Quarters? YES 


Year Constructed: 

Number of Stories: 1.5 
Architectural Style: CAPE COD 
Construction Materials: WOOD 


Other Structures: CISTERN, BRICK OF HOUSE (1902), 
SUMMER KITCHEN, ENCLOSED WALKWAY 
BETWEEN TOWER AND DWELLING 


Owner/Manager, PRIVATE OWNER 
Current Use: PRIVATE PROPERTY 


Open to the Public? NO 
National Register Status: NONE 


REPLACED BY BREAKWATER LIGHT; LANTERN 
REMOVED 1929, NEW LANTERN CREATED 1987 





LONG ISLAND HEAD LIGHT 


Location: EAST END LONG ISLAND/BOSTON 
HARBOR; U5.C.C. District 1 
Nearest City: QUINCY; County: SUFFOLK 


Year Station Established: 1620; Year Automated: 19186 


Year Existing Historic Tower Constructed: 1900 
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LONG ISLAND HEAD LIGHT cont. 


is the Light Operational’ YES; Deactivated: 1982-1965 
Foundation Materials: GRANITE 

Construction Materials: BRICK 

Markings/Pattierns; WHITE W/BLACK LANTERN 
Shape: CYLINDRICAI 

Relationship to Other Structures: SEPARATE 

Tower Height: 52; Height of Focal Plane: 120 
Original Optic: THIRD-ONE-HALF ORDER 

Present Optic: 250 MM, SOLAR POWERED 


is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 
is there an Existing Keepers Quarters? NO (REMOVED) 





Other Structures: NONE 


Owner/Manager, U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO 








Courtesy U.S. Coast Guard, ca. 1945 


National Register Status: LISTED: LONG ISLAND HEAD LIGHT 
(LIGHTHOUSES OF MASSACHUSETTS TR) 


On State List/inventory? YES 


ORIGINALLY REFERRED TO AS INNER HARBOR LIGHT; ISLAND OCCUPIED BY STATE PRISON HOSPITAL 








LONG POINT LIGHT 


Location: CAPE COD BAY/PROVINCETOWN HARBOR; 
US5S.C.G. Districh 1 
Nearest City: PROVINCETOWN; County: BARNSTABLE 


Year Station Established: 18627; Year Automated: 1952 


Year Existing Historic Tower Constructed: 1875 
is the Light Operational? YES 
Foundation Materials: NATURALIEMPLACED 
Construction Materials: BRICK 
Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: SQUARE 
Relationship to Other Structures: SEPARATE 
Tower Height: 38; Height of Focal Plane: 36 
Original Optic: FIFTH ORDER 
Present Optic: 300 MM, SOLAR POWERED 











is there a Newer Tower? NO 

Is there an Existing Fog Signal Building? NO (RUINS) 
Current Fog Signal Type: HORN/ORIGC. BELL 

is there an Existing Keepers Quarters? NO (DESTROYED) 





Courtesy National Register of Historic Places/Jack Clarke, Other Structures: BRICK Ol HOUSE (1670s) 


Cape Cod Pla & Economic Development 
Current Use: ACTIVE AID TO NAVIGATION 
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Open to the Publict NO; Access: BOAT/VIEW FROM MACMILLAN WHARF 


National Register Status: LISTED: LONG POINT LIGHT STATION (LIGMTHOUSES OF MASSACHUSETTS TR) 
On State LisV/inventory? YES 


WORKS IN TANDEM WITH WOOD END LIGHT 





MARBLEHEAD LIGHT 


Location; MARBLEHEAD NECK/MASSACHUSETTS Is there an Existing Keepers Quarters? NO 
BAY; U.S.C.G. District 1 (DEMOLISHED 1960s) 
Nearest City; MARBLEHEAD; County: ESSEX 
Other Structures: BRICK OIL HOUSE 
Year Station Established: 18638; Year Automated: 1960 
Owner/Manager, U.S. COAST GUARD (TOWER) 


Year Existing Historic Tower Constructed: 18696 TOWN OF MARBLEHEAD (GROUNDS) 
is the Light Operational? YES Current Use: ACTIVE AID TO NAVIGATION IN PARK 
Foundation Materials; CONCRETE/PILE Open to the Public? YES; GROUNDS ONLY 
Construction Materials: CAST IRON Access: CHANDLER HOVEY PARK/FOLLET STREET 
Markings/Patterns: BROWN WITH BLACK LANTERN ON MARBLEHEAD NECK 
Shape: SQUARE SKELET*L W/CYLINDER Public Phone: 617-631-3350 
Relationship to Other Structures: SEPARATE 
Tower Height: 105; Height of Focal Plane: 130 National Register Status: LISTED: MARBLEHEAD 
Original Optic: LIGHT (LIGHTHOUSES OF MASSACHUSETTS 
Present Optic: 300 MM TR); On State List/inventory? YES 
is there a Newer Tower? NO AT ONE TIME COVERED WALKWAY CONNECTED 
is there an Existing Fog Signal Building? NO TOWER TO KEEPERS DWELLING 





MINOTS LEDGE LIGHT 


Location: COHASSET ROCKS; U.S.C.G. District: 1 
Nearest City: SCITUATE; County: PLYMOUTH 


Year Station Established: 1850; Year Automated: 1947 


Year Existing Historic Tower Constructed: 1860 
is the Light Operational? YES 
Foundation Materials: STONE LEDGE 
Construction Materials: GRANITE 
Markings/Patterns: NATURAL 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 114; Height of Focal Plane: 65 
Original Optic: THIRD ORDER, FRESNEL (1860) 
Present Optic: 300 MM, SOLAR POWERED (1983) 


is there a Newer Tower? NO 
ls there an Existing Fog Signal Building? NO 
Current Fog Signal Type: HORN (DISCONTINUED 1947) 





ls there an Existing Keepers Quarters? YES 
Year Constructed: 1858; Number of Stories: 2 
Architectural Style: DUPLEX ON GOVERNMENT ISLAND 
Courtesy U.S. Coast Guard Construction Materials: WOOD 
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MINOTS LEDGE LIGHT cont, 


Other Structures: ENGINEERING OFFICE, OI STORAGE BUILDING, STONE WHART, ASST. KEEPERS DWELLING 
(ALL ON GOVERNMENT ISLAND) 


Owner/Manager: U.S. COAST GUARD (TOWLRYTOWN OF COHASSET (OWELLLING) 
Current Use: ACTIVE A) "O NAVIGATION; Open to the Publicd NO) Access: OFFSHORE/IOAT (DANGEROUS) 


National Register Status: LISTED: MINOT'S LEDGE LIGHT (IGHTHOUSES OF MASSACHIUSETTS TR) 
On State Lisvinventory? YES 


LIGHTSHIP AT SITE 1851-1860; ONE OF TOP TEN ENGINELRING FLATS OF U.S. LIGHTHOUSE SERVICE, UNIQUE 
CONSTRUCTION & LOCATION; MOST "WAVL-SWEPT" LIGHTHOUSE, FLASHING LIGHT SPELS OUT "TLOVE 
YOU" CODE; AMERICAN SOCIETY FOR CIVIL ENGINEERING LANDMARK, REPLICA OF LANTERN ON 
GOVERNMENT ISLAND 





MONOMOY POINT LIGHT 


Location; MONOMOY ISLAND OFF CAPE COD Architectural Style: CAPE COD 
US.C.G. District 1 Construction Materials WOOD 
Nearest City: CHATHAM; County: BARNSTABLE 
Other Structures: BRICK ON HOUSE (1894), 


Year Station Established: 1623 GENERATOR BUILDING 
Year Existing Historic Tower Constructed: 1655 Owner/Manager, U.S. FISH & WILDLIFE SERVICE 
Is the Light Operational? NO; Deactivated: 1924 Current Use: NATIONAL WILDLIFE REFUGE 
Foundation Materials: BRICK Open to the Publict YES; BY APPOINTMENT W/CAPT 
Construction Materials: RON PANELS W/BRICK COD MUSEUM 
LINING, Access: MONOMOY NATIONAL WILDLIFE REFUGE 
Markings/Patterns: RED W/BLACK LANTERN Public Phone: 508-896. 1867 


Shape: SKELETAL W/ALARGE CENTRAL CYLINDER 
National Register Status; LISTED: MONOMOY POINT 


Relationship to Other Structures: SEPARATE LIGHTHOUSE (LIGHTHOUSES OF 

Tower Height: 40; Height of Focal Plane: 47 MASSACHUSETTS TR) 

Original Optic: FOURTH ORDER, FRESNEL (1855) On State Lisvinventory? YES 

Present Optic: REMOVED Documented by HAER? YES (MA-62) 
is there a Newer Tower? NO IT WAS DECIDED IN 1923 THAT CHATHAM LIGHT 
is there an Existing Fog Signal Building? NO WAS SUFFICIENT FOR AREA; STATION RESTORED 
Current Fog Signal Type: BELL BUOY IN 1988; CAPE COD MUSEUM OF NATURAL 

HISTORY AT BREWSTER, MASSACHUSETTS, USES 

is there an Existing Keepers Quarters? YES STATION AS AN EDUCATIONAL CENTER 


Year Constructed: 1849; Number of Stories: 2 





NAUSET BEACH LIGHT 


Location: CAPE COD/BOSTON APPROACH Foundation Materials; CONCRETE 
U.S.C.G, District 1 Construction Materials: CAST IRON 
Nearest City; NORTH EASTHAM Markings/Patierns: UPPER RED, LOWER WHITE 
County: BARNSTABLE W/BLACK LANTERN 
Shape: CONICAL 
Year Station Established: 1639; Year Automated: 1952 Relationship to Other Structures: SEPARATE 
Tower Height: 46; Height of Focal Plane: 114 
Year Existing Historic Tower Constructed: 18673 (RE. Original Optic: FOURTH ORDER, FRESNEL 
ERECTED AT NAUSET BEACH 1923) Present Optic: DCB-224 


is the Light Operational? YES 
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Nauset Beach Light. Courtesy National Register of Historic 
Places/Jack Clarke for the Cape Cod Economic Planning & 


Development Commission, 1980. 








MASSACHUSETTS 


is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 


is there an Existing Keepers Quarters? YES 
Year Constructed: 1875; Number of Stories: 1.5 
Architectural Style: GOTHIC REVIVAL 
Construction Materials: WOOD 


Other Structures; BRICK OIL HOUSE (1892), 
GARAGE ATTACHED TO KEEPERS (1923) 


Owner/Manager, U.S. COAST GUARD 
(TOWERVPRIVATE OWNER (KEEPERS & 
GROUNDS) 

Current Use: ACTIVE AID TO 
NAVIGATION/SUMMER COTTAGE 

Open to the Public? NO 


National Register Status: LISTED: NAUSET BEACH 
LIGHT (LIGHTHOUSES OF MASSACHUSETTS 
TR); On State LisV/inventory? YES 


CURRENT TOWER WAS ONE OF TWO AT 
CHATHAM MOVED IN 1923; ORIGINAL LENS AT 
SALT POND VISITOR CENTER; THREATENED BY 
EROSION 








NED POINT LIGHT 


Location: MATTAPOISETT HARBOR ENTRANCE 
U.S.C.G. District: 1 ; 
Nearest City: MATTAPOISETT; County: PLYMOUTH 


Year Station Established: 1837; Year Automated: 1923 


Year Existing Historic Tower Constructed: 1888 
is the Light Operational? YES; Deactivated: 1952-1961 
Foundation Materials: NATURAL/EMPLACED 
Construction Materials: STONE/RON 
Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: CON'CAL 





Relationship to Other Structures: SEPARATE 
Tower Height: 39; Height of Focal Plane: 41 
Original Optic: FIFTH ORDER, FRESNEL (1888) 
Present Optic: 250 MM (1977) 


ls there a Newer Tower? NO 

Is there an Existing Fog Signal Building? NO 

ls there an Existing Keepers Quarters? NO (RELOCATED TO 
WING'S NECK LIGHT IN 1930) 





Other Structures: OIL HOUSE Courtesy Town of Mattapoisett/George Heinz, 1993. 


Owner/Manager: U.S. COAST GUARD (TOWER)/ TOWN OF MATTAPOISETT (GROUNDS) 
Current Use: ACTIVE AID TO NAVIGATION IN TOWN PARK 

Open to the Public? YES; GROUNDS ONLY (PUBLIC PARK); Access: END OF NED POINT ROAD 
National Register Status: LISTED: NED POINT LIGHT (LIGHTHOUSES OF MASSACHUSETTS TR) 
On State List/Inventory? YES 
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NEWBURYPORT HARBOR LIGHT 


Location: PLUM ISLANDA/APSWICH BAY 
US.C.G. District 1 
Nearest City: NEWBURYPORT; County: ESSEX 


Year Station Established: 1788; Year Automated: 1951 


Year Existing Historic Tower Constructed: 1698 
Is the Light Operational? YES 
Foundation Materials; CONCRETE (ORIG. WOOD) 
Construction Materials: WOOD W/BRICK LINING 
Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 45; Height of Focal Plane: 50 
Original Optic: FOURTH ORDER, FRESNEL 
Present Optic: PLASTIC (1981) 


ils there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 


is there an Existing Keepers Quarters? YES 
Year Constructed: 
Number of Stories: 2 
Architectural Style: VICTORIAN 
Construction Materials: WOOD 


Other Structures: 


Owner/Manager: U.S. COAST GUARD 





Courtesy U.S. Coast Guard. 


Current Use: ACTIVE AID TO NAVIGATION IN NATIONAL WILDLIFE REFUGE; Open to the Public? NO 


National Register Status: LISTED: NEWBURYPORT HARBOR LIGHT (LIGHTHOUSES OF MASSACHUSETTS TR) 


On State List/inventory? YES 


TWIN TOWERS AT SITE ORIGINALLY; 1898 TOWER INCORPORATED PARTS OF ONE OF 1793 TOWERS 





NEWBURYPORT HARBOR RANGE FRONT LIGHT 


Location: MERRIMAC RIVER (RELOCATED) 
US.C.G. District: 1 
Nearest City: NEWBURYPORT; County: ESSEX 


Year Station Established: 1873 


Year Existing Historic Tower Constructed: 1873 
is the Light Operational? NO; Deactivated: 
Foundation Materials: CONCRETE (1964) 
Construction Materials: WOOD & CAST IRON 

W/BRICK LINING 
Markings/Patterns: WHITE 
Shape: OCTAGONAL ON CONICAL BASE 
Relationship to Other Structures: SEPARATE 
Tower Height: 35 
Original Optic: 
Present Optic: 
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ls there a Newer Tower? UNi.NOWN 
Is there an Existing Fog Signal Building? NO 
Is there an Existing Keepers Quarters? UNKNOWN 


Other Structures: 


Owner/Manager: U.S. COAST GUARD 
Current \'se: 
Open to the Public? NO 


National Register Status: LISTED: NEWBURYPORT 
HARBOR FRONT RANGE LIGHT (LIGHTHOUSES 
OF MASSACHUSETTS TR) 

On State List/Inventory? YES 


RELOCATED IN 1964 FROM BAYLEY’S WHARF TO 


SITE ADJACENT TO MERRIMAC RIVER COAST 
GUARD STATION 
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NEWBURYPORT HARBOR RANGE REAR LIGHT 


Location: NEAR MERRIMAC RIVER 
U.S.C.G, District; 1 
Nearest City: NEWBURYPORT; County: ESSEX 


Year Station Established: 1873 


Year Existing Historic Tower Constructed: 1873 
is the Light Operational? NO 
Deactivated: 1961 
Foundation Materials; STONE 
Construction Materials; BRICK/CAST IRON/WOOD 
Markings/Patterns: 
Shape: SQUARE HOURGLASS 
Relationship to Other Structures: ATTACHED 
Tower Height: 53; Height of Focal Plane: 
Original Optic: 
Present Optic: 


Is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 


Is there an Existing Keepers Quarters? UNKNOWN 
Year Constructed: 1873; Number of Stories: 2 
Architectural Style: 

Construction Materials: 


Other Structures: 
Owner/Manager: PRIVATE OWNER 


Current Use: 
Open to the Public? NO 


National Register Status: LISTED: NEWBURYPORT 
HARBOR REAR RANGE LIGHT (LIGHTHOUSES 
OF MASSACHUSETTS TR) 

On State List/inventory? YES 














Courtesy National Register of Historic Places/Jack Clarke for the 





NOBSKA POINT LIGHT 


Location: WOODS HOLE HARBOR 

ENTRANCE; U.S.C.G. District: 1 
Nearest City: WOODS HOLE 
County: BARNSTABLE 


Year Station Established: 1829 
Year Automated: 1985 


Year Existing Historic Tower Constructed: 1876 

Is the Light Operational? YES 

Foundation Materials: NATURAL EMPL/ CED 

Construction Materials: RON W/BRICK 
LINING 

Markings/Patterns: WHITE W/BLACK 
LANTERN; Shape: CYLINDRICAL 

Relationship to Other Structures: SEPARATE 

Tower Height: 40; Height of Focal Plane: 87 

Original Optic: FOURTH ORDER, FRESNEL 
(1876) 

Present Optic: FOURTH ORDER, FRESNEL 
(1876) 





Cape Cod Economic Planning & Development Commission, 1980. 


ls there a Newer Tower? NO 


Is there an Existing Fog Signal Building? NO; Current Fog Signal Type: HORN 


Is there an Existing Keepers Quarters? YES; Year Constructed: 1876; Number of Stories: 1.5 
Architectural Style: VICTORIAN; Construction Materials: WOOD 


Other Structures: BRICK OIL HOUSE (1876), PAINT LOCKERS (1876), GARAGE (1931), RADIOBEACON BUILDING 


(1937) 


Owner/Manager: U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION/WOODS HOLE GROUP 
COMMANDER RESIDENCE; Open to the Public? YES; GROUNDS ONLY; Access: NOBSKA ROAD 
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NOBSKA POINT LIGHT cont. 


National Register Status: LISTED: NOBSKA POINT LIGHT STATION (LIGHTHOUSES OF MASSACHUSETTS TR) 


On State LisVinventory? YES 





PALMER ISLAND LIGHT 


Location: NEW BEDFORD HARBOR 
U.S.C.G. District: | 
Nearest City: NEW BEDFORD; County: BRISTOL 


Year Station Established: 1849; Year Automated: 1941 


Year Existing Historic Tower Constructed: 18649 
Is the Light Operational? YES (PRIVATE AID) 
Deactivated: 1962 
Foundation Materials; RUBRLESTONE 
Construction Materials: RUBBLES TONE 
Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 24; Height of Focal Plane: 34 
Original Optic: FIFTH ORDER 
Present Optic: FOURTH ORDER 


ls there a Newer Tower? NO 


Is there an Existing Fog Signal Building? NO 
(DISMANTLED) 


Current Fog Signal Type: ORIG. BELL 


Is there an Existing Keepers Quarters? NO 
(DESTROYED 1938) 


Other Structures: NONE 


Owner/Manager: CITY OF NEW BEDFORD 
Current Use: PRIVATE AID TO NAVIGATION 
Open to the Public? YES; GROUNDS ONLY 
Access: STONE ACCESSWAY 


National Register Status: LISTED: PALMER ISLAND 
LIGHT STATION (LIGHTHOUSES OF 
MASSACHUSETTS TR) 


On State List/inventory? YES 


TOWER FORMERLY ON SHORE W/DIFFERENT 
LANTERN HOUSING; FIRE DAMAGE IN 1966 





PLYMOUTH (GURNET) LIGHT 


Location: GURNET POINT/PLYMOUTH BAY 
US.C.G. District: 1 
Nearest City: DUXBURY; County: PLYMOUTH 


Year Station Established: 1768 
Year Automated: 1986 


Year Existing Historic Tower Constructed: 1843 
is the Light Operational? YES 
Foundation Materials: GRANITE 
Construction Materials: CEDAR SHINGLE 
Markings/Patterns: WHITE W/BLACK LANTERN & 
RED ROOF 
Shape: OCTAGONAL PYRAMIDAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 34; Height of Focal Plane: 102 
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Original Optic: (TWIN LIGHTS) FOURTH ORDER, 
FRESNEL (1871) 
Present Optic: FA-251 (1986) 


ls there a Newer Tower? NO 

's there an Existing Fog Signal Building? NO 
(DISMANTLED) 

Current Fog Signal Type: HORN/ORIG. TRUMPET 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1963; Number of Stories: 1 


Architectural Style: MODERN RANCH STYLE 
Construction Materials: WOOD FRAME 


Other Structures: LIFESAVING STATION, STORAGE 
SHED ATTACHED TO TOWER, CISTERN 
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MASSACHUSETTS 





Owner/Manager; U.S, COAST GUARD LEASE TO U.S. 
LIGHTHOUSE SOCIETY 

Current Use: ACTIVE AID TO NAVIGATION 

Open to the Public? YES; BY APPOINTMENT 

Access: 5 MILE BEACH HIKE/BOAT 

Public Phone: 617-447-2604 


National Register Status: LISTED: PLYMOUTH LIGHT 
STATION (LIGHTHOUSES OF MASSACHUSETTS TR) 
Ad On State Lis/Inventory? YES 





SITE OF ONE OF ORIGINAL 12 COLONIAL LIGHT 

\] STATIONS; ORIGINALLY TWIN LIGHTS, NORTH TOWER 
DISCONTINUED AND DISMANTLED 1924; SURVIVING 
| 1803 OCTAGONAL TOWER IS AMERICA’S OLDEST 

+4 WOODEN TOWER; STORAGE SHED ONCE CONNECTED 
ry TWIN TOWERS; THREATENED BY EROSION 











Plymouth Light. Courtesy Maritime Research 
Center/].£. Lebherz. 





RACE POINT LIGHT 


Location: NORTHERN TIP OF CAPE COD 
U.S.C.G. District: 1 
Nearest City: PROVINCETOWN; County: BARNSTABLE 


Year Station Established: 1816; Year Automated: 1978 


Year Existing Historic Tower Constructed: 1876 
Is the Light Operational? YES 
Foundation Materials: NATURAL/EMPLACED 
Construction Materials: RON PLATE W/BRICK INTERIOR 
Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 45; Height of Focal Plane: 67 
Original Optic: FOURTH ORDER (1876) 
Present Optic: 190 MM, SOLAR POWERED (1992) 





Courtesy U.S. Coast Guard, ca. 1985. 


Is there a Newer Tower? NO 
ls there an Existing Fog Signal Building? NO 
Current Fog Signal Type: HORN/ORIG. BELL 


is there an Existing Keepers Quarters? YES; Year Constructed: 1876; Number of Stories: 1.5 
Architectural Style: VICTORIAN; Construction Materials: WOOD FRAME 


Other Structures: GARAGE (1870S), OIL HOUSE (1876) 
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Original Optic: SECOND ORDER, FRESNEL (1650); Present Optic: OCB-224 (1967) 


is there a Newer Tower! NO 
Is there an Existing Fog Signal Building? NO 


is there an Existing Keepers Quarters? NO; DESTROYED 


Other Structures; OL HOUSE (1887), 2 RANCH-STYLE KEEPERS (1960), HELICOPTER PAD 


: U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION/COAST GUARD HOUSING 
Open to the Public? YES; GROUNDS ONLY; Access: BAXTER ROAD 


National Register Status: LISTED: SANKATY HEAD LIGHT (LIGHTHOUSES OF MASSACHUSETTS TR) 


On State LisVinventory? YES 


ORIGINAL LENS MOVED TO NANTUCKET WHALING MUSEUM 1938; THREATENED BY EROSION 





SCITUATE LIGHT 


Location; CEDAR POINT/SCITUATE HARBOR 
U.S.C.G, District: 1 
Nearest City: SCITUATE; County: PLYMOUTH 


Year Station Established: 1611; Year Automated: 1990 


Year Existing Historic Tower Constructed: 1611 
is the Light Operational? YES (PRIVATE AID) 
Deactivated: 1860-1990 
Foundation Materials: NATURAL/EMPLACED 
Construction Materials: GRANITE/BRICK 
Markings/Patterns: SOLID WHITE W/GREEN 

LANTERN 
Shape: OCTAGONAL 
Relationship to Other Structures: ATTACHED 
Tower Height: 50; Height of Focal Plane: 49 
Original Optic: PAN LAMP (1811) 
Present Optic: FLOODLIGHT (1957) 


is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 


is there an Existing Keepers Quarters? YES 

Year Constructed: 1811; Number of Stories: 1.5 
Architectural Style: CAPE COD 

Construction Materials; WOOD 


Other Structures: STORAGE BUILDING 


Owner/Manager. SCITUATE HISTORICAL 
SOCIETY/TOWN OF SCITUATE 

Current Use: PRIVATE AID TO NAVIGATION 

Open to the Public? YES; BY APPOINTMENT 

Access: LIGHTHOUSE ROAD 

Public Phone: 617-545-1083 


National Register Status: LISTED: SCITUATE LIGHT 
(LIGHTHOUSES OF MASSACHUSETTS TR) 


On State LisVinventory? YES 
Documented by HABS? YES (MA-2-22) 


IN 1627 TOWER HEIGHTENED 15 FEET; TOWER 
WALLS REBUILT 1841, CURRENT LANTERN BUILT 
1930 





STAGE HARBOR LIGHT 


Location: STAGE HARBOR/NANTUCKET SOUND 
US.C.G. District 1 

Nearest City: WEST CHATHAM 

County: BARNSTABLE 

Year Station Established: 1880 


Year Existing Historic Tower Constructed: 1880 
Is the Light Operational? NO 
Deactivated: 1933 
Construction Materials: CAST IRON 
Markings/Patterns: WHITE 
Shape: CONICAL W/OUT LANTERN 
Relationship to Other Structures. ATTAC 4ED 
Present Optic: REMOVED 


is there a Newer Tower? YES; Year Constructed: 1933 
Construction Materials: STEEL 
Markings/Patterns: WHITE; Shape: SKELETAL 


is there an Existing Keepers Quarters? YES 
Year Constructed: 1880; Number of Stories: 2 
Architectural Style: ATTACHED 
Construction Materials: WOOD FRAME 


Other Structures: BOAT SHED, OUTHOUSE 


Owner/Manager. PRIVATE OWNER 
Current Use: 


Open to the Public? NO 
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MASSACHUSETTS 





STAGE HARBOR LIGHT cont. 


National Register Status: NONE 


OLD TOWER ATTACHED TO OWELLING BY COVERED WALKWAY 





STRAITSMOUTH ISLAND LIGHT 


Location; STRAITSMOUTH ISLAND; U.5S.C.G. District: 1 
Nearest City; ROCKPORT; County: ESSEX 


Year Station Established: 1635, Year Automated: 1967 


Year Existing Historic Tower Constructed: 1696 
is the Light Operational? YES 
Foundation Materials; GRANITE 
Construction Materials: BRICK/ASPHALT 
Merkings/Patterns: WHITE W/BLACK LANTERN 
Shape: CYLINDRICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 37; Height of Focal Plane: 46 
Original Optic: 
Present Optic: 250 MM, SOLAR POWERED 








is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: HORN 


is there an Existing Keepers Quarters? YES 
Year Constructed: 1835; Number of Stories: 1.5 
Architectural Style: GOTHIC 
Construction Materials; WOOD FRAME Courtesy Massachusetts Audubon 
Society/Tim Smith, 1993. 





Other Structures: BRICK OIL HOUSE (ca. 1635), BRICK CISTERN 
W/WOOD ROOF 


Owner/Manager: U.S. COAST GUARD (TOWERWMASSACHUSETTS AUDUBON SOCIETY (KEEPERS DWELLING) 
Current Use: ACTIVE AID TO NAVIGATION IN BIRD REFUGE 

Open to the Public? NO; IPSWICH RIVER WILDLIFE SANCTUARY 

Access: BOAT - LANDING (IS DIFFICULT 


National Register Status: LISTED: STRAITSMOUTH ISLAND LIGHT (LIGHTHOUSES OF MASSACHUSETTS TR) 
On State List/inventory? YES 


TOWER DAMAGED IN 1991 STORM; RESTORED 1992 





TARPAULIN COVE LIGHT 


Location: NAUSHON ISLAND OF ELIZABETH Foundation Materials: NATURAL/EMPLACED/ 
ISLANDS; U.S.C.G. District: 1 CONCRETE; Construction Materials: BRICK 
Nearest City: GOSNOLD; County: DUKES Markings/Patterns: WHITE 
Shape: CONICAL ATTACHED TO WORKROOM 
Year Station Established: 1817; Year Automated: 1967 Relationship to Other Structures: SEPARATE 
Tower Height: 78; Height of Focal Plane: 78 
Year Existing Historic Tower Constructed: 18656 Original Optic: 
is the Light Operational? YES Present Optic: 300 MM 
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ls there a Newer Tower! NO 

ls there an Existing Fog Signal Building! NO 

Current Fog Signal Type: BELL (DISCONTINUED 
1938) 


Is there an Existing Keepers Quarters? NO 
(DEMOLISHED 1962) 


Other Structures: NONE 


MASSACHUSETTS 


OwnerManager, U.S. COAST GUARD 
Use: ACTIVE AID TO NAVIGATION 


Open to the Public! NO; Access: BOAT 
National Register Status: LISTED: TARPAULIN COVE 





TEN POUND ISLAND LIGHT 


Location: GLOUCESTER HARBOR 
U.S.C.G, District 1 
Nearest City; GLOUCESTER; County: ESSEX 


Year Station Established: 1621; Year Automated: 1956 
Year Existing Historic Tower Constructed: 1861 


Relationship to Other Structures: SEPARATE 
Tower Height: 30; Height of Focal Plane: 57 


Original Optic: FIFTH ORDER 
Present Optic: 250 MM H/C (1989) 


is there a Newer Tower? YES; Year Constructed: 1956 
Active? NO; Shape: SKELETAL 


(TOWERVU.S. COAST GUARD OPERATES LIGHT 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT 


LIGHT DISPLAYED FROM SKELETAL TOWER 
1956-1989; COAST GUARD MOVED LIGHT BACK 
TO OLD TOWER IN 1989 





THACHERS ISLAND LIGHT (NORTH LIGHT) 


Location: THACHERS (ISLAND 
US.C.G. District: 1 
Nearest City: ROCKPORT; County: ESSEX 


Year Station Established: 1771; Year Automated: 


Year Existing Historic Tower Constructed: 1861 
ls the Light Operational? NO 
Deactivated: 1932-1988 
Foundation Materials; SURFACE ROCK 
Construction Materials: GRANITE 
Markings/Patterns: UNPAINTED GRANITE 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 124; Height of Focal Plane: 166 
Original Optic: FIRST ORDER, FRESNEL 
Present Optic’ 


is there a Newer Tower? NO 


Is there an Existing Fog Signal Building? YES 
(DAMAGED IN 1991 STORM) 


Year Constructed: 

Construction Materials: 
Architectural Style: WHISTLE HOUSE 
Current Fog Signal Type: 


Is there an Existing Keepers Quarters? UNKNOWN 
Other Structures: STORAGE BUILDING 


Owner/Manager: U.S. FISH & WILDLIFE SERVICE 

Current Use: NATIONAL WILDLIFE REFUGE 

Open to the Public? YES; GROUNDS ONLY 

Access: THACHERS ISLAND NATIONAL WILDLIFE 
REFUGE 


National Register Status: PART OF LISTING: TWIN 
LIGHTS HISTORIC DISTRICT 
On State List/inventory? YES; Year Listed: 1970 


ORIGINALLY CONSTRUCTED 1789; CIVILIAN 
KEEPERS; BOATHOUSE DEMOLISHED IN 1991 
STORM; SEE CAPE ANN (SOUTH LIGHT) 
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MASSACHUSETTS 
Other Structures; GARAGE (1935), STORAGE BUILDING, Ol HOUSE (1695) 


Owner/Manager; U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION/COAST GUARD HOUSING IN KEEPERS; Open to the Public? NO 


National Register Status: LISTED: WEST CHOP LIGHT (LIGHTHOUSES OF MASSACHUSETTS TR) 
On State LisVinventory? YES 








WINGS NECK LIGHT 


Location: BUZZARD’S BAY 
US.C.G, District 1 
Nearest City: PATUISETT 
County: BARNSTABLE 


Year Station Established: 1649 





Year Existing Historic Tower Constructed: 

1689 

is the Light Operational? NO 

Deactivated: 1945 

Foundation Materials; FIELOSTONE 

Construction Materials; WOOD 

Markings/Patterns: WHITE W/BLACK 
LANTERN 

Shape: HEXAGONAL PYRAMIDAL 

Relationship to Other Structures: 








Courtesy National Register of Historic Places/jack Clarke for Cape Cod ATTACHED 
Planning & Economic Development Commission, 1980. Tower Height: 
Original Optic: 


Present Optic: REMOVED 
ls there a Newer Tower? YES; Year Constructed: 1945; Construction Materials: STEEL; Shape: SKELETAL 
is there an Existing Fog Signal Building? NO; Current Fog Signal Type: ORIG. BELL 


is there an Existing Keepers Quarters? YES; Year Constructed: 1889; Number of Stories: 1.5 
Architectural Style: ATTACHED; Construction Materials: WOOD 


Other Structures; COVERED WALKWAY ATTACHES TOWER TO DWELLING, OIL HOUSE (1849), 1870s KEEPERS 
FROM NED POINT LIGHT 


Owner/Manager: PRIVATE OWNER; Current Use: PRIVATE RESIDENCE; Open to the Public? NO 


National Register Status: LISTED: WING'S NECK LIGHT (LIGHTHOUSES OF MASSACHUSETTS TR) 
On State List/inventory? YES 





WOOD END LIGHT 


Location: NORTH OF CAPE COD HARBOR Year Existing Historic Tower Constructed: 1873 

U.S.C.G. District: 1 Is the Light Operational? YES 

Nearest City: PROVINCETOWN Foundation Materials: CONCRETE 

County: BARNSTABLE Construction Materials: BRICK 
Markings/Patters: WHITE W/BLACK LANTERN 

Year Station Established: 1864; Year Automated: 1960 Shape: SQUARE 


Relationship to Other Structures: SEPARATE 
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MASSACHUSETTS 








WOOD END LIGHT cont. 


Tower Meight: 39; Height of Focal Plane: 45 
Original Optic: FOURTH ORDER, FRESNEL (1673) 
Present Optic: 190 MM, SOLAR POWERED (1960) 


Is there a Newer Tower? NO 

is there an Existing Fog Signal Building? NO 
(DISMANTLED) 

Current Fog Signal Type: HORN/ORIG. BELL 


Is there an Existing Keepers Quarters? NO 
(DEMOLISHED 1961) 


Other Structures: BRICK OIL HOUSE 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO 


National Register Status: LISTED: WOOD END LIGHT 
LOOKOUT STATION (LIGHTHOUSES OF 
MASSACHUSETTS TR) 

On State List/inventory? YES 











Courtesy U.S. Coast Guard, 1980. 
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MICHIGAN 





ALPENA LIGHT 


tox ation: THUNDER BAY RIVER ENTRANCI/A AKI Shape: SKELETAL 
HURON, USO. Ditto Relationship to Other Structures: SEPARATI 

Nearest City: ALPENA,; County: ALPILNA lower Height 14) beght of Focal Plane: 64 
Year Station tstablished: 1477 Original Opt: FOURTH ORDER 
Year Automated: 1974 Present Opti: 190 MM 
Year txisting Histor Tower Constructed: 1914 Chwner/Manager, U.S. COAST GUARD 

is the Light Operationalé YES Current Use: ACTIVE AID TO) NAVIGATION 

houndation Materials: PNEUMATIC/AUB Open to the Public t NO 

Construction Materials: CAST IRON 

Markingv/Patioms: RED SKELETAL TOWER, UPPER National Register Status: NONE 


PART ENCLOSED 








AU SABLE LIGHT 


Location: LAKE SUPERIOR; U.S.C.G. District 9 
Nearest City, GRAND MARAIS; County: ALGER 


Year Station tstablished: 1874 
Year Automated: 1958 


Year Uxisting Historic Tower Constructed: 1874 
Is the Light Operational’ YES 
foundation Materials; WOOD PILINGS 
Construction Materials: BRICK 
Markings? atterns: WHITE W/BLACK LANTERN 
Shape: CONICAL 
Relationship to Other Structures: ATTACHED 
Tower Height: 47; Height of Focal Plane: 107 
Original Optic: THIRD ORDER, FRESNEL (1874) 
Present Optic: 100 MM, SOLAR POWERED 

(1958) 








(Courtesy Prctured Rocks National lakeshore 
ls there a Newer Tower! NO 
is there an Existing fog Signal Building? YES; Year Constructed: 1897; Construction Materials: BRICK 


Architectural Style 
Current fog Signal lype: REMOVED/STEAM WHISTLE, AIR HORN 


ls there an Existing Keepers Quarters? YES; Year Constructed: 1874; Number of Stories: 2 
Architectural Styles DUPLEX (CONVERTED 1909), Construction Materials: BRICK 


Other Structures: STEEL ONL HOUSE (1915), 2ND BRICK KEEPERS (1909), KEROSENE STORAGE SHED (1895), 2 
BRICK PRIVIES (1874/1909), WOODEN BOATHOUSE & WOODSHED (1675), BRICK CISTERN 


Owner/Manager, U.S. COAST GUARD/NATIONAL PARK SERVICE, MIDWEST REGION 
Current Use: ACTIVE AID TO NAVIGATION IN NATIONAL PARK; Open to the Public? YES 
Access: PICTURED ROCKS NATIONAL LAKESHORE/OFF ROUTE 158; Public Phone: 906-187-2607 


National Register Status: LISTED: AU SABLE LIGHT STATION 
Documented by HABS? YES (MI 417) 


CALLED BIG SABLE LIGHT UNTIL 1910; STATION IS BEING RESTORED TO TTS 1909-1910 APPEARANCE; THIRD 
ORDER FRESNEL LENS ON DISPLAY AT PARK 
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MICHIGAN 





BEAVER HEAD (BEAVER ISLAND) LIGHT 


Location: MACKINAC STRAITS APPROACH/LAKE Construction Materials; RED BRICK 
MICHIGAN; U.5.C.G, District: 9 Architectural Style: 
Nearest City; SOUTH OF ST. JAMES Current Fog Signal Type: 


County: CHARLEVOIX 
is there an Existing Keepers Quarters? YES 


Year Station Established: 1851; Year Automated: Year Constructed: 1866; Number of Stories: 2 
Architectural Style: VICTORIAN 

Year Existing Historic Tower Constructed: 1658 Construction Materials; YELLOW BRICK 
Is the Light Operational? NO 
Deactivated; 1962 Other Structures; FRAME ADDITION ADDED TO 
Foundation Materials: REINFORCED CONCRETE KEEPERS TO ACCOMMODATE ASST. KEEPERS, 
Construction Materials: BRICK OlL HOUSE, GARAGE, STORAGE BUILDING 
Markings/Patterns: YELLOW 
Shape: CYLINDRICAL Owner/Manager: CHARLEVOIX PUBLIC SCHOOL 
Relationship to Other Structures: ATTACHED DISTRICT 
Tower Height: 46; Height of Focal Plane: 103 Current Use: ALTERNATIVE EDUCATION CLASSES 
Original Optic: FOURTH ORDER, FRESNEL (1870) Open to the Public? YES 
Present Optic: REMOVED (1962) Access: FERRY/EAST SIDE DRIVE 


Public Phone: 616-448-2468 
is there a Newer Tower? YES; Year Constructed: 1962 


Shape: RADIOBEACON TOWER National Register Status: LISTED: BEAVER ISLAND 
LIGHT STATION 
Is there an Existing Fog Signal Building? YES On State List/Iinventory? YES 


Year Constructed: 1915 





BIG BAY POINT LIGHT 


Location: UPPER PENINSULA/LAKE SUPERIOR 
U.S.C.G. District: 9 
Nearest City: BIG BAY; County: MARQUETTE 


Year Station Established: 1896; Year Automated: 1941 


Year Existing Historic Tower Constructed: 1896 
Is the Light Operational? YES; Deactivated: 1961-1990 
Foundation Materials: STONE 
Construction Materials: REINFORCED CONCRETE/BRICK 
Markings/Patterns: RED BRICK W/WHITE LANTERN 
Shape: SQUARE 
Relationship to Other Structures: ATTACHED 
Tower Height: 65; Height of Focal Plane: 60 
Original Optic: THIRD ORDER, FRESNEL (1896) 
Present Optic: (1990) 





is there a Newer Tower? YES (INACTIVE); Year Constructed: 1961 
Construction Materials: STEEL; Original Optic: 300 MM (1961) 





Is there an Existing Fog Signal Building? YES 
Year Constructed: 1896; Construction Materials: BRICK; 
Architectural Style: RUINS; Current Fog Signal Type: NONE 





Courtesy U.S. Coast Guard, 1956. 


Is there an Existing Keepers Quarters? YES; Year Constructed: 1896 
Number of Stories: 2; Architectural Style: DUPLEX 
Construction Materials: RED BRICK 


Other Structures: 2 CISTERNS, OIL HOUSE, GARAGE, 2 BRICK OUTHOUSES 
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MICHIGAN 
Owner/Manager, PRIVATE OWNER (BUILDINGS)/U.S, COAST GUARD (NEW LIGHT) 
Current Use: BED & BREAKFAST; Open to the Public? YES; GROUNDS OPEN DAILY (11-4)/TOWER FIRST SUNDAY 
Access: 3 LIGHTHOUSE ROAD; Public Phone: 906-345-9957 
National Register Status: LISTED: BIG BAY POINT LIGHT STATION; On State List/inveniory? YES 


LIGHT RETURNED TO TOWER 1990; ORIGINALLY A TWO FAMILY STATION; THIRD KEEPER ADDED 1920s; 
ORIGINAL LENS ON EXHIBIT 





BIG SABLE POINT (GRAND POINT AU 
SABLE) LIGHT 


Location: EAST SHORE OF LAKE MICHIGAN 
U.S.C.G. District: 9 
Nearest City: LUDINGTON; County: MASON 


Year Station Established: 1867; Year Automated: 1968 


Year Existing Historic Tower Constructed: 1867 
ls the Light Operational? YES 
Foundation Materials: WOOD PILINGS 
Construction Materials: BRICK ENCASED IN IRON PLATE 
Markings/Patterns: MIDDLE THIRD/TOP BLACK, REMAINDER 
WHITE 
Shape: CONICAL 
Relationship to Other Structures: ATTACHED 
Tower Height: 112; Height of Focal Plane: 106 
Original Optic: THIRD ORDER, FRESNEL (1867) 
Present Optic: 300 MM 





ls there a Newer Tower? YES 


ls there an Existing Fog Signal Building? NO (LOST TO EROSION 
1941) 
Current Fog Signal Type: ORIG. STEAM/LATER DIESEL 





Photo courtesy Big Sable Lighthouse Keepers 
Association/Alan R. Van Dyke, 1991. is there an Existing Keepers Quarters? YES (MODIFIED 
1909/1948); Year Constructed: 1867; Number of Stories: 2 
Architectural Style: ATTACHED TO TOWER; Construction Materials: BRICK 


Other Structures: NONE REMAIN 

Owner/Manager: U.S. COAST GUARD LEASE TO FOUNDATION FOR BEHAVIORAL RESEARCH 
Current Use: ACTIVE AID TO NAVIGATION 

Open to the Public? YES; TOWER OPEN ON SPECIFIC TOUR DATES 

Access: 2.5 MILE HIKE FROM LUDINGTON STATE FPARK/RT. 116; Public Phone: 517-887-2999 


National Register Status: LISTED: BIG SABLE POINT LIGHT STATIOw (U.S. COAST GUARD LIGHTHOUSES AND 
LIGHT STATIONS ON THE GREAT LAKES TR); On State List/li ventory? YES; Year Listed: 1988 


FRESNEL LENS TRANSFERRED IN 1985 TO ROSE HAWLEY MUSEUM, LUDINGTON 
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MICHIGAN 





BOIS BLANC ISLAND LIGHT (OLD) 


Location: STRAITS OF MACKINAC/LAKE HURON 
U.S.C,.G, District: 9 ; County: CHEBOYGAN 
Year Station Established: 1629 


Year Existing Historic Tower Constructed: 1868 
Is the Light Operational? NO 
Deactivated: 1956 
Construction Materials; YELLOW BRICK 
Markings/Patterns: NATURAL W/WHITE LANTERN 
Shape: SQUARE 
Relationship to Other Structures: ATTACHED 


Is there a Newer Tower? YES Year Constructed: 1941 
Markings/Patterns: WHITE 
Shape: SKELETAL 
Tower Height: 17; Height of Focal Plane: 32 


Original Optic: ACETYLENE 
Current Optic: SOLAR POWERED 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1868; Number of Stories: 1.5 
Architectural Style: ATTACHED TO TOWER 
Construction Materials: YELLOW BRICK 


Other Structures; OUTHOUSE 
Owner/Manager; PRIVATE OWNER 
Current Use: 

Open to the Public? NO 


National Register Status: NONE 
On State List/inventory? YES 





CHARITY ISLAND LIGHT 


Location: APPROACH TO SAGINAW BAY/LAKE 
HURON; U.S.C.G. District: 9 

County: HURON 

Year Station Established: 1857 


Year Existing Historic Tower Constructed: 1857 
Is the Light Operational? NO 
Deactivated: 1939 
Construction Materials: BRICK 
Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: CONICAL 
Relationship to Other Structures: ATTACHED 
Original Optic: KEROSENE LAMP 


Present Optic: ACETYLENE LAMP 


Owner/Manager: PRIVATE OWNER 
Current Use: ABANDONED 


Open to the Public? YES; FERRY FROM CASEVILLE 
Public Phone: 800-933-9442 


National Register Status: NONE 


TOWER ATTACHED TO DWELLING BY WALKWAY; 
DISCONTINUED IN 1939 WITH NEW LIGHT AT 
GRAVELLY SHOAL; WOODEN KEEPERS DWELLING 
IN RUINS 





CHEBOYGAN CRIB LIGHT 


Location: ENTRANCE TO CHEBOYGAN RIVER 
U.S.C.G. District: 9 
Year Station Established: 1852 


Year Existing Historic Tower Constructed: 1910 
Is the Light Operational? NO; Deactivated: 
Foundation Materials: CRIB 
Construction Materials: BRICK 
Markings/Patterns: WHITE W/RED TRIM 
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Relationship to Other Structures: SEPARATE 
Present Optic: FOURTH ORDER 


Owner/Manager: U.S. COAST GUARD 
Current Use: 
Open to the Public? NO 


National Register Status: NONE 
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MICHIGAN 





CHEBOYGAN RIVER RANGE FRONT LIGHT 


Location: CHEBOYGAN HARBOR 

U.S.C.G, District: 9 

Nearest City: CHEBOYGAN; County: CHEBOYGAN 
Year Station Established: 18860 


Year Existing Historic Tower Constructed: 1880 
Is the Light Operational? NO; Deactivated: 
Construction Materials; WOOD 
Markings/Patterns: WHITE; Shape: SQUARE 
Relationship to Other Structures; ATTACHED 
Original Optic: SIXTH ORDER, FRESNEL (1880) 


Present Optic: LOCOMOTIVE-TYPE HEADLAMPS 


Is there an Existing Keepers Quarters? UNKNOWN 
Year Constructed: 1880; Number of Stories: 2 


Construction Materials: WOOD FRAME 
Owner/Manager: U.S. COAST GUARD 


Current Use: 
Open to the Public? UNKNOWN 


National Register Status: NONE 





COPPER HARBOR LIGHT 


Location: KEWEENAW PENINSULA/LAKE SUPERIOR 
U.S.C.G. District: 9 

Nearest City: COPPER HARBOR; County: KEWEENAW 
Year Station Established: 1849; Year Automated: 1919 


Year Existing Historic Tower Constructed: 1866 
is the Light Operational? NO 
Deactivated: 1933 
Foundation Materials: DRESSED STONE/TIMBER 
Construction Materials: BRICK 
Markings/Patterns: NATURAL W/BLACK LANTERN 
Shape: SQUARE 
Relationship to Other Structures: ATTACHED 
Tower Height: 62; Height of Focal Plane: 
Original Optic: FRESNEL (1856) 
Present Optic: REMOVED 


Ils there a Newer Tower? YES Year Constructed: 1933 
Construction Materials: STEEL 
Shape: SKELETAL 


Height of Focal Plane: 90 
Original Optic: 300 MM 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1866; Number of Stories: 1.5 


Architectural Style: ATTACHED TO TOWER 
Construction Materials: YELLOW BRICK 


Other S* uctures; OIL HOUSE, DETACHED 1849 
DWELLING 


Owner/Manager: MICHIGAN DEPARTMENT OF 
NATURAL RESOURCES 

Current Use: MUSEUM IN STATE PARK 

Open to the Public? YES; MUSEUM - OPEN 
SUMMERS 

Access: BOAT FROM COPPER HARBOR MARINA 

Public Phone: 906-289-4215 


National Register Status: NONE 





CRISP POINT LIGHT 


Location: W. OF WHITEFISH POINT/LAKE SUPERIOR 
U.S.C.G. District: 9; County: CHIPPEWA 
Year Station Established: 1904 


Year Existing Historic Tower Constructed: 1904 
Is the Light Operational? NO 
Deactivated: 1947 
Foundation Materials: DRESSED STONE/TIMBER 
Construction Materials: BRICK 
Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: CONICAL ATTACHED TO FOG SIGNAL 

BUILDING 

Relationship to Other Structures: ATTACHED 
Tower Height: 58; Height of Focal Plane: 58 
Original Optic: FOURTH ORDER, FRESNEL (1904) 





Present Optic: 300 MM 


ls there an Existing Fog Signal Building? YES 
Current Fog Signal Type: DIAPHONE 


Is there an Existing Keepers Quarters? NO 
(DEMOLISHED) 


Other Structures: ALL DEMOLISHED 
: U.S. COAST GUARD PERMIT TO 
MICHIGAN DEPT. OF NATURAL RESOURCES 
O,en to the Public? NO 


National Register Status: NONE 
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MICHIGAN 





DETOUR REEF LIGHT 


Location: MOUTH OF ST. MARY'S RIVER 
U.S.C.G, District; 9; Nearest City: DETOUR 
Year Station Established: 1847; Year Automated: 1974 


Year Existing Historic Tower Constructed: 1931 
Is the Light Operational? YES 
Foundation Materials: CRIB 
Construction Materials: REINFORCED 

CONCRETE/STEEL 

Markings/Patterns: WHITE W/RED ROOF 
Shape: SQUARE 
Relationship to Other Structures: INTEGRAL 
Tower Height: 63; Height of Focal Plane: 74 
Original Optic: THIRD-AND-HALF ORDER 


Present Optic: 190 MM 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1931 
Architectural Style: INTEGRAL TO TOWER 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT 
National Register Status: NONE 


1936 FRESNEL LENS DISPLAYED AT THE DETOUR 
PASSAGE MUSEUM 





DETROIT RIVER (BAR POINT 
SHOAL) LIGHT 


Location: LAKE ERIE SOUTH OF DETROIT RIVER 
ENTRANCE; U.S.C.G. District: 9 
Nearest City; SOUTH ROCKWOOD; County: MONROE 


Year Station Established: 1875: Year Automated: 1979 


Year Existing Historic Tower Constructed: 1885 

Is the Light Operational? YES 

Foundation Materials; WOOD/CEMENT CRIB, 
GRANITE PIER 

Construction Materials: CAST IRON PLATE/BRICK 
LINING 

Markings/Patierns: WHITE WITH BLACK UPPER 

Shape: CONICAL 

Relationship to Other Structures: INTEGRAL 

Tower Height: 49; Height of Focal Plane: 55 

Original Optic: FOURTH ORDER 

Present Optic: FOURTH ORDER 


is there a Newer Tower? NO 














Courtesy U.S. Coast Guard, 1967. 


Is there an Existing Fog Signal Building? YES; Year Constructed: 1885; Construction Materials: WOOD FRAME/IRON 


Architectural Style: ATTACHED TO TOWER 


is there an Existing Keepers Quarters? YES; Year Constructed: 1885; Architectural Style: INTEGRAL SPARK PLUG 


Construction Materials: CAST IRON/BRICK 


Other Structures: STORAGE BUILDING, RADIOBEACON 


Owner/Manager: U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: OFFSHORE/OFF INTERSTATE 75 


National Regisier Status: LISTED: DETROIT RIVER LIGHT STATION (U.S. COAST GUARD LIGHTHOUSES AND 


LIGHT STATIONS ON THE GREAT LAKES TR) 


LIGHTSHIP STATION ESTABLISHED ON SHOAL 1875; LiGHT PLAYED AN IMPORTANT ROLE IN THE 
DEVELOPMENT OF SHIPPING & TRANSPORTATION BETWEEN LAKE HURON & LAKE ERIE 
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Light Stations by State 














EAGLE HARBOR LIGHT 

Location: WEST END OF HARBOR/LAKE SUPERIOR 
USCC, Diener 9 

Nearest City EAGLE HARBOR, County, KEWEENAW 
Vear Mation Established 1051, Year Automated 1900 


Year txisting Mietork Tower Constructed 107! 





ls there a Newer Towerl NO 





te there an Keeper (Quarter! VES 

Vea | 1871) Number of Stores: 1.5 
Architectural Style ATTACHED TO TOWER 
Censtruction Materials GRICK 


Other Mructures BRICK O11 MOUSE, 4 CEMENT 
BLOCK CAR GARAGES, WOODEN ASSISTANT 
KEEPERS (RELOCATED FROM LIFESAVING 
STATION ACROSS THE HARBOR), 
RADIOBE AC ON 


OwnetManager US COAST GUARD LEASE TO 
KEEWEENAW COUNTY HISTORICAL SOCIETY 





Current Use MUSEUM 
Open to the Public? VES; Access: OFF RT. 26 
National Register Matus LISTED FAGLI HARBOR 


LIGHT STATION (U5. COAST GUARD 
LIGHTHOUSES AND LIGHT STATIONS ON THE 








GREAT LAKES TR) 
FOG HORN ON | PLAY AT MUSEUM IN SAULT 
STE MARE 
EAGLE RIVER LIGHT 
Location EAGLE RIVER/LAKE SUPERIOR te there an Existing Fog -ignal Building! UNKNOWN 
US.CG. Diewrien 9 
Nearest City EAGLE RIVER, County KEWEENAW ts there an Existing Keepers Quarters? VES 
Year Station Established 1654 Year Constructed: 18674, Number of Stories 1 5 
Architectural Style INTEGRAL TO TOWER 
Year Existing Historic Tower Constructed 1874 Construction Materials WOOD 
bk the Light Operational! NO 
Deactivated 1908 Owner!/Manager PRIVATE OWNER 
Construction Materiak WOOD Current Use: 
Markings Patter: WHITE Open to the Public? NO 
Shape SQUARE WICONICAL LANTERN 
Relationship to Other Structures INTEGRAL National Register Status: PART OF LISTING FACILE 
RIVER HISTORIC OSTRICT 





Location MARKS SHOAL/LAKE MICHIGAN 
USCG Owen 9 


Relationship to Other Structures SEPARATE 
Tower Height 35, Height of Focal Plane: 45 
Present Optic: 375 MM 


OwnedManager, U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO, Access: BOAT 


National Register Status: NONE 
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MICHIGAN 








FORT GRATIOT LIGHT 


Location LAKE MURON/T CLAIM RIVER 
USCC. Diewen 9 
Nearest City PORT MURON, County $1. CLAM 


Vear Mation tstabliehed 1825, Year Automated 191) 


Vea txisting Mistork Tower Constructed 1829 
te the Light Operational VES 
Foundation Materials DRESSED STONE/TIMGIR 
Construction Materials MICK 
MarkingsPattiorns WHITE 
Shape CONICAL ATTACHED TO WORKROOM 
Relation ship to Other Structures SEPARATE 
Tower Height 62; Heigitt of Focal Plane @6 


ls there a Newer Towerl NO 


bs there an Existing Fag Signal Building! NO 
Current Fog Signal Type HORN 


te there an Existing Keeper Quarters! VES 
Year Constructed 1675, Number of Stories 2 


Other Siructures RADIOBTACON 











Courtesy US Coast Guard, 1935 


Owner/Manager, U.S. COAST GUARD (TOWERYCITY OF PORT HURON IGROUNDS) 

Current Use: ACTIVE AID TO NAVIGATION/COAST GUARD HOUSING 

Open to the Public? VES; GROUNDS ONLY, Access LIGHTHOUSE PARK/OMAR & GARFIELD STREETS 
National Register Status: LISTED FORT GRATIOT LICHTHOUSE 


OLDEST SURVIVING LIGHTHOUSE IN MICHIGAN, FIRST ON LAKE HURON, ORIGINALLY 65 FEET, EXTENDED 


TO 66 FEET IN 1861 





FORTY MILE POINT LIGHT 


Location: LAKE HURON, USCC District 9 
Nearest City ROGERS CITY, County: PRESQUE ISLE 


Year Station Establiched 1697. Year Automated 196° 
Year Existing Historic Tower Constructed 1697 


Present Optic: FOURTH ORDER (1935) 
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is there a Newer Tower? NO 


ts there an Existing Fog Signal Building? VES 
Year Constructed 1697 


Canam fen Gand tree: DIAPHONE REMOVED) 
ts there an Existing Keepers Quarters? VES 
Year Constructed: 1697, Number of Stories 2.5 
Architectural Style DUPLEX (ATTACHED) 
Construction Materiah RED BRICK 


Other Structures: OF MOUSE (1897), 2 PRIVIES 
(1897), BARN (1896), BATH HOUSE 


Light Stations by State 











forty Mile Pot Light Courtesy US Coast Guard 


MICHIGAN 


LihwnerManager US COAST GUARD LEASE TO 
COUNTY OF PRESQUE GLI 

Current Use: ACTIVE AID TO NAVIGATION In 
COUNTY PARK 

Open to the Public? YES, CROUNDS OFPTN DALY @ 
AM TO 10 Pe 

Access: OFF US 23/PRESQUE ISLE COUNTY PARK 


National Register Matus LISTED FORTY MILE POINT 
LIGHT STATION (U.5. COAST GUARD 
LIGHTHOUSES AND LIGHT STATIONS ON Treat 
CREAT LAKES TH) 


CARETAKER IN RESIDENCE, KEEPERS QUARTERS 
UNDER RENOVATION AS A NAUTICAL MUSTUM TO 
OPTN IN 1904 





FOURTEEN FOOT SHOAL LIGHT 


Location CHEBOYGAN HARBOR ENTRANCE/AKE 
MICHIGAN, U5.C.C. Dietrich 9 

Nearest City CHEBOYGAN, County CHEBOYGAN 

Year Mation Established 1930 


Year Existing Historic Tower Constructed 1930 
ts the Light Operationall VES 
Foundation Materialk PNEUMATIC/SUBMERGED 
Construction Materialk REINFORCED 

CONCRETEATER 

Markings/Pattiom:s WHITE W/RED TRIM 
Shape CONICAL ON RECTANGULAR HOUSE 
Relationship to Other Structures INTEGRAL 
Height of Focal Plane 55 
Original Optic: FOURTH ORDER, PRESNE! 


Present Optic 250 MM 


ts there an Existing Fog Signal Building! VES 
ONTEGRAL TO TOWER) 


Current Fog Signal Type DIAPHONT 


Owner/Manager U.S. COAST GUARD 
Current Use ACTIVE AID TO NAVIGATION 


Open to the Public? NO, Access OFFSHORE 
National Register Status NONE 
STATION WAS NEVER MANNED, BUT OPERATED 


BY RADIO CONTROL-AN EARLY EXPERIMENT IN 
OFF-SITE OPERATIONS 





FOURTEEN MILE POINT LIGHT 


Location BETWEEN ONTONAGONAEWEENAW 
WATERWAY; US.C.G. District 9 
Year Station Evtablinhed 1694 


Year Existing Historie Tower Constructed 1894 
ts the Light Operational’ NO 
Deactivated 1934 
Construction Materiah BRICK 
Markings/Patiorn: RED BRICK 
Shape SQUARE 
Relationship to Other Structures INTEGRAL 
Tower Height 55, Height of Focal Plane 
Original Optic FOURTH ORDER, FRESNEL (1894) 
Present Optic REMOVED 


ts there 4 Newer Tower NO 


ts there an Existing Fog Signal Building? VES 
Year Constructed 1694 
Construction Materiah §8RICK 

Current Fog Signal Type: STEAM WHISTLES 


Other Structures: OF. MOUS 


Owner/Manager PRIVATE OWNER 
Current Use 
Open to the Public? NO, Access: BOAT 


National Regmter Status NONE 
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MICHIGAN 





FOX ISLAND LIGHT 


Location) LAKE MICHIGAN, US.C.G Demet 4 ts there a Newer lower! VES, Year Constructed 1044 
Year Mation tstablished: Construction Materials STEEL 
Shape SKELETAL 

Year Existing Mistork Tower Constructed 1068 

te the Light Operational! NO, Deactivated Ownver/Manager UNKNOWN 

Canstruction Materials MICK Current Use: 

Shape SQUARE Open to the Publict UNKNOWN 

Relationship to Other Structures ATTACHED 

Tower Meg 10 National Register Statue NONE 





FRANKFORT NORTH BREAKWATER LIGHT 


Location LAKE MICHIGAN, US.C.G. District 9 Tower Height 67, Height of Focal Plane 72 

Nearest City FRANKFORT, County BENZI Orginal Optic, FIFTH ORDER, PRESINEL 

Year Mation tstablished 1873, Year Automated Present Optic FOURTH ORDER, ELECTRIC 
Other Structures RADIOBLACON 


Owner!Manager U.S COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public! NO, Access PIER 
National Register Status: NONE 








GRAND HAVEN SOUTH PIERHEAD ENTRANCE LIGHT 


Location GRAND RIVER/LAKE MICHIGAN Year Constructed 1875 
US.C.G. Diewier 9 Construction Material WOOD/STEEL 
Nearest City GRAND HAVEN; County OTTAWA Current Fog Signal Type HORN 


Year Station Establnhed 1671. Year Automated 1969 
Other Structures: ELEVATED WALKWAY, 





Year Existing Historic Tower Constructed: 1922 RADIOBEACON 

ts the Light Operational’ VES 

Foundation Material STONE Owner/Manager, US. COAST GUARD 

Construction Materials STEEL Current Use: ACTIVE AID TO NAVIGATION 

Markings/Pattiorm RED. Shape SQUARE Open to the Public! UNKNOWN; Access: PIER 

Relationship to Other Structures: INTEGRAL 

Tower Height 36, Height of Focal Plane 42 National Register Status NONE 

Original Optic: SIXTH ORDER 

Presemt Optic 190 MM LANTERN IS ON GABLE OF FOG SIGNAL 
BUILDING; BUILDING MOVED IN 1905 AND 

ts there an Existing Fog Signal Building! VES SHEATHED IN STEEL IN 1922 





GRAND HAVEN SOUTH PIERHEAD INNER LIGHT 


Location: GRAND RIVER/LAKE MICHIGAN Construction Materials: CAST IRON 

US.C.G. Diewier 9 Markings/Pattierm RED 

Nearest City, GRAND HAVEN; County, OTTAWA Shape: CONICAL 

Year Station Establnhed 1639. Year Automated 1969 Relationship to Other Structures SEPARATE 
Tower Height: 51, Height of Focal Plane: 52 

Year Existing Historic Tower Constructed: 1905 Original Optic: SIXTH ORDER, PRESNEL 

ts the Light Operational’ YES Present Optic: 250 MM 








MICHIGAN 


ls there a Newer lawerf NO OwnerManager U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 

ls there an Existing Fog Signal a: ding! VES Open to the Publict NO, Access PIER 

Censtruction Materials CAST IRON 

Current Fog Signal Type DIAPHIONE National Register Status NONE 

Other Structures: ELEVATED WALKWAY "CATWALK" ORIGINAL LENS GIVEN TO CITY OF GRAND 
HAVEN 





GRAND ISLAND EAST CHANNEL LIGHT 


Location: LAKE SUPERIOR, US.C.CG Dietriet 9 Relationship to Other Structures: ATTACHED 
Nearest City, MUNISING, County: ALGER 
Year Mation tstablihed 1870 Owner/Manager PRIVATE OWNER 
Current Use: 
Year existing Historic Tower Constructed 1670 
is the Light Operational? NO National Register Status NONE 
Deactivated 191) 
Construction Materials, WOOD FRAME REPLACED BY RANGE LIGHTS INSTALLED AT 
Shape SQUARE MUNISING 1908 





GRAND ISLAND HARBOR RANGE REAR LIGHT 





Location: LAKE SUPERIOR, U.S.C.G. District 9 Is there an Existing Fog Signal Building? NO 

Nearest City, CHRISTMAS, County: ALGER ls there an Existing Keepers Quarters? NO 

Year Station Established 1668 Owner/Manager, U.S. FOREST SERVICE, U.S. 

DEPARTMENT OF AGRICULTURE 

Year Existing Historic Tower Constructed: 1914 Current Use: 

ls the Light Operational? NO Open to the Public! UNKNOWN 

Deactivated 1969 Access: STATE HWY M28 

Foundation Materials: CONCRETE PIER 

Construction Materials: STEEL National Register Status: LISTED. GRAND ISLAND 

Markings/Pattiems: BLACK TOWER/WHITE LANTERN HARBOR REAR RANGE LIGHT 

Shape: CONICAL 

Relationship to Other Structures: SEPARATE FRONT RANGE LIGHT TORN DOWN IN 1969 TO 

Tower Height 62; Height of Focal Plane: 70 MAKE ROOM FOR BAY FURNACE DIRECTIONAL 
LIGHT 


ls there a Newer Tower? VES 





GRAND ISLAND NORTH (OLD NORTH) LIGHT 


Location: GRAND ISLAND/LAKE SUPERIOR Markings/Pattierns SQUARE BRICK TOWER 

US.CG. District 9 ATTACHED TO DWELLING 

Nearest City: MUNISING, County: ALGER Shape: SQUARE 
Relationship to Other Structures: ATTACHED 

Year Station Established: 1654, Year Automated: 196! Tower Height 40 


ts the Light Operational? NO is there a Newer Tower! YES; Year Constructed: 1961 
Deactivated: 196! Construction Materials: STEEL 
Foundation Materials Markings/Patterns: DIAGONAL BLACK/WHITE 
Construction Material BRICK STRIPE DAYMARK 

Shape: POLE 
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MICHIGAN 





GRAND ISLAND NORTH (OLD NORTH) LIGHT cont, 


ls there an Existing fog Signal Building! NO 





is there an Existing Keepers Quarters! YES 
Vear Constructed: 1867; Number of Stories 2 
a Architectural Style 
Construction Materials BRICK 











Other Structures: O11 HOUSE, STORAGE BUILDING, 
OUTHMOUSL, WELL 


Owner/Manager PRIVATE OWNER 
Current Use: SUMMER HOMI 
Open to the Public? NO; PRIVATE RESIDENCE 


National Register Status: LISTED GRAND ISLAND 
NORTH LIGHT STATION 


Photo courtesy National Register of Historic Places/Loren RESTORED BUT NOT MODERNIZED 
Graham, 19861 





GRAND MARAIS HARBOR RANGE LIGHTS 


Location: GRAND MARAIS HARBOR/LAKE 
SUPERIOR; U5S.C.G. Dietrich 9 

Nearest City; GRAND MARIAS; County: ALGER 

Year Station Established: 1695 


Year Existing Historic Tower Constructed: 1695 
ls the Light Operational? NO 
Foundation Materials: PIER 
Construction Materials: STEEL 
Shape: SKELETAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 34 


ls there a Newer Tower? YES: Year Constructed: 1898 


Construction Materials: CAST IRON 
Markings/Patierns: WHITE; Shape: SKELETAL 
Tower Height: 55; Height of Focal Plane: 54 
Original Optic, FIFTH ORDER 


Owner/Manager: U.S. COAST GUARD 
Current Use 

Open to the Public? NO 

Access: OFF ROUTES 77 AND H586 


National Register Status: NONE 


1898 TOWER SERVED AS INNER RANGE, 18695 
TOWER SERVED AS OUTER RANG 





GRAND TRAVERSE (CAT'S HEAD 
POINT) LIGHT 


Location: GRAND TRAVERSE PT/LEELANAU 
PENINSULA; U.5.C.G. Dietrich 9 
Nearest City: NORTHPORT; County: LEELANAU 


Year Station Established: 1852: Year Automated: 1972 


Year Existing Historic Tower Constructed: 1656 

is the Light Operational? NO, Deactivated: 1972 
Foundation Materials: DRESSED STONE/TIMBER 
Construction Materials: BRICK/WOOD/IRON 
Markings/Pattierns: WHITE W/BLACK TRIM 
Shape: HEXAGONAL ON ROOF OF DWELLING 
Relationship to Other Structures: INTEGRAL 
Tower Height: 47; Height of Focal Plane: 50 
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™ 





Courtesy U.S. Coast Guard, 1956 


Light Stations by State 








Original Optic: FIFTH ORDER, FRESNNEL (1658) 
Present Optic: REMOVED 


ls there a Newer Tower! YES; Year Constructed: 1972 
Construction Materials: STEEL 
Markings/Patiems: YELLOW, WHITE & ORANGE 
DIAMONDS, Shape: SKELETAL 
Height of Focal Plane: 47 


Original Optic: OCB 24 (1972) 
Current Optic: OCB 24 (1972) 


ls there an Existing Fog Signal Building? VES 
Year Constructed: 1699 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1658; Number of Stories: 2.5 
Architectural Style: MIDWEST VICTORIAN 





MICHIGAN 
Construction Materials BRICK 
Other Structures; OL MOUSE, GARAGE 


| US, COAST GUARD LEASE TO 

MICHIGAN DEPARTMENT OF NATURAL 
RESOURCES (OPERATED BY THE GRAND 
TRAVERSE LIGHTHOUSE FOUNDATION) 

Current Use: MUSEUM IN STATE PARK 

Open to the Public! YES; OPEN DAILY DURING 
SUMMER 

Access: LEELANAU STATE PARK/ROUTE 201 
NORTH, Public Phone: 616-386-7555 


National Register Status: LISTED, GRAND TRAVERSE 
LIGHTHOUSE 
On State Lis/inventory? VES; Year Listed: 1991 


FOURTH ORDER FRESNEL LENS ON DISPLAY 





GRANITE ISLAND LIGHT 


Location; NORTHWEST END GRANITE ISLAND/LAKE 
SUPERIOR; U.S.C.G. District: 9 
Nearest City; MARQUETTE; County: MARQUETTE 


Year Station Established: 1868; Year Automated: 1939 


Year Existing Historic Tower Constructed: 1668 
is the Light Operational? NO; Deactivated: 


Shape: SQUARE 
Relationship to Other Structures: ATTACHED 


Tower Height: 40; Height of Focal Plane: 96 
Original Optic: FOURTH ORDER, FRESNEL (1668) 
Present Optic: 


Is there a Newer Tower? YES; Original Optic: 300 MM 
Is there an Existing Keepers Quarters? YES 


Year Constructed: 1868; Number of Stories: 1.5 
Architectural Style: ATTACHED TO TOWER 
Construction Materials, GRANITE 


Other Structures: 
Owner/Manager: U.S. COAST GUARD 
Current Use: 

Open to the Public? NO; Access: BOAT 


National Register Status: LISTED: GRANITE ISLAND 
LIGHT STATION (U.S. COAST GUARD 
LIGHTHOUSES AND LIGHT STATIONS ON THE 
GREAT LAKES TR) 

On State List/inventory? YES; Year Listed: 1969 


ONE OF OLDEST SURVIVING LIGHTHOUSES ON 
LAKE SUPERIOR; LOST ITS USEFULNESS IN 1920s 
WHEN SHIPPING RAN LESS OFTEN BETWEEN 
ISLAND & SHORE 





GRAVELLY SHOAL LIGHT 
Location: APPROACH TO SAGINAW BAY/LAKE 


Relationship to Other Structures: INTEGRAL 
Tower Height: 65; Height of Focal Plane: 75 
Original Optic: 375 MM; Present Optic: 300 MM 








is there an Existing Fog Signal Building? YES 
Construction Materials; REINFORCED CONCRETE 


Architectural Style: INTEGRAL TO TOWER 
Current Fog Signal Type: DIAPHONE 


Other Structures: RADIOBEACON 


Owner/Manager, U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO; Access: BOAT 
National Register Status’ NONE 
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MICHIGAN 





GRAYS REEF LIGHT 


Location: GRAYS REEF LAST CHANNEL 
U5.C.G, District 9 
Year Mation Established 1891, Year Automated 1976 


Year Existing Mistoric Tower Constructed: 1916 

Is the Light Operational’ VES 

Foundation Materials SUBMERGED 
STONE/CONCRETE CRIB 

Construction Materials: REINFORCED 
CONCRETE/STEEL 

Markings/Patierns) WHITE W/BLACK LANTERN 

Shape: OCTAGONAL ON SQUARE DWELLING 

Relationship to Other Structures: INTEGRAL 

Tower Height: 65, Height of Focal Plane: 62 

Original Optic: THIRD-AND-HALF ORDER 

Present Optic: 190 MM 


ls there an Existing Keepers Quarters! VES 
Year Constructed: 1936 


Architectural Style INTEGRAL 
Construction Materials: REINFORCED CONCRETE 


Other Structures: RADIOBLACON 


Owner/Manager, U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT 


National Register Status NONE 


REPLACED LIGHTSHIPS NO. 57, NO. 56, AND NO. 
99 





GROSSE ILE NORTH CHANNEL RANGE FRONT LIGHT 


Location: DETROIT RIVER; U.S.C.G. District 9 
Year Station Established: 1894 


Year Existing Historic Tower Constructed: 1906 
& Gre Lig Gperatonet NO 


Relationship to Other Structures: SEPARATE 
Tower Height: 40 


Owner Manager: GROSSE ILE HISTORICAL SOCIETY 


National Register Status: NONE 
REAR RANGE LIGHT LOST BEFORE 1940 





GULL ROCK LIGHT 


Location: WEST OF MANITOU ISLAND/LAKE 
SUPERIOR; U.S.C.C. District: 9 
Nearest City: COPPER HARBOR; County. KEWEENAW 


Year Station Established: 1867, Year Automated 


Year Existing Historic Tower Constructed: 1667 
is the Light Operational? YES 
Foundation Materials: MASONRY 
Construction Materials: BRICK 
Markings/Pattierns: YELLOW 
Shape: SQUARE 
Relationship to Other Structures: ATTACHED 
Tower Height: 46; Height of Focal Plane: 50 
Original Optic: FOURTH ORDER, FRESNEL (1867) 
Present Optic: 250 MM 


is there a Newer Tower? NO 
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ls there an Existing Fog Signal Building?’ UNKNOWN 


is there an Existing Keepers Quarters? YES 
Year Constructed: 1867; Number of Stories: 2 
Architectural Style: ATTACHED TO TOWER 
Construction Materials: BRICK 


National Register Status: LISTED: GULL ROCK LIGHT 
STATION (U.S. COAST GUARD LIGHTHOUSES 
AND LIGHT STATIONS ON THE GREAT LAKES 
TR) 


Light Stations by State 














MICHIGAN 





HARBOR ISLAND (SAND BEACH) LIGK T 


Location; NORTH SIDE BREAKWATER 
ENTRANCE/LAKE HURON, U.5.C.C, District 9 
Nearest City) HARBOR BLEACH; County: HURON 


Year Station Established. 1458; Year Automated: 1966 


Year Existing Historic Tower Constructed: 1805 


ls the Light Operational! VES 
Foundation Materials: TIMBER CRIB 


Relationship to Other Structures: INTEGRAL 
Tower Height: 45, Height of Focal Plane: 54 
Original Optic: FOURTH ORDER, PRESNEL 
Present Optic: 190 MM 


is there a Newer Tower! NO 
Is there an Existing Fog Signal Building? NO 


(DISMANTLED) 
Current Fog Signal Type: DIAPHIONE 


ls there an Existing Keepers Quarters! VES 
Year Constructed: 1685 
Architectural Style: INTEGRAL TO TOWER 
Construction Materials: BRICK 


Other Structures: 


Owner/Manager, U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO; Access: PIER END 


National Register Status: LISTED: HARBOR BEACH 
LIGHTHOUSE (U.S, COAST GUARD 
LIGHTHOUSES AND LIGHT STATIONS ON THE 
GREAT LAKES TR) 

On State LisVinventory? YES 





HOLLAND HARBOR (SOUTH PIERHEAD) LIGHT 


Location: BLACK LAKE/LAKE MICHIGAN 
U5S.C.G. Dietrich 9 
Nearest City; HOLLAND; County: OTTAWA 


Year Station Established: 1672; Year Automated: 1932 


Year Existing Historic Tower Constructed: 1936 
ts the Light Operational? NO 
Deactivated: 1970 
Foundation Materials: PIER 
Construction Materials; WOOD 
Markings/Patterns: RED TOWER ON RED 
DWELLING 
Shape: SQUARE 
Relationship to Other Structures: INTEGRAL 
Tower Height: 32; Height of Focal Plane: 52 
Original Optic: SIXTH ORDER (1907) 
Present Optic: 250 MM 


is there a Newer Tower? NO 
ts there an Existing Fog Signal Building? NO 
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Other Structures: 


Owner/Manager, U.S. COAST GUARD 
Current Use: STATE PARK 


Open to the Public? VES 
Access: HOLLAND STATE PARK 


National Register Status: LISTED: HOLLAND 
HARBOR LIGHTHOUSE 
On State List/inventory? YES; Year Listed: 1986 


1936 WOODEN TOWER ADDED TO 1907 BRICK 
KEEPERS DWELLING AND COVERED W/STEEL 
PLATE; ORIGINAL LENS GIVEN TO THE 
NETHERLANDS MUSEUM 
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MICHIGAN 








HURON ISLAND LIGHT 


Location: WEST MURON ISLAND/LAKE 
SUPERIOR; U.5S.C.G. Dietrich 9 
Nearest City: SKANEEL; County; MARQUETTE 


Year Station Letablished: 1468 
Year Automated: 1972 





Year Existing Historic Tower Constructed 

1877 

ls the Light Operational’ YES 

Foundation Materials: SURFACE ROCK 

Construction Materials: GRANITE/BRICK 

Markings/Patterns: NATURAL W/WHITE 
LANTERN 

Shape. SQUARE 

Relationship to Other Structures 
ATTACHED 

Tower Height: 39 

Height of Focal Plane: 197 

Original Optic: KEROSENE LAMP (1668) 

Present Optic: ELECTRIC OSCILLATOR LIGHT (1961) 





Courtesy U.S. Coast Guard 


is there a Newer Tower? NO 

is there an Existing Fog Signal Building? YES; Year Constructed: 
Construction Materials: 
Architectural Style 

Current Fog Signal Type: DIAPHONE 


is there an Existing Keepers Quarters? YES; ; Year Constructed: 18668; Number of Stories: 1.5 
Architectural Style: ATTACHED; Construction Materials: GRANITE 


Other Structures: O11 HOUSE 

Owner/Manager, U.S. COAST GUARD PERMIT TO FISH & WILDLIFE SERVICE 
Current Use: ACTIVE AID TO NAVIGATION IN NATIONAL WILDLIFE REFUGE 
Open to the Public? NO; Access: BOAT TO SENEY NATIONAL WILDLIFE REFUGE 
National Register Status: LISTED: HURON ISLANDS LIGHTHOUSE 


ORIGINALLY A LIFEBOAT STATION 





ISLE ROYALE LIGHT 


Location: MENAGERIE ISLAND/LAKE SUPERIOR Relationship to Other Structures: ATTACHED 

US5.C.G. Districh 9 Tower Height: 61; Height of Focal Plane: 72 

Nearest City; HOUGHTON; County: KEWEENAW Original Optic: FOURTH ORDER, FRESNEL (1875) 
Present Optic 


Year Station Established: 1875; Year Automated: 1913 
is there a Newer Tower? NO 


Year Existing Historic Tower Consiructed: 1675 is there an Existing Fog Signal Building? NO 
is the Light Operational? YES 
Foundation Materials: ROCK is there an Existing Keepers Quarters? YES 
Construction Materials: RED SANDSTONE Year Constructed: 1875; Number of Stories: 2 
Markings/Patterns: RED Architectural Style: ATTACHED TO TOWER 
Shape: OCTAGONAL Construction Materials: RED SANDSTONE 
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MICHIGAN 








isle Royale Light. Photo courtesy Isle Royale National Park 





Other Structures: STORAGE SHED, BRICK 
PRIVY, WOOD PRIVY 


Owner/Manager, U.S, COAST GUARD LEASE 
TO NATIONAL PARK SERVIC! 

Current Use: ACTIVE AID TO NAVIGATION 
IN NATIONAL PARK 

Open to the Public? YES; SUMMERS 

Access; BOAT FROM ISLE ROYALE 
NATIONAL PARK 

Public Phone: 906-482-0986 


National Register Status: LISTED: ISLE ROYALE 
LIGHT STATION (U.S, COAST GUARD 
LIGHTHOUSES AND LIGHT STATIONS 
ON THE GREAT LAKES TR) 

Documented by HABS? YES (MI-387 - WASO) 





ORIGINAL FRESNEL LENS REMOVED IN 1993 
FOR DISPLAY IN ROCK HARBOR LIGHT 





KEWEENAW WATERWAY LOWER ENTRANCE LIGHT 


Location: PORTAGE RIVER ENTRANCE/PORTAGE 
LAKE; U.5S.C.G. Districh 9 
Year Station Established: 1868; Year Automated: 1973 


Year Existing Historic Tower Constructed: 1920 
is the Light Operational? YES 
Foundation Materials: CRIB 
Construction Materials: BRICK/REINFORCED 
CONCRETE 
Markings/Patierns: WHITE 
Shape: OCTAGONAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 31; Height of Focal Plane: 686 


Original Optic: FOURTH ORDER 
Present Optic: FOURTH ORDER 


Other Structures: RADIOBEACON 
Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: PIERHEAD 
National Register Status: NONE 


ALSO KNOWN AS PORTAGE LAKE LOWER 
ENTRANCE LIGHT 





LANSING SHOAL LIGHT 


Location: WESTERN SHORE LAKE MICHIGAN 
U.5.C.G. Dietrich 9 
Year Station Established: 1900; Year Automated: 1976 


Year Existing Historic Tower Constructed: 1928 
is the Light Operational? YES 
Foundation Materials: CRIB 
Construction Materials: REINFORCED 

CONCRETE/STEEL 

Markings/Patterns: NATURAL 
Shape: SQUARE 
Relationship to Other Structures: INTEGRAL 
Tower Height: 59; Height of Focal Plane: 69 
Original Optic: THIRD ORDER, FRESNEL 
Present Optic: 190 MM, SOLAR POWERED 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 1928; Number of Stories: 
Architectural Style: INTEGRAL 
Construction Materials: REINFORCED CONCRETE 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT 


National Register Status: NONE 
SERVED BY LIGHTSHIPS NO. 55 AND NO. 98 


1900-1928; THIRD ORDER LENS TO BE DISPLAYED 
IN LANSING 
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MICHIGAN 





LITTLE POINT SABLE LIGHT 


Location; LAST SHORE OF LAKE MICHIGAN 
US.C.G, Distrie: 9 
Nearest City; MEARS; County; OCEANA 


Year Station Established: 1874; Year Automated: 1955 


Year Existing Historic Tower Constructed; 1874 


is the Light Operational? YES 

Foundation Materials; WOOD PILINGS 
Construction Materials; BRICK 
Markings/Patterns: RED BRICK/ORIG, WHITE 
Shape; CONICAL 

Relationship to Other Structures; ATTACHED 
Tower Height: 107; Height of Focal Plane: 108 
Original Optic: THIRD ORDER, FRESNEL (1874) 
Present Optic: THIRD ORDER 


is there a Newer Tower! NO 
is there an Existing Fog Signal Building? NO 


is there an Existing Keepers Quarters? NO (DESTROYED) 


Other Structures: NO LONGER STANDING 











Courtesy Silver Lake State Park/P.G. Lundborg, 
1993. 





Owner/Manager: U.S. COAST GUARD (TOWERYSILVER LAKE 
STATE PARK (GROUNDS); Current Use: STATE PARK; Open to the Public? YES; GROUNDS ONLY 
Access: SILVER LAKE STATE PARK/RT. B15; Public Phone: 616-673-3083 


National Register Status: LISTED: LITTLE SABLE POINT LIGHT STATION (U.S. COAST GUARD LIGHTHOUSES AND 
LIGHT STATIONS ON THE GREAT LAKES TR) 


OLDEST BRICK TOWER ON GREAT LAKES; IMPORTANT ROLE IN GROWTH OF SHIPPING ON LAKE 


MICHIGAN 





LITTLE TRAVERSE (HARBOR POINT) LIGHT 


Location: LAKE MICHIGAN; U.5.C.G. District: 9 
Nearest City: HARBOR SPRINGS; County: EMMET 
Year Station Established: 1884 


Year Existing Historic Tower Constructed: 1864 


Is the Light Operational? NO 

Deactivated: 1963 

Foundation Materials: CUT STONE 

Construction Materials: RED BRICK 
Markings/Patterns: NATURAL W/BLACK LANTERN 
Shape: SQUARE 

Relationship to Other Structures: ATTACHED 
Tower Height: 40; Height of Focal Plane: 

Original Optic: FOURTH ORDER, FRESNEL (1864) 
Present Optic: FOURTH ORDER, FRESNEL (1884) 


is there a Newer Tower? YES; Year Constructed: 1963 
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Construction Materials: STEEL 
Markings/Patterns: WHITE; Shape: SKELETAL 
Tower Height: 62; Height of Focal Plane: 72 


Is there an Existing Fog Signal Building? YES 
Year Constructed: 1896 
Construction Materials: WOOD 
Architectural Style: BELL TOWER 

Current Fog Signal Type: BELL 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1884; Number of Stories: 2 
Architectural Style: ATTACHED 
Construction Materials: RED BRICK 


Other Structures: BRICK PAINT LOCKER, SUMMER 
KITCHEN ATTACHED TO LIGHTHOUSE BY 
COVERED PORTICO, WOODEN BOAT 
STORAGE BUILDING 


Owner/Manager: HARBOR POINT ASSOCIATION 
Current Use: PRIVATE RESIDENCE 
Open to the Public? NO 


National Register Status: NONE 
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MICHIGAN 





LUDINGTON NORTH BREAKWATER LIGHT 


Location; PERE MARQUETTE HARBOR/LAKE Tower Height: 57; Height of Focal Plane; 55 
MICHIGAN; U,S.C.G, District; 9 Original Optic: FOURTH ORDER, FRESNEL 
Nearest City; LUDINGTON; County; MASON Present Optic: FOURTH ORDER, FRESNEL 
Year Station Established; 1871; Year Automated; 1972 
Other Structures; RADIOBEACON 
Year Existing Historic Tower Constructed; 1924 


Is the Light Operational? YES Owner/Manager, U.S, COAST GUARD 

Foundation Materials; PIER Current Use; ACTIVE AID TO NAVIGATION 

Construction Materials; STEEL/REINFORCED Open to the Public? NO; Access: PIER 
CONCRETE 

Markings/Patterns; WHITE W/BLACK LANTERN National Register Status: NONE 

Shape: SQUARE PYRAMIDAL 

Relationship to Other Structures: INTEGRAL RENOVATED BY COAST GUARD 1993 








MACKINAC POINT LIGHT 
(OLD) 


Location: STRAITS OF MACKINAC 

PASSAGE; U.S.C.G, District: 9 
Nearest City: MACKINAW CITY 
County: CHEBOYGAN 





Year Station Established: 1890 








1892 
Is the Light Operational? NO 
Deactivated: 1957 
Foundation Materials: STONE 
Construction Materials: BRICK 
Markings/Patterns: NATURAL 
Courtesy U.S. Coast Guard, 1977. Shape: CYLINDRICAL 
Relationship to Other Structures: 
ATTACHED 





Tower Height: 40; Height of Focal Plane: 
Original Optic: FOURTH ORDER (1892); Present Optic: 


ls there a Newer Tower? NO 


Is there an Existing Fog Signal Building? YES; Year Constructed: 1907; Construction Materials: BRICK 
Architectural Style: "CASTLE" 


Is there an Existing Keepers Quarters? YES; Year Constructed: 1892; Number of Stories: 2 
Architectural Style: "CASTLE"; Construction Materials: BRICK 


Other Structures: 


Owner/Manager: MACKINAC ISLAND STATE PARK COMMISSION; Current Use: MUSEUM IN STATE PARK 
Open to the Public? YES; Access: MICHILIMACKINAC STATE PARK; Public Phone: 906-647-3328 


National Register Status: LISTED: MACKINAC POINT LIGHTHOUSE 


LIGHTHOUSE GREW OUT OF A FOGHORN STATION BUILT 1890; DECOMMISSIONED W/CONSTRUCTION 
OF THE MACKINAC BRIDGE 
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Year Existing Historic Tower Constructed: 
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MICHIGAN 








MANISTEE (NORTH PIERHEAD) LIGHT 


Location; MANISTEE RIVER/LAKE MICHIGAN 
US.C,.G, Districs 9 
Nearest City: MANISTEE; County: MANISTEE 


Year Station Established: 1875; Year Automated: 1927 


Year Existing Historic Tower Constructed; 1927 
Is the Light Operational? YES 
Foundation Materials; PIER 
Construction Materials; CAST IRON 
Markings/Patterns: WHITE 
Shape; CYLINDRICAL 
Relationship to Other Structures: SEPARATE 


Tower Height: 39; Height of Focal Plane; 55 
Original Optic: FIFTH ORDER 
Present Optic: 300 MM 


Other Structures; RADIOBEACON 
Owner/Manager; U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: Plek 


National Register Status: NONE 





MANISTIQUE (EAST BREAKWATER) LIGHT 


Location: LAKE MICHIGAN; U.5.C.G. District: 9 


Nearest City; MANISTIQUE 


Year Station Established: 1915; Year Automated: 1969 


Year Existing Historic Tower Constructed: 1917 
Is the Light Operational? YES 
Foundation Materials: CONCRETE PIER 
Construction Materials: STEEL 
Markings/Patterns: RED W/BLACK LANTERN 
Shape: SQUARE PYRAMIDAL 
Relationship to Other Structures: SEPARATE 


Tower Height: 35; Height of Focal Plane: 50 
Original Optic: FOURTH ORDER, FRESNEL 
Present Optic: 300 MM 





Other Structures: RADIOBEACON 
Ownedt/Nie. upper. U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: PIER 


National Register Status: NONE 





MANITOU ISLAND LIGHT 


Location: OFF KEEWANAU PENINSULA/LAKE 
SUPERIOR U.S.C.G, District: 9 

Nearest City: COPPER HARBOR 

County: KEWEENAW 


Year Station Established: 1850 
Year Automated: 1978 


Year Existing Historic Tower Constructed: 1861 
Is the Light Operational? YES 
Foundation Materials: 
Construction Materials: IRON 
Markings/Patterns: WHITE 
Shape: SKELETAL W/CENTRAL COLUMN 
Relationship ‘o Other Structures: ATTACHED 
Tower Height: 80; Height of Focal Plane: 81 





Courtesy U.S. Coast Guard. 
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Original Optic: THIRD ORDER, FRESNEL (1861); Present Optic: 190 MM 


Is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? UNKNOWN; Current Fog Signal Type: WHISTLE 


Is there an Existing Keepers Quarters? UNKNOWN; Year Constructed: 1861; Number of Stories: 2 
Architectural Style: RECTANGULAR FRAME; Construction Materials: WOOD 


Other Structures: BOATHOUSE; SKELETAL TOWER ATTACHED TO HOUSE VIA ENCLOSED PASSAGEWAY 
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MICHIGAN 


CwnerManager U5. COAST CUARD, Current Use ACTIVE AID TO NAVIGATION 
Open to the Public? NO, Access BOAT 


National Register Matus: LISTED: MANITOU ISLAND LIGHT STATION (0.5. COAST GUARD LIGHTHOUSES AND 
LIGHT STATIONS ON Trl GREAT LAKES TR) 


ALONG WITh WRITEFISG POINT IS OLDEST SRELETAL TOWER ON GREAT LAKES, PLAYED AN 
IMPORTANT ROLE IN GROWTH OF MICHIGAN COPPER INDUSTRY 





MARQUETTE HARBOR 
LIGHT 


Location NORTH POINT/LAKE SUPERIOR 
USC. Dietiet 9 

Nearest City MARQUETTT 

County MARQUETTE 


Vear Mation tetablished 1851 
Year Automated 


Year Existing Historic Tower Constructed 
1866, ts the Light Operational’ VES 
Foundation Material: DRESSED 
STONE/TIMBER 
Construction Materials BRICK 
Markings/Pattiems RED 


Courtesy US Coast Guard, 1949 Shape SQUARE 
Relationship to Other Structures INTEGRAL 


Tower Height 40 
Height of focal Plane 77, Original Optic FOURTH ORDER, PRESNEL (1906), Present Optic OCB 24 





ts there a Newer Tower! NO 
tt there an Existing Fog Signal Building?’ UNKNOWN, Current fog Signal Type DIAPHONE 


ts there an Existing Keepers Quarters’ VES, Year Constructed 1906, Number of Stories: 2 
Architectural Style: INTEGRAL, Construction Materials BRICK 


Other Structures 





OwnerdManager, U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? UNKNOWN, Access: OFF U.S. 41 TO LAKE STREET 


National Register Status: LISTED MARQUETTE HARBOR LIGHT STATION (U.S COAST GUARD LIGHTHOUSES 
AND LIGHT STATIONS ON THE GREAT LAKES TR), On State Liev/inventory? VES; Year Listed: 1969 





MARTIN REEF LIGHT 


Location REEF EAST OF STRAITS OF MACKINAC Original Optic: THIRD ORDER, FRESNE 
U.S.C.G. Dietrich 9; Year Station Established: 1927 Present Optic FOURTH ORDER 
Year Existing Historic Tower Constructed: 1927 
ts the Light Operational’ VES is there an Existing Keepers Quarters? YES 
Foundation Materiah CRIB, Construction Material 
REINFORCED CONCRETE/STEEL Owner/Manager, U.S. COAST GUARD 
MarkingsPatiems WHITE WIRED ROOF Current Use: ACTIVE AID TO NAVIGATION 
Shape SQUARE Open to the Public? NO, Access: BOAT 
Relationship to Other Structures INTEGRAL 
Tower Height 52, Height of Focal Plane: 65 National Register Status: NONE 
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MICHIGAN 





MCGULPINS POINT LIGHT 


Location: SOUTH POINT MIC PHLIMACKINAT 
HARBOR, USC. Demet 9 
Veat Mation tetablehed 186% 


Year Constructed 1869, Number of Stories 2 
Architectural Style ATTACHED 
Construction Material VELLOW BRICK 


Year txisting Histor lower Constructed 1869 Owner/Manager PRIVATE OWNER 


be the Light Operational! NO 


Current Use 


Dea tivated 1906 Open to the Public? UNKNOWN 

Construction Material VELLOW BRICK 

Mark ings/Pattiorns NATURAL National Hegister Statue NONE 

Shape OCTAGONAL W/OUT LANTERN 

Relationship to Other Sructures ATTACHED REPLACED BY OLD MACKINAT POINT LIGHT IN 
1906 


ls there an Existing Keeper Quarters! VES 





MENDOTA (BETE GRISE) LIGHT 


Location MENDOTA SHIP CHANINEL/LAKE 
SUPERIOR, USC G Dietict 9 
Year Station Established 1670 


Relationship to Other Structures ATTACHED 
Present Optic REMOVED 


Ownet/Manager PRIVATE OWNER 
Vear Existing Histor Tower Constructed 1695 Current Use 
ls the Light Operational! NO Open to the Public! UNKNOWN 
Deactivated 1960 
Construction Materia BRICK National Register Status NONE 


Markings/Pattiems YELLOW W/BLACK LANTERN 


Shape SQUARE REPLACED BY PIERHEAD LIGHTS 1960 





MENOMINEE (NORTH PIER) LIGHT 


Location: LAKE MICHIGAN, U5.C_G. District 9 
Nearest City MENOMINEE 
Year Station Established 1677. Year Automated 1972 


Relationship to Other Structures: SEPARATE 
Tower Height 34, Height of Focal Plane 46 
Original Optic: FOURTH ORDER 
Present Optic 300 MM 

Year Existing Historic Tower Constructed 1927 


is the Light Operational’ VES 

Foundation Materiak PIER/CONCRETE 

Construction Material, CAST (RON 

Markings/Patiorns: RED W/BLACK LANTERN & 
WHITE BASE 

Shape: OCTAGONAL 


OwnerManager, U.S. COAST GUARD 
Current Jee: ACTIVE AID TO NAVIGATION 


Open to the Public! UNKNOWN: Access PIER 
National Register Status NONE 








MIDDLE ISLAND LIGHT 


Location. BETWEEN THUNDER BAY ISLAND AND 
PRESQUE GLE; US.C.G. Dietict 9 
Year Station Evtabliched 1905 


Shape: CONICAL ATTACHED TO FOG SIGNAL 
BULDING 

Relationship to Other Structures: ATTACHED 

Tower Height 71; Height of Focal Plane: 78 

Original Optic: FOURTH ORDER, FRESNEL 


ts the Light Operational’ VES Present Optic: THIRD ORDER 

Foundation Materials DRESSED STONE/TIMBER 

Construction Materia BRICK ts there an Existing Fog Signal Building! VES 

Markings/Patioms: WHITE WITH ORANGE BAND IN Other Structures: O11 HOUSE, LIFE BOAT STATION 
MIDDLE (1881) 
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MICHIGAN 


UOwnenrManager US COAST CUARDYMIDDLI Open to the Public? NO Access BOAT 
ISLAND LIGHTHOUSE KEEPERS ASSOCIATION 
Current Use ACTIVE AID TO NAVIGATION National Heginter Statue NONE 





MINNEAPOLIS SHOAL LIGHT 


Location LAKE MILMILAN, USC Dee 9 Relationship to Other Structures INTEGRAL 
Nearest City ESCANABA, County DELTA Tower Meght 70, Meght of Focal Plane 87 
Orginal Optic FOURTH ORDER, FRESE 
Year Mation tetablehed 1915. Year Automated 1979 Preent Optix POURTH ORDER 
Vear txisting Mistork Tower Conetructed 1915 le there an [sisting Keeper: (Quarter! VES 
ls the Light Operational’ YES Architectural Style INTEGRAL TO TOWER 
foundation Material CONCRETE PIER ON 
CONCRETE CRB OwnerManager U.S. COAST GUARD 
Construction Materials STEEL/REINFORCED Current Use ACTIVE AID TO NAVIGATION 
CONCRETE Open to the Public? NO, Access BOAT 
Markings/Patierns CREAM COLORED 
Shape OCTAGONAL National Regieter Statue NONE 








MISSION POINT LIGHT (OLD) 


Location PENINSULA IN GRAND TRAVERSE BAY 
US.CG,. Diet 9 
Nearest City TRAVERSE CITY, County GRAND TRAVERSE 





Year Station Established 1670 


Year Existing Historic Tower Constructed 1670 
is the Light Operational’ NO, Deactivated 1933 
Foundation Material NATURAL/EMPLACED 
Construction Materiak WOOD 
Markings/Pattorns WHITE W/BLACK TRIM 
Shape SQUARE TOWER ON DWELLING 
Relationship to Other Structures INTEORAL 
Tower Height 30, Height of Focal Plane 
Original Optic: (18670) 
Preeent Optic REMOVED 





ts there an Existing Keepers Quarters’ VES 
Year Constructed: 1670. Number of Stories 1.5 
Architectural Style INTEGRAL TO TOWER 
Construction Materiakh WOOD 


Other Sructures PRAME PUMP HOUSE BRICK STORAGE 
SHED. WOODEN STORAGE BULL DING 








Photo courtety Peninsula Township Park Board/Mary Ownet/Manager PENINSULA TOWNSHIP 
Lois Shultz, 1992 Current Use TOWN PARK 

Open to the Public? YES; GROUNDS ONLY 
Access: LIGHTHOUSE PARK/JROUTE 37 NORTH 


National Register Statue: NONE; On State Lat/inventory’ YES, Year Lited 1992 
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MUNISING RANGE LIGHTS 


Location MUNISING HARBONR/LARE SUPLHIOR 
US.C.C. Diewenh 9 

Nearest City MUINISING, County ALGER 

Veat Mation tetablihed 1908 


Year txisting Mister lower Constructed 1908 
is the Light Operational! VES 
Foundation Material: (ONCRETE 
Consiruction Maternal STEEL PLATE 
Markings/Patiorns WHITE 
Shape CONICAL 
Relationship to Other Structures SEPARATE 


FRONT RANGE Tower Meh 33, Height of Focal 


Original Optic: ADAM & WESTLAKE REFLECTORS 
(1908) 
Present Optic LOCOMOTIVE STYLE HEADLAMPS 


OwnedManager. U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public! NO 
National Hegister Statue NONE 





MUSKEGON SOUTH BREAKWATER LIGHT 


Location MARBOR ENTRANCE/LAKE MICHIGAN 
USCC. Diewiet 9 

Nearest City MUSKEGON, County MUSKEGON 
Year Station Established 1651 


Year Existing Historic Tower Constructed 190} 
eee 


Tower Height 5}, Height of Focal Plane 70 
Orginal Optic FOURTH ORDER, PRESNEL 
Present Opt 300 MM 


Other Structures O11 MOUSE, RADIOBLACON 


Owner/Manager US COAST GUARD 
Current Use ACTIVE AID TO NAVIGATION 


Open to the Public! NO, Access PIER 
National Register Status NONE 





NORTH MANITOU SHOAL LIGHT 


Location OFF NORTH 4&4 SOUTH MANITOU 
ISLANDS; U.5.C.GC. Dietrich 9 

County LEELANAU 

Year Station Established 1935 Year Automated 1980 


Year Existing Historic Tower Constructed: 1935 
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ls there an Existing Keepers Quarters? VES 
Architectural Style INTEGRAL TO TOWER 


Other Structures WOODEN BOATHOUSE, 
RADIOBEACON 


Owner/Manager, U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public! NO, Access: BOAT 
National Regeter Statue NONE 


REPLACED LIGHTSHIP 
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MICHIGAN 





ONTONAGON HARBOR WEST PIERHEAD LIGHT 


Location: LAKE SUPERIOR US.C.C. Dietiet 9 
County ONTONAGON 
Vear Mation tstabliehed 1875 


Vear txisting Mister Tower Constructed 1900 
ls the Light Operational! VES 
Foundation Materials CONCRETE 
Construction Materials STEEL 
Markings/Patiorns WHITE (UPPER PART ENCLOSED) 
Shape SKELETAL 


Tower Meight: 20, Height of focal Plane 31 


Orginal Optic: FOURTH ORDER 
Preent Optic 250 WA 


OwnerManager U.S COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO 
National Register Statue NONE 





ONTONAGON LIGHT 


Location ONTONAGON RIVER MOUTHULAKI 
SUPERIOR, U.S.C.C. Ditech 9 
Nearest City ONTONAGON, County ONTONAGON 


Year Mation tetabliehed 1452, Year Automated 


Year Existing Historic Tower Constructed 1866 
ts the Light Operational! NO 
Deactivated 1964 
Foundation Materials NATURAL/EMPLACED 
Construction Materials B§RICK 
Markings/Patiems VELLOW 
Shape SQUARE 
Relationship to Other Structures ATTACHED 
Tower Heght 34. Height of focal Plane 
Original Optic: FIFTH ORDER, FRESNNEL (1657) 
Present Optic REMOVED 1964 


is there a Newer Tower? UNKNOWN 
lt there an Existing Fog Signal Building?’ UNKNOWN 


Current Fog Signal Type SIREN 


ls there an Existing Keeper Quarters? VES 

Year Constructed 1866, Number of Stories | 5 
Architectural Style ATTACHED 

Construction Material VELLOW BRICK 


Uther Structures 


Owner/Manager, U.S. COAST GUARD/U 5. ARMY 
CORPS OF ENGINEERS 

Current Use 

Open to the Public? VES 


National Register Statue: LISTED ONTONACGON 
LIGHTHO USE 


ORIGINAL LENS GIVEN TO ONTONAGON 
COUNTY HISTORICAL SOCIETY 








Photo courtety isle Royale National Park/ Chery! Naatko. 
1989 











PASSAGE ISLAND LIGHT 


Location PASSAGE ISLAND OFF ISLE ROVALE 
US.CG. Dietrich 9 
Nearest City MOUCGHTON, County KEWEENAW 


Year Mation Established 1682 
Year Automated 1976 


Year Existing Historic Tower Constructed 1682 
ts the Light Operational’ VES 
Foundation Material NATURAL/EMPLACED 
Construction Materiah FIELDSTONE 
Markings/Pattiorns NATURAL W/WHITE & RED 

LANTERN 

Shape. OCTAGONAL 
Relationship to Other Structures: INTEGRAL 
Tower Height: 44; Height of Focal Plane: 76 
Original Optic: FOURTH ORDER, FRESNEL (1682) 
Present Optic: 190 MM (1989) 
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PENINSULA POINT LIGHT 
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MICHIGAN 
National Register Status: LISTED: PENINSULA POINT LIGHTHOUSE 


LIGHT ABANDONED 1936 AFTER MINNEAPOLIS SHOAL LIGHT WENT INTO SERVICE 





POE REEF LIGHT 


Location: STRAITS OF MACKINAC SOUTH Original Optic: THIRD ORDER 
CHANNEL; U.S.C.G District 6 Present Optic: 375 MM 
Year Station Established: 1893; Year Automated: 1974 
Owner/Manager: U.S. COAST GUARD 





Year Existing Historic Tower Constructed: 1929 Current Use: ACTIVE AID TO NAVIGATION 
is the Light Operational’ VES Open to the Public? NO; Access: OFFSHORE 
Foundation Materials: CONCRETE CRIB 
Construction Materials: CONCRETE National Register Status: NONE 
Markings/Pattierns: WHITE & BLACK BANDS W/RED 

ROOT REPLACED LIGHTSHIP STATION ESTABLISHED 18693, 

Shape: SQUARE MARKED BY LIGHTSHIPS NO. 62, NO. 59, NO. 96, 
Relationship to Other Structures: INTEGRAL & NO. 99 


Tower Height: 60; Height of Focal Plane: 7! 








\ POINT BETSIE LIGHT 


Location: NEAR CRYSTAL LAKE ON LAKE 
MICHIGAN; U.5.C.G. Dietrich 9 
Nearest City: FRANKFORT; County: BENZIE 


Year Station Established: 1658 
Year Automated: 1984 


Year Existing Historic Tower Constructed: 1656 
ts the Light Operational’ YES 
Foundation Materials: CONCRETE 
Construction Materials 8RICK 
Markings/Pattoms WHITE WITH REO ROOF 
Shape: CYLINDRICAL 
Relationship to Other Structures: ATTACHED 
Tower Height 37; Height of Focal Plane: 52 
Original Optic: FOURTH ORDER, FRESNEL 

(1858) 

Present Optic: FOURTH ORDER 

















Photo courtesy NPS National Maritime Initiative/lames P ils there a Newer Tower? NO 
Delgado, 1990 
is there an Existing Fog Signal Building? YES 
Year Constructed: 





Construction Materials; CORRUGATED STEEL; Architectural Style 
Current Fog Signal Type 


is there an Existing Keepers Quarters? YES; Year Constructed: 1894; Number of Stories: 2 
Architectural Style: HIP ROOF; Construction Materials: BRICK 


Other Structures: OL HOUSE, 2 STORAGE BUILDINGS 


Owner/Manager, U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION/COAST GUARD HOUSING 
Open to the Public? NO 


National Register Status: LISTED: POINT BETSIE LIGHT STATION (U.S. COAST GUARD LIGHTHOUSES AND LIGHT 
STATIONS ON THE GREAT LAKES TR); On State Lis/inventory? YES; Year Listed: 1969 
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Courtesy NPS National Maritime Initiative/lames P Delgado, 1990 


POINT IROQUOIS LIGHT 


Location: LAKE SUPERIOR/WHITEFISH BAY 
USC. Detrich: 9 
Nearest City: BAY MILLS: County: CHIPPEWA 


Year Station Established: 1855: Year Automated: 1967 


Year Existing Historic Tower Constructed: 1671 
is the _ ght Operational? NO 
Deactivated: 1971 
Foundation Materials: CEMENT 
Construction Materials: BRICK 
Markings/Patierns: WHITE TOWER/BLACK PARAPET 
& LANTERN 
Shape: CONICAL 
Relationship to Other Structures ATTACHED 
Tower Height: 65; Height of Foca!’ Plane: 68 
Original Optic: FOURTH ORDER, FRESNEL (1870) 
Present Optic: REMOVED 


ls there a Newer Tower? Ni 

is there an Existing Foe Signal Building? NO 
REMOVED) 

Current Fog Signal Type: WHISTLE/ORIGC. SICNAI 
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ls there an txeong Keepers Quarters? YES 
Year Constructed: 1902; Number of Stories: 2 
Architectural Style: CAPE COD 
Construction Materials: BRICK 


Other Structures: REMOVED 


Owrer/Manager, U.S. FOREST SERVICE 

Current Use: MUSEUM IN NATIONAL FOREST 

Open to the Public? YES; DAILY 

Access: HIAWATHA NATIONAL FOREST/LAKESHORE 
ROAD OFF SIX MILE ROAD 

Public Phone: 906-437-5272 


National Register Status: LISTED: POINT IROQUOIS 
LuGMT STATION 
On State Lisv/inventory? YES: Year Listed: 1970 


GUIDE TO ST. MARYS RIVER: SOO LOCKS 
CONNECTION BETWEEN LAKE SUPERIOR AND 
OTHER GREAT LAKES; REPLACED BY AUTOMATK 
SIGNAL BEACON INSTALLED IN CHANNEL ACROSS 
THE BAY FROM THE LIGHTHOUSE: RENOVATION 
BEGUN 1983 
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Photo courtesy National Register of Historic Places/Division 
of Michigan History, 1971 


Year Constructed: 1908; Number of Stories: 1.5 





POINTE AUX BARQUES LIGHT 


Location: POINTE AUX BARQUTS RELI/LAKI 
MURON; U5.C.G. Dietrich 9 
Nearest City: PORT HOPE; County MURON 


Year Station Letablished 1448 
Year Automated 1958 


Year Existing Mistoric Tower Constructed, 1657 
ls the Light Operational’ YES 
Foundation Materials: DRESSED STONE/TIMBER 
Construction Materials: BRICK 
Markings/Patiorns: WHITE W/BLACK & RED TRIM 
Shape: CONICAL 
Relationship to Other Structures: ATTACHED 
Tower Height 69; Height of Focal Plane: 93 
Original Optic: THIRD ORDER 
Present Optic: THIRD ORDER 


ls there a Newer Tower? NO 
ls there an Existing Fog Signal Building? NO 


ls there an Existing Keepers Quarters? YES 


Architectural Style: ATTACHED TO TOWER: Construction Materials: BRICK 


Other Structures; RED IRON OIL HOUSE, GARAGE, RED BRICK ASST. KEEPERS DWELLING (1933) 


Owner/Manager: U.S. COAST GUARD (TOWERVHURON COUNTY (DWELLING) 
Current Use: ACTIVE AID TO NAVIGATION/MUSEUM IN KEEPERS DWELLING 
Open to the Public? YES; Access: IGHTHOUSE COUNTY PARK/LIGHTHOUSE ROAD 


National Register Status: LISTED: POINTE AUX BARQUES LIGHTHOUSE 


On State List/inventory? YES; Year Listed: 1972 


ORIGINAL LENS DISPLAYED AT GRICE MUSEUM; LIGHTHOUSE HOUSES MUSEUM FOR THE THUMB AREA 


BOTTOM PRESERVE; DIVERS MAY VIEW WRECKS 





PORT AUSTIN REEF LIGHT 


Location: LAKE HURON; U.5S.C.G. District 9 
Year Station Established: 16786 


Year Existing Historic Tower Constructed: 1899 
is the Light Operational? YES 
Foundation Materials: PIER 
Construction Materials: YELLOW BRICK 
Markings/Patterns: BUFF 
Shape: SQUARE ATTACHED TO FOC SIGNAL 

BUILDING 

Relationship to Other Structures: ATTACHED 
Tower Height: 60; Height of Focal Plane: 76 


Original Optic: FOURTH ORDER, FRESNEL (1899) 
Present Optic: 200 MM GLASS 


ls there an Existing Fog Signal Building? YES 
Architectural Style: ATTACHED TO TOWER 


Owner/Manager: U.S. COAST GUARD LICENSE TO 
HISTORICAL SOCIETY 

Current Use: ACTIVE AID TO NAVIGATION 

Open to the Public? NO; Access: BOAT 


National Register Status: NONE 
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PORT SANILAC LIGHT 


Location: POINT SANILAC/LAKE HURON 
U8.C.G. District: ” 
Nearest City; PORT SANILAC,; County: SANILAC 


Year Station Established: 1686, Year Automated: 


Vear Existing Historic Tower Constructed: 1686 
is the Light Operational’ VES 
Foundation Materials: DRESSED STONE/TIMBER 
Construction Materials: BRICK 
Markings/Patiorns: WHITE WARED ROOF 
Shape: OCTAGONAL HOURGLASS 
Relationship to Other Structures: ATTACHED 
Tower Height: 59, Height of Focal Plane: 69 
Original Optic: FOURTH ORDER, FRESNEL (1686) 
Present Optic: FOURTH ORDER 


ils there a Newer Tower! NO 


ls there an Existing Fog Signal Building)’ UNKNOWN 


Is there an Existing Keepers Quarters! YES 
Year Constructed: 1686; Number of Stories: 2 


Architectural Style: ATTACHED TO TOWER 
Construction Materials: BRICK 


Other Structures: 


Owner/Manager, U.S. COAST GUARD 
(TOWERYPRIVATE OWNER (DWELLING) 


Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO 


National Register Status: LISTED: PORT SANILAC 
LIGHT STATION (U.S, COAST GUARD 
LIGHTHOUSES AND LIGHT STATIONS ON THE 
GREAT LAKES TR) 





PORTAGE RIVER GACOBSVILLE) LIGHT 


Location; PORTAGE RIVER ENTRANCE/LAKE 
SUPERIOR; U.S.C.G. District 9 
Year Station Established: 1656 


Year Existing Historic Tower Constructed: 1870 
is the Light Operational? NO; Deactivated: 
Foundation Materials; NATURAL/EMPLACED 
Construction Materials: BRICK 
Markings/Patierns: NATURAL W/RED LANTERN 


Shape: CONICAL 
Relationship to Other Structures: ATTACHED 
Tower Height: 65 


Owner/Manager: PRIVATE OWNER 
Current Use: 


Open to the Public? UNKNOWN 
National Register Status: NONE 





POVERTY ISLAND LIGHT 


Location: LAKE MICHIGAN; U.5.C.G. District 9 
Nearest City: FAIRPORT; County: DELTA 


Year Station Established: 1874; Year Automated: 1957 


Year Existing Historic Tower Constructed: 1874 
is the Light Operational? YES 
Deactivated: 1976-1982 
Foundation Materials: DRESSED STONE/TIMBER 
Construction Materials: BRICK 
Markings/Patterns: WHITE 
Shape: CONICAL W/OUT LANTERN 
Relationship to Other Structures: ATTACHED 
Tower Height: 60; Height of Focal Plane: 60 
Original Optic: FOURTH ORDER (1874) 
Present Optic: 300 MM (1982) 


is there a Newer Tower? YES (INACTIVE) 
Year Constructed: 1976; Shape: SKELETAL 
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Original Optic: 300 MM 


Is there an Existing Fog Signal Auilding? YES 
Construction Materials: CORRUGATED STEEL 


Current Fog Signal Type: SIREN 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1874; Number of Stories: 1.5 


Construction Materials: WOOD FRAME/BRICK 


Other Structures: CISTERN, STORAGE BUILDING, 
PIER 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO; Access: BOAT 
National Register Status: NONE 


Light Stations by State 
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PRESQUE ISLE LIGHT (NEW) 


Location; LAKE HURON; U.5.C.G, Distrie 9 
Nearest City; PRESQUE ISLE TOWNSHIP 
County: PRESQUE ISLE 


Year Station Established: 1871 
Year Automated: 1970 


Year Existing Historic Tower Constructed 
1671; Is the Light Operational? YES 
Foundation Materials: BRICK 
Construction Materials: BRICK 
Markings/Patterns: WHITE 
Shape: CONICAL 
Relationship to Other Structures: ATTACHED 
Tower Height: 109 
Height of Focal Plane: 113 
Photo courtesy Presque Isle Lighthouse Museum Original Optic: THIRD ORDER, FRESNEL 
(1870) 








Present Optic: THIRD ORDER FRESNEL (1670) 


is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO (REMOVED 1950s); Current Fog Signal Type: DIAPHONE 


is there an Existing Keepers Quarters? YES; Year Constructed: 1870; Number of Stories: 1.5 
Architectural Style: DUTCH COLONIAL (ATTACHED); Construction Materials: BRICK 


Other Structures: GARAGE, PRIVY, 1905 KEEPERS 

Owner/Manager: U.S. COAST GUARD LEASE TO PRESQUE ISLE TOWNSHIP 

Current Use: ACTIVE AID TO NAVIGATION/MUSEUM IN KEEPERS; Open to the Public? YES; OPEN MAY-OCTOBER 
Access: 4500 GRAND LAKE RD/RT. 405 NORTH; Public Phone: 517-595-2059 


National Register Status: LISTED: PRESQUE ISLE LIGHT STATION (U.S. COAST GUARD LIGHTHOUSES AND LIGHT 
STATIONS ON THE GREAT LAKES TR) 





PRESQUE ISLE LIGHT (OLD) 


Location: PRESQUE ISLE PENINSULA/LAKE HURON 
U.S.C.G. District: 9 
Nearest City: PRESQUE ISLE; County: PRESQUE ISLE 


Year Station Established: 1840 


Year Existing Historic Tower Constructed: 1840 
ls the Light Operational? NO 
Deactivated: 18671 
Foundation Materials: DRESSED STONE/TIMBER 
Construction Materials: LOWER TWO-THIRDS STONE, UPPER BRICK 
Markings/Patterns: WHITE 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 38; Height of Focal Plane: 
Original Optic: 
Present Optic: 





Photo courtesy S. |. Stebbins 
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PRESQUE ISLE LIGHT (OLD) cont, 


ls there a Newer Tower! NO Owner/Manager, PRIVATE OWNER 
Is there an Existing fog Signal Building? NO Current Use; MUSEUM 
Open to the Public? YES SUMMERS 
Is there an Existing Keepers Quarters? YES (REBUILT Access: 5295 GRAND LAKE ROAD 
1949) Public Phone: 517-595-2787 
Year Constructed: 1840; Number of Stories: 2 
Architectural Style, CAPE COD National Register Status: LISTED, OLD PRESQUE ISLE 
Construction Materials: BRICK LIGHTHOUSE (U.S, COAST GUARD 
LIGHTHOUSES AND LIGHT STATIONS ON Trl 
Other Structures: GREAT LAKES TR) 


On State LisVinventory? YES 








ROCK HARBOR LIGHT 


Location; MIDDLE ISLAND PASSAGE/LAKE 
SUPERIOR; U.S.C.G, District: 9 

Nearest City; HOUGHTON 

County: KEWEENAW 





Year Station Established: 18655 
Year Existing Historic Tower Constructed: 1655 
is the Light Operational? NO 
Deactivated: 1879 
Foundation Materials; STONE 
Construction Materials; BRICK/STONE 
Markings/Patterns: WHITE W/BLACK 
LANTERN 
Shape: CYLINDRICAL 
Relationship to Other Structures: ATTACHED 
Tower Height: 50 
Height of Focal Plane: 70 
Original Optic: FOURTH ORDER, FRESNEL 
(1875); Present Optic: REMOVED 








is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 





Photo courtesy Isle Royale National Park/Barbara Juntunen, 1987 


is there an Existing Keepers Quarters? YES; Year Constructed: 1855; Number of Stories: 1.5 
Architectural Style: ATTACHED TO TOWER; Construction Materials: RUBBLE STONE 


Other Structures: NONE 


Owner/Manager, NATIONAL PARK SERVICE; Current Use: NATIONAL PARK; Open to the Public? YES; SUMMERS 
Access: CONCESSION BOAT FROM ISLE ROYALE NATIONAL PARK; Public Phone: 906-482-0986 


National Register Status: LISTED: ROCK HARBOR LIGHTHOUSE 
Documented by HABS? YES (MI-386 - WASO) 


IMPORTANT TO COPPER EXPLORATION AND DEVELOPMENT; ABANDONED 18659 TO 1875; KEEPERS TO 
HOUSE MARITIME EXHIBIT 1994 
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Photo courtesy Isle Royale National 
Park/Sharon Frakes, 1991. 


Other Structures: NONE 


ROCK OF AGES LIGHT 


Location; OFF ISLE ROYALE/LAKE SUPERIOR 
U.S.C.G, District 9 
Nearest City; HOUGHTON; County: KEWEENAW 


Year Station Established: 1908; Year Automated: 1978 


Year Existing Historic Tower Constructed: 1908 
ls the Light Operational? YES 
Foundation Materials; CONCRETE PIER/STEEL CAISSON 
Construction Materials: STEEL/MASONRY/CONCRETE 
Markings/Patterns; WHITE W/BLACK BASE & LANTERN 
Shape: CYLINDRICAL "BOTTLE SHAPE" 
Relationship to Other Structures; INTEGRAL 
Tower Height: 117; Height of Focal Plane: 130 
Original Optic: SECOND ORDER, FRESNEL (1910) 
Present Optic: 190 MM (1985) 


Is there a Newer Tower? NO 
Is there an | xisting Fog Signal Building? NO 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1908 
Architectural Style: INTEGRAL TO TOWER 
Construction Materials: STEEL/MASONRY/CONCRETE 


Owner/Manager: U.S. COAST GUARD/NATIONAL PARK SERVICE 
Current Use: ACTIVE AID TO NAVIGATION IN NATIONAL PARK; Open to the Public? YES; SUMMERS 
Access: BOAT FROM ISLE ROYALE NATIONAL PARK; Public Phone: 906-482-0986 


National Register 


Status: LISTED: ROCK OF AGES LIGHT STATION (U.S. COAST GUARD LIGHTHOUSES AND 


LIGHT STATIONS ON THE GREAT LAKES TR); Documented by HABS? YES (MI-3886 - WASO) 


ORIGINAL LENS ON EXHIBIT AT WINDIGO INFORMATION STATION/ISLE ROYALE NATIONAL PARK; MAJOR 
ENGINEERING FEAT BECAUSE OF ISOLATED LOCATION 





ROUND ISLAND LIGHT 


Location: STRAITS OF MACKINAC 
US.C.G, District: 9 

Nearest City: CITY OF MACKINAC ISLAND 
Ce unty: MACKINAC 


‘ear Station Established: 1895; Year Automated: 1924 


Year Existing Historic Tower Constructed: 1895 
Is the Light Operational? NO 
Deactivated: 1947 
Foundation Materials: CONCRETE PIER 
Construction Materials: BRICK 
Markings/Patterns: RED W/BLACK LANTERN 
Shape: SQUARE 
Relationship to Other Structures: ATTACHED 
Tower Height: 53; Height of Focal Plane: 
Original Optic: (1895) 


Present Optic: REMOVED 


ils there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1895; Number of Stories: 2.5 


Architectural Style: INTEGRAL TO TOWER 
Construction Materials: WOOD 


Other Structures: OILHOUSE (1895), OUTHOUSE 
(1895) 


Owner/Manager: U.S. DEPARTMENT OF 
AGRICULTURE FOREST SERVICE 
Current Use: NATIONAL FOREST 
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ROUND ISLAND LIGHT cont. 


Open to the Publicf NO; HIAWATHA NATIONAL 
FOREST 

Access: BOAT FROM ST, IGNACE & MACKINAC 
ISLAND 


National Register Status: LISTED: ROUND ISLAND 


LIGHTHOUSE 


On State LisVinventory? YES; Year Listed: 197) 





SAGINAW RIVER (RANGE REAR) 
LIGHT 


Location: SAGINAW RIVER ENTRANCE 
U.S.C.G,. Districh 9 
Nearest City: BAY CITY; County: BAY 


Year Station Established: 1841; Year Automated 


Year Existing Historic Tower Constructed: 1876 
ls the Light Operational? NO; Deactivated: 1960 
Foundation Materials: 
Construction Materials: BRICK 
Markings/Patterns: WHITE W/BLACK TRIM 
Shape: SQUARE 
Relationship to Other Structures: INTEGRAL 
Tower Height: 55; Height of Focal Plane: 77 
Original Optic: 
Present Optic: REMOVED 





ls there a Newer Tower? UNKNOWN 
Is there an Existing Fog Signal Buildings UNKNOWN 


Is there an Existing Keepers Quarters? YES 





Year Constructed: 1876; Number of Stories: 2 NIX 3 


Architectural Style: 
Construction Materials: BRICK 


Courtesy U.S. Coast Guard, 1957 


Other Structures: 


Owner/Manager; DOW CHEMICAL COMPANY; Current Use: 


One.) to the Public? UNKNOWN; Access: COAST GUARD STREET 


National Register Status: LISTED: SAGINAW RIVER LIGHT STATION (U.S. COAST GUARD LIGHTHOUSES AND 


LIGHT STATIONS ON THE GREAT LAKES TR) 





SAND HILLS LIGHT 


Location: EAGLE RIVER/LAKE SUPERIOR 

U5.C.G. District: 9 

Nearest City: EAGLE RIVER; County: KEEWENAW 
Year Station Established: 1919; Year Automated: 1939 


Year Existing Historic Tower Constructed: 1919 
Is the Light Operational? NO 
Deactivated: 1954 
Construction Materials: YELLOW BRICK 
Markings/Patterns: NATURAL 
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Shape: SQUARE 

Relationship to Other Structures: INTEGRAL 

Height of Focal Plane: 91 

Original Optic: FOURTH ORDER, FRESNEL (1919) 
Present Optic: ACETYLENE GAS LAMP (1939) 


is there an Existing Fog Signal Building? YES 


Year Constructed: 1919 


Current Fog Signal Type: AIR DIAPHONE (REMOVED) 


Light Stations by State 








MICHIGAN 


ls there an Existing Keeper Quarter! VES RESTORATION AS G48 
Year Constructed: 1919, Number of Stores 2 Open to the Public? UNKNOWN 
Architectural Style DUPLEX (INTEGRAL) 
Construction Material VELLOW MICK National Hegister Status NONE 
Other Structures OF PHOOUSE, CARAGT REPLACED LAGLE RIVER LIGHT Whit WAS 
DISCONTINUED IN 1908, USED AS BARRACKS 
OwnerManager PRIVATE OWNER DURING WORLD WAR Ii 


Current Vee SUMMER MOML/UNDER 








SAND POINT LIGHT 


Location WEST SHORE LITTLE BAY DE NOK 
USC. Dietieh 9 
Nearest City ESCANABA, County DELTA 


Year Mation tetabliehed 1867 


Vear Existing Historic Tower Constructed 1867 
is the Light Operational! NO, Deactivated 1939 
Foundation Materialk NATURAL/EMPLACED 
Construction Material BRICK 
Markings/Patioms: WHITE W/BLACK LANTERN 
Shape: SQUARE W/OCTAGONAL LANTERN 
Relationship to Other Structures: ATTACHED 
Tower Height 41; Height of Focal Plane: 44 
Original Optic: FOURTH ORDER, FRESNEL (1668) 
Present Optic FOURTH ORDER (1989) 








ls there an Existing Keepers Quarters? VES 

Year Constructed: 1867; Number of Stories: 1.5 
Architectural Style: ATTACHED 

Construction Materiah BRICK 





Photo courtesy Deka County Historical Society, OQwnes/Manager. U.S. COAST GUARD LEASE TO DELTA 
1991 COUNTY HISTORICAL SOCIETY 

Current Use: MUSEUM 
Open to the Public? YES: DAILY IN SUMMER (1-9) Access: LUDINGTON PARK/US. 2 & 41 


National Register Status: NONE; On State Liet/inventory? YES, Year Listed 1989 


REPLACED BY OFFSHORE CRIB 1939, LANTERN REMOVED 1939; USED FOR COAST GUARD HOUSING UNTIL 
1985; LANTERN REPLACED AND LENS RELIT IN 1989 





SEUL CHOIX POINTE LIGHT 


Location. UPPER PENINSULA/LAKE MICHIGAN Relationship to Other Structures: ATTACHED 
US.CG. District 9 Tower Height: 78; Height of Fora! Plane: 80 
Nearest City: GULLIVER: County: SCHOOLCRAFT Original Optic: THIRD ORDER, FRESNEL (1895) 


Present Optic: DCB 24 (1972) 
Year Station Established: 1892. Year Automated: 197? 
ls there a Newer Tower? NO 


Year Existing Historic Tower Constructed: 1695 


ts the Light Operational’ YES ts there an Existing ‘og Signal Building? YES 
Foundation Material ASHLAR STONE Year Constructed: 1895 

Construction Material BKICK Construction Materials: RED BRICK 
Markings/Patiorns WHITE Architectural Style: GABLE 

Shape: CONICAL 
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SEUL CHOIX POINTE LIGHT cont, 


ls there an Existing Keepers Quarters! YES MODIFIED 1925) 
Year Constructed: 1892, Number of Stories 2 
Architectural Style GABLE 
Canstruction Materials BRICK 


Other Structures: 2 RED BRICK OF HOUSES, BARN, 
WORKSHOP, CISTERN IN BASEMENT OF KELPERS, 
GARAGE (ORIGINALLY U5. LIFESAVING SERVICE 
BOATHOUSE), 2ND ASSISTANT KEEPERS (157 
ASSISTANT ADDED TO HEAD KEEPERS 1925) 


| U.S. COAST GUARD LEASE TO MICHIGAN 
DEPARTMENT OF NATURAL RESOURCES (OPERATED 
BY GULLIVER HISTORICAL SOCIETY THROUGH 
MUELLER TOWNSHIP) 
Current Use: ACTIVE AID TO NAVIGATION/MUSEUM IN 
FOG SIGNAL BUILDING/PUBLIC PARK 


Open to the Publict YES; Access: U.S. 2 CR. 432 SOUTH TO END OF RT. 431 


National Register Status: LISTED. SEUL CHOIX POINTE LIGHT STATION (U.S. COAST GUARD LIGHTHOUSES AND 
LIGHT STATIONS ON THE GREAT LAKES TR); On State LisW/inventory! YES; Year Listed: 19867 


ONLY HARBOR OF REFUGE IN THIS PART OF LAKE MICHIGAN; FOC HORNS ON DISPLAY IN MUSEUM 














Courtesy Gulliver Historical Society, ca 19508 





SKILLAGALEE (ILE AUX GALETS) LIGHT 


Location: SOUTHWEST OF WAUGOSHANCE 
ISLAND/LAKE MICHIGAN; U5.C.G. District 9 
Nearest City: CROSS VILLAGE; County: EMMET 


Year Station Established 1850. Year Automated 


Year Existing Historic Tower Constructed: 1668 
ts the Light Operational? VES 
Foundation Materials STONE 
Construction Materials: BRICK 
Markings/Patterns. WHITE W/BLACK LANTERN 
Shape: OCTAGONAL 
Relationship to Other Structures: ATTACHED 
Tower Height: 56; Height of Focal Plane: 58 
Original Optic: FOURTH ORDER, FRESNEL 
Present Optic: 300 MM 





ls there a Newer Tower? NO 

ts there an Existing Fog Signal Building? NO 
(DEMOLISHED 1969) 

ts there an Existing Keepers Quarters? NO 
(DEMOLISHED 1969) 


Other Structures: ALL BUT TOWER RAZED 


Owner/Manager. U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO, Access: ISLAND OFFSHORE 


National Register Status: LISTED SKILLAGALEE 
LIGHT STATION (U.S. COAST GUARD 
LIGHTHOUSES AND LIGHT STATIONS ON THE 
GREAT LAKES TR) 





SOUTH FOX ISLAND LIGHT 


Location: APPROACH TO STRAITS OF MACKINAT 
U.S.C. District 9; Year Station Established: 1668 


Year Existing Historic Tower Constructed: 1668 
is the Light Operational? NO 
Deactivated: 1934 
Construction Materials BRICK 
Markings/Pattierns: WHITE W/RED TRIM 


Shape: SQUARE - BADLY DETERIORATING 
Relationship to Other Structures: ATTACHED 


Tower Height: 30 


is there a Newer Tower? YES; Year Constructed: 1934 
Construction Material STEEL 
Shape: SKELETAL, Tower Height 60 
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Chwner/Manager UNKNOWN National Megister Statue NONE 
Open to the Public! UNKNOWN 


SOUTH HAVEN SOUTH PIERHMEAD LIGHT 


Location LAKE MILMILAN, USCG Dietiet 9 Tower Memht 15; Meigh of Focal Plane 17 
Nearest City SOUTH MAVEN, County VAN BUREN Orginal Optic FITHM ORDER, FRESNEL (1901) 
Vear Miation [stablished 1877 Present Optic Fit ORDER 
Vear txisting Mistor Tower Constructed 190) Other Structures: CATWALK 
te the Light Operational’ YES 
Foundation Materials PIER OwnerManager U.S. COAST GUARD 
Construction Materials CAST IRON Current Use ACTIVE AID TO NAVILATION 
Markings/Patioms RED W/BLACK TOWER Open to the Public? NO 
Shape: CYLINDRICAI 
Relationship to Other Structures SEPARATI National Register Status NONT 














_. 





Courtety NPS National Maritime initiative/liame: P Delgado, 1990 


SOUTH MANITOU ISLAND LIGHT 


Location: SOUTH MANITOU ISLAND/LAKE Year Existing Historic Tower Constructed: 187? 
MILHMILAN: US.CG Detect 9 is the Light Operational’ NO 
Nearest City: LELAND: County: LEELANAI Deactivated: 1958 
Foundation Material PILING 
Year Station Establiched 1839. Year Automated Construction Materials BRICK 
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SOUTH MANITOU ISLAND LIGHT cont, 


Markings/Patiorns WHITE W/BLACK Tim 
Shape: CONICAL 
Relationship to Other Structures ATTACHED 
Tower Meight 104, Height of Focal Plane 100 
Original Optic: THIRD OR JER, PRESINEL (1871) 
Present Optic REMOVED 


ls there an Existing Keepers Quarters! VES 


Construction Materials: VELLOW RICK 


Other Siructures MAGAZINE, WHISTLE SHED, 
COVERED PASSAGEWAY ATTACHES TOWER 
TO DWELLING 


Owner/Manager NATIONAL PARK SERVICE 
Current Use: MUSEUM IN NATIONAL PARK 
Open to the Public? VES 

Access: FERRY FROM LELAND 

Public Phone 616-326-5134 


National Register Matus: LISTED SOUTH MANITOU 
ISLAND LIGHTHOUSE COMPLEX AND Lift 
SAVING STATION HISTORICAL DISTRICT 

Documented by HABS! VES (Mb-336 & 337) 


LIFESAVING STATION LOCATED NEARBY 





County: CHEBOYGAN 
Year Station Established 1870. Year Automated 1972 


Relationship to Other Structures, ATTACHED 
Tower Height 93, Height of Focal Plane: 66 
Original Optic: SECOND ORDER, FRESNEL (1674) 
Present Optic: SOLAR POWERED 


ts there an Existing Fog Signal Building! VES 
Construction Materiah BRICK 
Architectural Style ATTACHED TO TOWER 


Other Structures: O11 HOUSE, STORAGE BUILDING 


Owner/Manager, U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO; Access: BOAT 
National Register Status: NONE 


EARLY EXAMPLE OF EXPOSED CRIB; ORIGINAL 
LENS REMOVED 1982 AND IS ON DISPLAY AT THE 
GREAT LAKES HISTORICAL SOCIETY MUSEUM IN 
VERMILION, OHIO 





SQUAW ISLAND LIGHT 


Location: NORTH OF BEAVER ISLAND 
US.C.G. District 9 

Nearest City: GLADSTONE; County: EMMET 
Year Station Establnhed: 18692 


Year Existing Historic Tower Constructed 1692 

is the Light Operational? NO 

Construction Materials: RED BRICK 
Markings/Patierns: NATURAL W/BLACK LANTERN 
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Courtesy Save Our South Channel Lights Association 
1990 


is there an Existing fog Signal Building? NO 


Year Mation | established 





MICHIGAN 


ST, CLAIR FLATS SOUTH CHANNEL 


RANGE LIGHTS (OLD) 


Lecation: OFF MARSENS ISLAND/LAKE ST. CLAIR 
VSCK 
Nearest City ALCONACL, County ST. CLAM 


Dawe 9 


1459, Year Automated 1970 


Existing REAR RANGE Tower Constructed 1859 


is the Light Operational! NO, Deactivated 1907 
Foundation Material: WOODEN CRIB FILLED WATONT 
Construction Materials BRICK/BLOCK 

Markings/Pattioems BUFF COLOR 

Shape CONICAL 

Relationship to Other Structures SEPARATE 

Tower Height 40, Height of Focal Plane 30 

Original Optic FOURTH ORDER (REAR RANGE) (1859) 
Present Optic REMOVED 


txisting FRONT RANGE Tower Constructed: 18659 


ts the Light Operational’ VES 

Construction Material: RED BRICK (RECONSTRUCTED 
1875) 

Markings/Patterns YELLOW 

Shape: CONICAL W/O TOP OF LANTERN 

Tower Height 17; Height of Focal Plane: 20 

Original Optic: SIXTH ORDER (FRONT RANGE) (18659) 

Current Optic: 155 MM 


is there an Existing Keepers Quarters? NO (DESTROYED EARLY 19308) 


Other Structures 


OwnerManager U.S. COAST GUARD LICENSE TO SAVE OUR SOUTH CHANNEL LIGHTS ASSOCIATION 
Current Use: ACTIVE AID TO NAVIGATION (FRONT RANGE) 
Open to the Public! NO; DANGEROUS CONDITION: Access: BOAT 


National Register Status: LISTED: ST. CLAIR FLATS SOUTH CHANNEL RANGE LIGHTS 


REAR RANGE ORIGINALLY ATTACHED TO MOUSE: RANGE SYSTEM DECOMMISSIONED 1907 





ST. HELENA ISLAND LIGHT 


Location STRAITS OF MACKINAC/LAKE MICHMILAN 
USCA, Dietrich 9 
Nearest Caw: ST. WONACE: County: MACKINAT 
Year Station Ectabliched 1473. Year Automated: 197? 
Year Existing Historic Tower Constructed: 1873 

is the Light Operational? VES 

Foundation Materiah LIMESTONE 

Construction Material 8RIC K 


Markings/Patierns WHITE W/RED LANTERN 

Shape: CONICAL 

Relationship to Other Structures: ATTACHED 

Tower Height: 71; HMemht of Focal Plane: 71 

Original Optic: THIRD-ONE-HALF ORDER, FRESNEL 
(1673) 

Present Optic: 250 MM 


is there a Newer Tower?’ NO 
is there an Existing Fog Signal Building? NO 
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MICHIGAN 





ST. HELENA ISLAND LIGHT cont 


ls there an Existing Keeper (Quarters! YES 
Year Conetructed 1871 
Number of Stores: 1.5 
Architectural Style: COTTAGI 
Conetruction Materials BRICK 





Ciher Structures: COL MOUSE. PRIVY 





OwnerManager U.S. COAST GUARD LICENSE TO 
CREAT LAKES LILMTMOUSE KEEPERS 
ASSOCIATION 

Current Use ACTIVE AID TO 
NAVICL.ATION/MARITIME MERITAGT 
EDUCATION 

Open to the Public? YES, BY APPOINTMENT 

Access: BOAT FROM ST KONACE OR MACKINAW 
CITY: Public Phone: 313-662-1700 





Photo courtesy Creat Lakes Lighthouse Keeper 
Association/Dick Moehl 


National Register Status: LISTED ST HELENA 
ISLAND LIGHT STATION 


UNDER RESTORATION 





ST. JAMES (BEAVER HARBOR) LIGHT 


Location: WESTERN APPROACH MACKINAC STRAITS 
US... Dietich 9 
Nearest City: BEAVER ISLAND: County: CHARLEVOIX 


Year Station Established: 1852: Year Automated: 1977 


Year Existing Historic Tower Constructed: 1670 
ls the Light Operational? YES 
Foundation Materials 
Construction Materials: BRICK 
Markings/Patierns: WHITE (ORIG. VELLOW) 
Shape: CYLINDRICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 41; Height of Focal Plane: 36 
Original Optic: FOURTH ORDER, FRESNEL (1870) 
Present Optix 


ls there a Newer Tower? NO 
ls there an Existing Foe Signal Building? NO 


is there an Existing Keepers Quarters? NO (DISMANTLED 1940s) 





Other Structures: NONE 

Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
pen to the Public? NO: Access: FERRY FROM CHARLEVOIX 


Courtesy US Coast Guard. 1956 


ational Register Status: DETERMINED ELIGIBLE BY KEEPER OF THE NATL. REGISTER; On State List/inventory’ YES 
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MICHIGAN 





ST, JOSEPH NORTH PIER LIGHTS 


Location ST. JOSEPD RIVER ENTRANCT/LARKI 
MICHIGAN, US.C4, Dieetiet 9 

Nearest City ST. JOSEPH, County: GLRRIEN 

Veat INNER Station Letablehed 1808 

Year OUTER Station Ietablehed 14t7 


Voor Lanting Mietork INNER Tower Constructed 1907 
ls the Light Operational’ NO 
hourdation Materials PIER 
Construction Material STEEL 
Markings/Pattorns WHITE W/BLACK LANTERN 
Shape: OCTAGONAL ON SQUARE HOUS 
Relationship to Other Structures INTEGRAL 


Tower Moght 57 
Original Optic: FOURTH ORDER (1907) 


Year txiting Histor OUTER Tower Constructed 
1906, ts the Light Operationalt NO 
Foundation Materials PIER 


Construction Material CAST IRON 
Markings/Pations WHITE W/BLACK LANTERN 
Shape CYLINDRICAL 

Relationship to Other Structures SEPARATI 
Tower Memht 15, Memit of focal Plane 31 
Orginal Optic HTH ORDER, FRESNET 


ls there an Exiting fog Sanal Building? VES 
Year Constructed) 1907 
Construction Material STEEL 
Anhitectural Style INTEGRAL TO INNER TOWER 


Chher Sirctures CATWALK 
OwnerManager US. COAST GUARD 
Current Use 


Open to the Publi UNKNOWN 


National Register Status: NONE 








ST. MARTIN ISLAND LIGHT 


Location ST. MARTIN ISLAND/LAKE MICHICLAN 
USC. Dietwet 9 
Nearest City: FAIRPORT, County DELTA 





Year Station tstablehed 1905. Year Automated 


Year Exiting Histor Tower Constructed: 1905 
is the Light Operational’ NO, Deactivated 
Foundation Material GRANITE 
Construction Material: REINFORCED CONCRETE 
Markings/Patioms WHITE W/BLACK LANTERN 
Shape: HEXAGONAL EXOSKELETAL 
Relationship to Other Structures: SEPARATI 
Tower Height 75, Height of Focal Plane: 84 
Orginal Optic: FOURTH ORDER, FRESNE! 
Prevent Opt: 190 MM 








lk there a Newer Tower? UNKNOWN 





is there an Existing fog Signal Building? YES 
Year Constructed 
Construction Material BRICK 
Architectural Style 
Current Fog Signal Type: REMOVED/ORIC, WHISTLE 





Courtesy US. Coast Guard 


is there an Existing Keepers Quarters? YES; Year Constructed 
Number of Stories: 2: Architectural Style: UNKNOWN, Construction Materials: BRICK 


Other Structures: O' HOUSE 
Owner/Manager, U.S. COAST GUARD; Current Use: UNKNOWN, Open to the Public? NO 


National Register Status: LISTED: ST. MARTIN ISLAND LIGHT STATION (U.S. COAST GUARD LIGHTHOUSES AND 
LIGHT STATIONS ON THE GREAT LAKES TR) 
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MICHIGAN 





STANNARD ROCK LIGHT 


Location, OFF KEWEENAW PENINSULA/LAKI ls there an Existing fog Signal Building? NO 
SUPERIOR: U.S.C.G. Dietrich 9 Current Fog Signal Type: AIR DIAPHONL/ORIG 
Nearest City: MANITOU ISLAND STEAM WHISTLE 


County; MARQUETTI 
ls there an Existing Keepers Quarters! YES 





Vear Siation Established: 1868, Year Automated: 1967 Year Constructed: 1682 
Architectural Style: INTEGRAL TO TOWER 

Vear Existing Mistoric Tower Constructed: 1662 Construction Materials: STONE 

ls the Light Operational’ NO, Deactivated 

Foundation Materials: CRIB Other Structures 

Construction Materials; ORESSED STONE 

Markings/Patterns: NATURAL W/BLACK LANTERN Owner/Manager, U.S. COAST GUARD 

Shape: CONICAL TOWER ON CYLINDRICAL CRIB Current Use 

Relationship to Other Structures: INTEGRAL Open to the Public? NO 

Tower Height: 110; Height of Focal Plane: 102 Access: 40 MILES OFFSHORE 

Original Optic: THIRD ORVER, FRESNEL (1882) 

Present Optic: 300 MM PLASTIC National Register Status: LISTED: STANNARD ROCK 

LIGHTHOUSE 

is there a Newer Tower? NO On State Lis/inventory? YES; Year Listed: 1971 








STURGEON POINT LIGHT 


Location: STURGEON BAY/LAKE HURON 
U5.C.G, Dietrich 9 
Nearest City: HARRISVILLE; County: ALCONA 





Year Station Established: 1869; Year Automated: 1939 


Year Existing Historic Tower Constructed: 1869 
is the Light Operational? NO; Deactivated: 
Foundation Materials: WOOD PILINGS 
Construction Materials: BRICK 
Markings/Pattierns: WHITE W/RED TRIM 
Shape: CONICAL 
Relationship to Other Structures: ATTACHED 
Tower Height: 68; Height of Focal Plane: 69 
Original Optic: SIXTH ORDER, FRESNEL (1869) 
Present Optic: THIRD-AND-HALF ORDER (1889) 








Courtesy U.S. Coast Guard, 1947 is there a Newer Tower? NO 
is there an Existing Foe Signal Building? UNKNOWN 


is there an Existing Keepers Quarters? YES; Year Constructed 
Number of Stories: 1.5; Architectural Style: CAPE COD; Construction Materials: LIMES TONE/BRICK 


Other Structures 


Owner/Manager: U.S. COAST GUARD LEASE TO ALCONA HISTORICAL SOCIETY; Current Use: MUSEUM 
Open to the Public? YES; Access: END OF LIGHTHOUSE POINT ROAD OFF LAKESHORE DRIVE 


National Register Status: LISTED: STURGEON POINT LIGHT STATION (U.S COAST GUARD LIGHTHOUSES AND 
LIGHT STATIONS ON THE GREAT LAKES TR); On State LisV/inventory? YES; Year Listed: 1969 








MICHIGAN 





TAWAS POINT (OTTAWA POINT) 
LIGHT 


Location; LAKE HURON; U.5.C.G. District 9 
Nearest City; TAWAS CITY; County: (OSCO 


Year Station Established: 1853; Year Automated 





Year Existing Historic Tower Constructed: 1676 
ls the Light Operational? YES 
Foundation Materials: ORESSED STONE/TIMBER 
Construction Materials; BRICK 
Markings/Pattierns: WHITE W/GREY & RED TRIM 
Shape: CONICAL 
Relationship to Other Structures: ATTACHED 
Tower Height: 67; Height of Focal Plane: 70 
Original Optic: FOURTH ORDER, FRESNEL 
Present Optic: FOURTH ORDER 











Courtesy U.S. Coast Guard 


ls there a Newer Tower? NO 
Is there an Existing Fog Signal Building? UNKNOWN 


ls there an Existing Keepers Quarters? YES; Year Constructed: 1876; Number of Stories: 1.5 
Architectural Style: ATTACHED TO TOWER; Construction Materials: RED BRICK 


Other Structures: 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION/COAST GUARD HOUSING IN STATE PARK 
Open to the Public? YES; Access: TAWAS POINT STATE PARK/END TAWAS POINT ROAD/OFF U.S. 23 


National Register Status: LISTED: TAWAS POINT LIGHT STATION (U.S. COAST GUARD LIGHTHOUSES AND 
LIGHT STATIONS ON THE GREAT LAKES TR); On State List/inventory? YES; Year Listed: 1971 
Documented by HAER? YES 





THUNDER BAY ISLAND LIGHT 
Original Optic: FOURTH ORDER, FRESNEL 


Location: SOUTHEAST END THUNDER BAY Present Optic: 190 MM 
ISLAND/LAKE HURON; U.5.C.G. District 9 

Nearest City: ALPENA; County: ALPENA is there a Newer Tower? NO 

Year Station Established: 1832 Is there an Existing Fog Signal Building? YES 

Year Automated: 1980 Year Constructed: 1892 

Construction Materials: BRICK 

Year Existing Historic Tower Constructed: 18632 Architectural Style: RECTANGULAR 
ls the Light Operational? YES Current Fog Signal Type: DIAPHONE/ORIG. BELL 
Foundation Materials: DRESSED STONE/TIMBER 
Construction Materials: BRICK is there an Existing Keepers Quarters? YES 
Markings/Patterns: WHITE W/RED LANTERN Year Constructed: 1868; Number of Stories: 2 
Shape: CONICAL Architectural Style: RECTANGULAR (ATTACHED) 
Relationship to Other Structures: ATTACHED Construction Materials: YELLOW BRICK 


Tower Height: 50; Height of Focal Plane: 69 
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Courtesy NPS National Maritime Initiative/lames P 
Delgado, 1990 





THUNDER BAY ISLAND LIGHT 
cont, 


Other Structures; OIL HOUSE, STORAGE BUILDING, 
BOATHOUSE, DOCK (WEST SIDE OF ISLAND) 


Owner/Manager: U.S, COAST GUARD 

Current Use: ACTIVE AID TO NAVIGATION IN 
NATIONAL WILDLIFE REFUGE 

Open to the Public? NO; Access: BOAT 


National Register Status: LISTED: THUNDER BAY 
ISLAND LIGHT STATION (U.S. COAST GUARD 
LIGHTHOUSES AND LIGHT STATIONS ON THE 
GREAT LAKES TR) 


1832 TOWER HEIGHTENED IN 1857; ISLAND 
PROVIDES NESTING FOR MIGRATORY BIRDS; BOTH 
STATE AND FEDERALLY-LISTED ENDANGERED 
SPECIES FOUND ON THE ISLAND; U.S. FISH & 
WILDLIFE SERVICE HOPES TO OBTAIN OWNERSHIP 
OF ISLAND FROM THE COAST GUARD 





WAUGOSHANCE LIGHT 


Location: NORTHWEST OF WAUGOSHANCE 


ISLAND/LAKE MICHIGAN; U.S.C.G, District: 9 


Nearest City: WAUGOSHANCE ISLAND 
County: EMMET 


Year Station Established: 1832 


Year Existing Historic Tower Constructed: 1870 


is the Light Operational? NO 

Deactivated: 1912 

Foundation Materials: TIMBER CRIB FILLED 
W/STONE 

Construction Materials: BRICK ENCASED W/IRON 
PLATE 

Markings/Patterns: NATURAL 

Shape: CONICAL 

Relationship to Other Structures: INTEGRAL 

Tower Height: 76; Height of Focal Plane: 

Original Optic: FOURTH ORDER, FRESNEL 

Present Optic: REMOVED 


is there a Newer Tower? NO 


Is there an Existing Fog Signal Building? UNKNOWN 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1870 
Architectural Style: INTEGRAL 
Construction Materials: BRICK/IRON PLATE 


Other Structures: 


Owner/Manager: U.S. COAST GUARD 
Current Use: ABANDONED 
Open to the Public? NO; Access: BOAT 


National Register Status: LISTED: WAUGOSHANCE 
LIGHT STATION (U.S. COAST GUARD 
LIGHTHOUSES AND LIGHT STATIONS ON THE 
GREAT LAKES TR) 


WOODEN LIGHTSHIP STATIONED ON 
WAUGOSHANCE SHOAL 1832-1851; 1ST MAJOR 
CRIB STRUCTURE BUILT FOR A LIGHTHOUSE ON 
GREAT LAKES; USED "BIRDCAGE LANTERN"; MADE 
SUPERFLUOUS BY NEWER WHITE SHOAL & 
GRAY’S REEF LIGHTS; USED FOR TARGET PRACTICE 
DURING WORLD WAR II 





WHITE RIVER LIGHT 


Location: WHITE LAKE CHANNEL/LAKE MICHIGAN 


U.S.C.G. District: 9 
Nearest City: WHITEHALL; County: MUSKEGON 
Year Station Established: 1875 
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Year Existing Historic Tower Constructed: 1875 
ls the Light Operational? NO 
Deactivated: 1941 
Foundation Materials: LIMESTONE 
Construction Materials: LIMESTONE 


Light Stations by State 








MICHIGAN 


Markings/Patierns; NATURAL W/BLACK LANTERN WORKSHOP/STORAGE BUILDING 
Shape; OCTAGONAL 
Relationship to Other Structures; ATTACHED Owner/Manager, FRUITLAND TOWNSHIP/GREAT 
Tower Height 36 LAKES MARINE MUSEUM 
Original Optic: FOURTH ORDER, FRESNEL (1875) Current Use: MUSEUM 
Present Optic: REMOVED TO MUSEUM Open to the Public? YES 
Access; 6199 MURRAY ROAD/OFF U5, 31 
ls there an Existing Keepers Quarters! YES Public Phone: 616-694-6265 
Year Constructed; 1876; Number of Stories: | 
Architectural Style: ATTACHED TO TOWER National Register Status: NONE 


Construction Materials: LIMESTONE 
LIFESAVING STATION ESTABLISHED ACROSS ThE 
Other Structures: OIL MOUSE (ca, 1875), GARAGE, CHANNEL FROM LIGHT IN 1875 








WHITE SHOAL LIGHT 


Location: NORTHWEST OF WAUGOSHANCE 
ISLAND/LAKE MICHIGAN; U.5.C.G. District 9 
Nearest City: MACKINAW CITY; County: EMMET 





Year Station Established: 1891; Year Automated: 1976 


Year Existing Historic Tower Constructed: 1910 

Is the Light Operational? YES 

Foundation Materials: TIMBER CRIB/CONCRETE PIER 

Construction Materials: TERRA COTTA/STEEL W/BRICK 
INTERIOR 

Markings/Patterns: WHITE/ORIG. RED AND WHITE 
SPIRAL BANDS 

Shape: CONICAL 

Relationship to Other Structures: INTEGRAL 

Tower Height: 121; Height of Focal Plane: 125 

Original Optic: SECOND ORDER, FRESNEL 

Present Optic: 190 MM 





ls there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 
Courtesy U.S. Coast Guard, 1955 Current Fog Signal Type: DIAPHONE 





Is there an Existing Keepers Quarters? YES; Year Constructed: 1910; Architectural Style: INTEGRAL TO TOWER 
Construction Materials: TERRA COTTA/STEEL/BRICK 


Other Structures: 


Owner/Manager: U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT 


National Register Status: LISTED: WHITE SHOAL LIGHT STATION (U.S. COAST GUARD LIGHTHOUSES AND 
LIGHT STATIONS ON THE GREAT LAKES TR) 


REPLACED LIGHTSHIP NO. 56 ASSIGNED TO STATION SINCE 1891; ONE OF FIRST THREE LIGHTSHIP STATIONS 
IN GREAT LAKES; CONSTRUCTION WAS MAJOR ENGINEERING FEAT BECAUSE OF ISOLATED LOCATION 
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WHITEFISH POINT LIGHT 


Location; WHITEFISH BAY/LAKE SUPERIOR 
US.C.G, Districh 9 

Nearest City; SHELLDRAKE 

County: CHIPPEWA 





Year Station Established: 1648 
Year Automated: 1970 





Year Existing Historic Tower Constructed: 

186) 

Is the Light Operational? YES 

Foundation Materials; CONCRETE/PILE 

Construction Materials: CAST IRON 

Markings/Patterns; WHITE W/RED ROOF 

Shape: SKELETAL 

Relationship to Other Structures: 
ATTACHED 

Tower Height: 76 Courtesy Great Lakes Shipwreck Museum/John Kroll, 1992. 

Height of Focal Plane: 80 

Original Optic: FRESNEL (1857) 

Present Optic: AEROBEACON 








ls there a Newer Tower? NO 


is there an Existing Fog Signal Building? YES; Year Constructed: 1937; Construction Materials: BRICK 
Architectural Style: "MODERN" 


is there an Existing Keepers Quarters? YES; Year Constructed: 1861 (MODIFIED 1894/1911) 
Number of Stories: 2; Architectural Style: DUPLEX; Construction Materials: FRAME 





Other Structures: BRICK OIL HOUSE (1910), WOODSHED (1922), 2 GARAGES (1922), STEEL PAINT LOCKER (1890), 
RADIOBEACON 


Owner/Manager: U.S. COAST GUARD LEASE TO GREAT LAKES SHIPWRECK HISTORICAL SOCIETY 

Current Use: MUSEUM MANAGED BY GREAT LAKES SHIPWRECK HISTORICAL SOCIETY/WHITEFISH POINT BIRD 
OBSERVATORY MANAGED BY STATE OF MICHIGAN; Open to the Public? YES; Access: WHITEFISH ROAD 

National Register Status: LISTED: WHITEFISH POINT LIGHTHOUSE 


MUSEUM HOUSES THIRD ORDER LENS FROM WHITE SHOAL LIGHTHOUSE 





WINDMILL POINT LIGHT 


Location: LAKE ST. CLAIR CHANNEL Relationship to Other Structures: SEPARATE 
U.S.C.G. District: 9 Tower Height: 35; Height of Focal Plane: 42 
Nearest City: DETROIT; County: WAYNE Original Optic: SIXTH ORDER, FRESNEL 
Year Station Established: 1838 Present Optic: 300 MM 
Year Existing Historic Tower Constructed: 1933 Owner/Manager: U.S. COAST GUARD 

is the Light Operational? YES Current Use: ACTIVE AID TO NAVIGATION 

Foundation Materials: CONCRETE Open to the Public? NO 

Construction Materials: CAST IRON 

Markings/Patterns: WHITE W/BLACK LANTERN National Register Status: NONE 


Shape: CONICAL 
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MINNESOTA 





DULUTH HARBOR NORTH BREAKWATER LIGHT 


Location; DULUTH HARBOR/LAKE SUPERIOR Relationship to Other Structures: SEPARATE 
US.C.G, District: 9 Tower Height; 37; Height of Focal Plane: 46 
Nearest City; DULUTH; County: ST, LOUIS Original Optic: FIFTH ORDER, FRESNEL 
Year Station Established: 1910 Present Optic: FIFTH ORDER 
Year Existing Historic Tower Constructed: 1910 Owner/Manager: U.S. COAST GUARD 
Is the Light Operational? YES Current Use: ACTIVE AID TO NAVIGATION 
Foundation Materials; CONCRETE Open to the Public? NO 
Construction Materials; STEEL/ICAST IRON 
Markings/Patterns; WHITE TOWER/BLACK LANTERN National Register Status: DETERMINED ELIGIBLE BY 
AND BASE SHPO 


Shape: CYLINDRICAL 





DULUTH SOUTH BREAKWATER INNER LIGHT 


Location; DULUTH HARBOR/LAKE SUPERIOR Is there an Existing Fog Signal Building? NO 
U.S.C.G. District: 9 Is there an Existing Keepers Quarters? UNKNOWN 
Nearest City: DULUTH; County: ST. LOUIS 

Other Structures: OIL HOUSE (1894) 
Year Station Established: 1901; Year Automated: 

Owner/Manager: U.S. COAST GUARD 


Year Existing Historic Tower Constructed: 1901 Current Use: ACTIVE AID TO NAVIGATION 
Is the Light Operational? YES Open to the Public? NO; Access: BREAKWATER 
Foundation Materials; CONCRETE 
Construction Materials: STEEL FRAME/IRON National Register Status: LISTED: DULUTH SOUTH 
LANTERN BREAKWATER INNER (DULUTH RANGE REAR) 
Markings/Patterns: BLACK STAIRWELL/WHITE LIGHTHOUSE (U.S. COAST GUARD 
LANTERN LIGHTHOUSES AND LIGHT STATIONS ON THE 
Shape: SKELETAL W/CENTRAL CYLINDER GREAT LAKES TR) 
Relationship to Other Structures: SEPARATE Documented by HABS? YES (MN-29-23) 
Tower Height: 67; Height of Focal Plane: 68 
Original Optic: FOURTH ORDER, FRESNEL (1896) ONE OF THE OLDEST SKELETAL LIGHTHOUSES ON 
Present Optic: LAKE SUPERIOR; IMPORTANT TO DEVELOPMENT 


OF DULUTH AS A PORT 
Is there a Newer Tower? NO 





DULUTH SOUTH BREAKWATER OUTER LIGHT 





Location: DULUTH HARBOR/LAKE SUPERIOR Present Optic: FOURTH ORDER 
U.S.C.G. District: 9 
Nearest City: DULUTH; County: ST. LOUIS Is there an Existing Fog Signal Building? YES 
Year Station Established: 1874; Year Automated: 1976 Year Constructed: 1901 
Construction Materials: BRICK 
Year Existing Historic Tower Constructed: 1901 Architectural Style: INTEGRAL TO TOWER 
Is the Light Operational? YES Current Fog Signal Type: AIR DIAPHONE 
Foundation Materials: CRIB/STONE HORN/ORIG. BELL 
Construction Materials: BRICK 
Markings/Patterns: WHITE Owner/Manager: U.S. COAST GUARD 
Shape: CYLINDRICAL Current Use: ACTIVE AID TO NAVIGATION 
Relationship to Other Structures: INTEGRAL Open to the Public? NO 
Tower Height: 35; Height of Focal Plane: 44 
Original Optic: FOURTH ORDER, FRESNEL (1901) National Register Status: NONE 
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GRAND MARAIS LIGHT 


Location: LAKE SUPERIOR; U,.5.C.G, District: 9 
Nearest City; GRAND MARAIS; County; COOK 


Year Station Established: 18865; Year Automated: 


Year Existing Historic Tower Constructed: 1922 
is the Light Operational? YES 
Foundation Materials; PIER/CONCRETE 
Construction Materials; STEEL 
Markings/Patterns; WHITE 
Shape: SKELETAL 
Relationship to Other Structures; SEPARATE 
Tower Height: 34; Height of Focal Plane: 48 
Original Optic: FIFTH ORDER, FRESNEL (1885) 
Present Optic: FIFTH ORDER 


ls there a Newer Tower? NO 


is there an Existing Fog Signal Building?’ UNKNOWN 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 1696 
Architectural Style: 
Construction Materials: 

Other Structures; RADIOBEACON 


Owner/Manager: U.S. COAST GUARD/COOK 
COUNTY HISTORICAL SOCIETY 

Current Use: ACTIVE AID TO 
NAVIGATION/MUSEUM IN KEEPERS DWELLING 

Open to the Public? YES 

Access; EAST BREAKWATER/OFF U.S. 61 


National Register Status; DETERMINED ELIGIBLE BY 
KEEPER OF THE NATIONAL REGISTER 











Courtesy Minnesota Historical Society/Jet Lowe (HABS/HAER), 1990 


SPLIT ROCK LIGHT 


Location: NORTH SHORE OF LAKE SUPERIOR 
U.S.C.G. District: 9; Nearest City: BEAVER BAY 
County: LAKE 


Year Station Established: 1910 
Year Automated: 
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Year Existing Historic Tower Constructed: 1910 
Is the Light Operational? NO 
Deactivated: 1969 
Foundation Materials: NATURAL/EMPLACED 
Construction Materials: BRICK/REINFORCED 
CONCRETE 
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Markings/Patierns BUFF BRICK W/WHITE 
CORNICE, BLACK LENS ROOM 

Shape OCTAGONAL 

Relationship to Other Structures SEPARATE 

Tower Meimht 54, Height of Focal Plane 168 

Original Optic: THIRD ORDER, FRESNEL (BIVALVE) 
(1910) 

Presem Optic THIRD ORDER, FRESNEL (BIVALVE) 
(1910) 


is there a Newer Tower! NO 


ls there an Existing Fog Signal Building? VES 

Year Constructed 1910 

Construction Materials @RICK 

Architectural Style 

Current Fog Signal Type AIR DIAPHONE (REMOVED) 


ls there an Existing Keepers Quarters! YES 
Year Constructed 1909, Number of Stories 2 
Architectural Style: CUBIFORM 
Construction Materials BRICK 


MINNESOTA 


Other Structures, OL MOUSE (1909), 1 KEEPERS 
DWELLINGS (1909), 2 STORAGE 
BARNS/GARAGES (1909), TRAM MOUSE (1915), 
PUMPHOUSE (ca 1930) 


OwnedManager STATE OF MINNESOTA 
(MI NESOTA HISTORICAL SOCIETY) 

Curre =—se) STATE PARK 

Ope « ‘he Public? VES; DAILY - SUMMER 

Aw PLIT ROCK STATE PARW/U.S. 61 

Pubin hene 800-555-5000 


National Register Status: LISTED SPLIT ROCK 
LIGHTHOUSE 
On State LisVlnventory? YES; Year Listed: 1970 


COMPLETE 20TH CENTURY LIGHT STATION IN 
PICTURESQUE SETTING, WAS IMPORTANT TO 
CARRIERS TRANSPORTING ORE TO STEEL MILLS, 
RESTORED TO PRE-1924 APPEARANCE 

















TWO HARBORS LIGHT 


Location: POINT BETWEEN AGATE & 
BURLINGTON BAYS 

US.C.G. Dietrich 9 

Nearest City, TWO HARBORS 

County: LAKE 


Year Station Established: 1692 
Year Automated: 1982 





Year Existing Historic Tower 
Constructed: 18692 


is the Light Operational? YES 
Foundation Materials: STONE 





Courtesy US. Coast Guard (prior to 1949) 


Construction Materials: BRICK 
Markings/Patierns: RED W/WHITE 
TRIM 


Shape: SQUARE; Relationship to Other Structures: ATTACHED 


Tower Height 49, Height of Focal Plane: 78 


Original Optic: FOURTH ORDER, FRESNEL (1692); Present Optic: OCB 224 (1970) 


ls there a Newer Tower? NO 


is there an Existing Fog Signal Building? YES; Year Constructed: 1892; Construction Materials: WOOD 


Architectural Style: 
Current Fog Signal Type: REMOVED 


is there an Existing Keepers Quarters? YES; Year Constructed: 18692; Number of Stories: 2 
Architectural Style: ATTACHED TO TOWER: Construction Materials: RED BRICK 


Other Structures; WOOD STORAGE BUILDING, RED BRICK Ol HOUSE, WOODEN ASST. KEEPERS DWELLING 


(1892), WOOD GARAGE (1936) 
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MINNESOTA 


TWO) HARBORS LIGHT cont 


ti hwre/Miagee TN CCPAST CLPABED LIANE TOP LART COMINTY TONTOMEN AL WOM TY 
( erent Lhe AG TIVE AMIDE TO) NAVEL ATIOINAALISE LIM, Cin tee thee Peden VEN CD Toe 
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MISS/SSIPPI 








BILOXI LIGHT 


Location: MISSISSIPPI SOUND, U45.C.C. Dietiet 6 
Nearest City BILOXI County MARRISON 


Year Mation tetablished 1848, Year Automated 


Year Lxisting Mistoric Tower Constructed 1648 
is the Light Operational’ YES (PRIVATE AID) 
Foundation Materials BRICK 
Construction Materials: BRICK ENCASED BY CAST IRON 
Markings/Patterns WHITE TOWER/BLACK 

BALUSTRADI 
Shape CONICAL 
Relationship to Other Structures SEPARATE 
Tower Height 61, Height of Focal Plane 48 
Original Optic, FIFTH ORDER (1648) 
Present Optic: FOURTH ORDER (1926) 








ls there a Newer Tower’ NO 

ls there an Existing Fog Signal Building?’ NO 

ls there an Existing Keepers Quarters? NO (DESTROVED 
BY HURRICANE CAMILLE IN 1969) 


Other Structures 


Owner/Manager, CITY OF BILOXI 
Current Use: PRIVATE AID TO NAVIGATION/CITY PARK 


Open to the Public? YES; BY APPOINTMENT 
Access: U.S. 90 AT PORTER AVENUE 
Public Phone: 601-435-6320 





National Register Status: LISTED: BILOX! LIGHTHOUSE; On State Liet/inventory? YES; Year Listed 1987 


TOWER INTERIOR RESTORED 1989-90 





ROUND ISLAND LIGHT 


Location: MISSISSIPP! SOUND/EAST PASCAGOULA RIVER 
US.C.G. Dietrich 6 
Nearest City: PASCAGOULA: County: JACKSON 


Year Station Established: 1633 


Year Existing Historic Tower Constructed: 1659 
is the Light Operational? NO, Deactivated: 1944 
Foundation Materials PILE 
Construction Materials: BRICK 
Markings/Pattorns WHITE 
Shape: CONICAL 
Relationship to Other Structures. SEPARATE 
Tower Height: 50; Height of Focal Plane: 44 
Original Optic: FOURTH ORDER, FRESNEL (1659) 
Present Optic: REMOVED (1944) 


is there a Newer Tower? NO 
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MISSISSIPPI 








= ae SSS Se 


ROUND ISLAND LIGHT cont. 





is there an Existing foe Siena! Building! NO 
ls there an Existing Keeper Quarters? NO (BURNED 1954) 


Other Sructures: 2 CISTERNS, OF MOUS 





Owner/Manager CITY OF PASCAGOULA, MISSISSIPPI 
Current Use: PLANS FOR RESTORATION AS MUSTUM 
Open to the Public? NO, Access: BOAT 


National Register Status: LISTED ROUND ISLAND 
LIGMTHOUS 
On Sate LieVinventory! YES, Year Listed: 1987 


CITY OF PASCAGOULA OBTAINED TITLE IN 1985 











Mississippi Press File Photo, 1989 
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NEW HAMPSHIRE 


ISLE OF SHOALS (WHITt 
ISLAND) LIGHT 


Location VWereIT?T ISLAND 
PISLATAQUA RIVER ENTRANCI 

VUSA.0, Dietrich | 

Nearest City, PORTSMOUTH 

County ROCKING HMAM 


Year Siation tetablished 1790 
Year Automated 1987 





Year Existing Mistori Tower 

Constructed: 1459 

ls the Light Operational’ YES 

Foundation Materials SURFACT 
ROCK 

Construction Materials 
CRANITE/BRICK 

Markings/Patterns WHITE W/BLACK 
TOWER 





(Courtesy of US Coast Cuard 


Shape: CONICAL: Relationship to Other Structures: SEPARATE 
Tower Height 56; Meight of Focal Plane: 62 
Original Optic SECOND ORDER, FRESNEL (1859), Present Optic: FA-251, SOLAR POWERED 


le there a Newe: lower? NO (WASHED AWAY 1997) 
ls there an Existing Fog Siena’ Building? UNKNOWN, Current Fog Signal Type: AIR DIAPHONE/ORIC, BELL/SIREN 


ls there an Existing Keepers Quarters’ YES; Year Constructed 
Number of Stories: 1.5: Architectural Stvie: TRIPLEX: Conetruction Material 


Other Structures O11 MOUSE 


Owner/Manager, STATE OF NEW HAMPSHIRE/U 5S. COAST GUARD ACCESS TO TOWER; Current Use: ACTIVE AID 
TO NAVIGATION IN STATE PARK/ARTISTS RETREAT: Open to the Public? NO; Access: BOAT 


National Register Status: PART OF LISTING ISLES OF SHOALS 





PORTSMOUTH HARBOR 
(NEWCASTLE) LIGHT 


iocation: FORT POINT: USC CG Dietrich 1 
Nearest City: NEW CASTLE 
County: ROCKING MAM 


Year Station Ectabliehed: 1771 
Year Automated: 1960 


Year Existing Historic Tower Constructed 

1677 

is the Light Operational’ YES 

Foundation Materials: STONE BLOCKS 

Construction Materials: CAST IRON 

Markings/Patierns) WHITE W/BLACK 
LANTERN 

Shape: CONICAL 

Relationship to Other Structures: SEPARATE 








( ourtesy US Coast Cuard 
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NEW HAMPSHIRE 





PORTSMOUTH HARBOR (NEWCASTLE) LIGHT cont, 


Tower Height: 48; Height of Focal Plane: 52 
Original Optic: FOURTH ORDER, FRESNEL (1677); Present Optic: FOURTH ORDER, FRESNEL (1677) 


is there a Newer Tower? NO 
is there an Existing Fog Signal Building? YES, Year Constructed: 
Construction Materials: 
Architectural Style: 
Current Fog Signal Type: MORN/ORIGC, BELL 
is there an Existing Keepers Quarters? YES; Year Constructed: 1672; Number of Stories: 1.5 
Architectural Style: 
Construction Materials; WOOD FRAME 
Other Structures: RADIOBEACON, WALKWAY BETWEEN TOWER AND FORT 


Owner/Manager, U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION/COAST GUARD BASE 
Open to the Public? NO; Access; ADJACENT TO FORT CONSTITUTION 


National Register Status: PART OF LISTING: FORT CONSTITUTION 


SITE OF ONE OF 12 COLONIAL TOWERS TURNED OVER TO THE U.S. IN 1789 
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NEW JERSEY 





ABSECON LIGHT 


Location: RELOCATED TO ATLANTIC CITY 
U.5.C.G, Dietieh 5 
Nearest City: ATLANTIC CITY; County: ATLANTK 


Year Station Letablished: 1857 


Year Existing Mistoric Tower Constructed: 1657 
is the Light Operational? NO; Deactivated: 1933 
Foundation Materials: GRANITE BLOCKS 
Construction Materials: BRICK/IRON 
Markings/Pattiems: WHITE WITH RED BAND MIDWAY 
Shape: CONICAL 
Relationship to Other Structures. SEPARATE 
Tower Height: 169; Height of Focal Plane: 167 
Original Optic: FIRST ORDER, FRESNEL/OIL LAMP (1857) 
Present Optic: FIRST ORDER, FRESNEL (1857) 


ls there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO 
is there an Existing Keepers Quarters? NO (DEMOLISHED) 





Courtesy Robert C Preston/Thaddeus 
Govan, photographer Other Structures: OlL HOUSE 


Owner/Manager: NEW JERSEY LEASE TO ATLANTIC COASTAL MUSEUM, INC; Current Use: STATE PARK 
Open to the Public? YES; BY APPOINTMENT; Access: RHODE ISLAND & PACIFIC AVENUES 


National Register Status: LISTED: ABSECON LIGHTHOUSE; On State List/Inventory? YES; Year Listed: 1961 
Documented by HABS? YES (Nj-734) 


ORIGINALLY BUILT ON ABSECON ISLAND IN 18657; ENGINEER WAS LT. GEORGE MEADE; REPLACED 
BY LIGHT ON CITY PIER; GIVEN TO STATE IN 1963 TO USE AS THE CENTERPIECE OF A PARK 








BARNEGAT LIGHT 


Location: NORTH END LONG BEACH ISLAND 
U.S.C.G. Districh 5 
Nearest City: LONG BEACH; County: OCEAN 


Year Station Established: 1835: Year Automated: 1927 


Year Existing Historic Tower Constructed: 1657 
is the Light Operational? NO; Deactivated: 1944 
Foundation Materials: GRANITE CRIB 
Construction Materials: BRICK/IRON 
Markings/Patterns: RED ABOVE, WHITE BELOW 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 165; Height of Focal Plane: 175 
Original Optic: FIRST ORDER, FRESNEL (1659) 
Present Optic: REMOVED TO MUSEUM 








is there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO 
is there an Existing Keepers Quarters? NO (DESTROYED 1915) 





Courtesy U.S. Coast Guard 
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NEW JERSEY 
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BARNEGAT LIGHT cont, 








Other Structures National Register Status: LISTED: BARNEGAT 
LILGMTMOUST 

Owner/Manager NEW JERSEY DEPT, OF On State LisVinventory! YES; Year Listed: 1970 
ENVIRONMENTAL PROTECTION & ENERGY Decumented by MABS? YES (N}-43) 

Current Use: STATE PARK 

Open to the Public? YES USED AS A LOOKOUT FOR GERMAN SUBMARINES 

Access: NORTH, LONG BEACH ISLAND BLVD DURING WORLD WAR Il REPLACED BY LIGHTSHIP 
FROM RT. 72: Public Phone: 609.494.2016 OFFSHORE: RENOVATED 1991 

BRANDYWINE 


SHOAL LIGHT 


Location: DELAWARE BAY 
U5.C.G, Dietrich 5 
Nearest City: LEWES 
County: CAPE MAY 


Year Station Established: 18273 
Year Automated: 1974 


Year Existing Historic Tower 

Constructed: 1914 

ls the Light Operational? YES 

Foundation Materials: CAST 
IRON/CONCRETE 
CAISSON 

Construction Materials: CAS! 
IRON 

Markings/Patierns: WHITE 
WIRED TOP Courtesy U.S. Coast Guard, 19686 

Shape: CYLINDRICAL 

Relationship to Other 
Structures: INTEGRAL: Tower Height: 45; Height of Focal Plane: 60 

Original Optic: THIRD ORDER, FRESNEL; Present Optic: THIRD ORDER 








is there a Newer Tower? NO 
is there an Existing For Signal Building? NO; Current Fog Signal Type: HORN 


is there an Existing Keepers Quarters? YES; Year Constructed: 1914; Architectural Style: INTEGRAL SPARK PLUG 
Construction Materials: CAST IRON 


Other Structures 


Owner/Manager, U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT 


National Register Status: DETERMINED ELIGIBLE BY KEEPER OF THE NATIONAL REGISTER 
On State List/inventory? YES: Year Listed: 1984 


LIGHTSHIP AT STATION BEFORE AND AFTER 18627 TOWER; 18650 TOWER BUILT AS FIRST SCREWPILE 
LIGHTHOUSE IN US. 1914 TOWER IS RECONSTRUCTION OF 1850 TOWER 


220 Light Stations by State 








NEW JERSEY 




















Courtesy NPS National Maritime Initiative/Candace 
Clifford, 1989. 








CAPE MAY POINT LIGHT 


Location; DELAWARE BAY ENTRANCE 
U.S.C.G, Districs 5 
Nearest City; CAPE MAY; County; CAPE MAY 


Year Station Established: 1823 
Year Automated: 1946 


Year Existing Historic Tower Constructed: 1859 
is the Light Operational? YES 
Foundation Materials: SURFACE ROCK 
Construction Materials: BRICK 


Markings/Patterns: WHITE W/RED LANTERN (ORIG. 


GRAY WASH) 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 149 
Height of Focal Plane: 175 
Original Optic: FIRST ORDER, FRESNEL (1853); 
Present Optic: OCB 36 (1946) 
Is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 


Is there an Existing Keepers Quarters? YES; \. ar 
Constructed: 1860 


Number of Stories: 2; Architectural Style: CAPE COD; Construction Materials: BRICK 


Other Structures: STORAGE BUILDING, BRICK OIL HOUSE (1693) 


Owner/Manager: STATE OF NEW JERSEY LEASE TO MID-ATLANTIC CENTER FOR ARTS 
Current Use: ACTIVE AID TO NAVIGATION/HISTORIC SITE IN STATE PARK 
Open (0 the Public? YES; Access: CAPE MAY POINT STATE PARK/RT. 109 WEST; Public Phone: 609-684-5404 


National Register Status: LISTED: CAPE MAY LIGHTHOUSE; On State LisV/inventory? YES; Year Listed: 1973 


Documented by HABS? YES (Nj-91 2) 





CHAPEL HILL RANGE REAR LIGHT 


Location: SANDY HOOK BAY/NEW YORK HARBOR 
US.C.G. Districh 1 

Nearest City: LEONARDO; County: MONMOUTH 
Year Station Established: 1856; Year Automated: 


Year Existing Historic Tower Constructed: 18656 
is the Light Operational? NO; Deactivated: 
Foundation Materials: BRICK 
Construction Materials: WOOD 
Markings/Patterns: BEIGE 
Shape: SQUARE 
Relationship to Other Structures: INTEGRAL 
Tower Height: 31; Height of Focal Plane: 224 
Original Optic: SECOND ORDER (1856) 
Present Optic: FOURTH ORDER ELECTRIC RANGE 


is there a Newer Tower? YES 


is there an Existing Keepers Quarters? YES 
Year Constructed: 1856; Number of Stories: 2 
Construction Materials: WOOD 


Other Structures: 


Owner/Manager: PRIVATE OWNER 
Current Use: PRIVATE RESIDENCE 


Open to the Public? NO 


National Register Status: NONE 
On State List/inventory? YES; Year Listed: 1980 


FRONT RANGE WAS CONOVER BEACON; BEST 
PRESERVED EXAMPLE OF THREE SETS OF 
IDENTICAL 1856 RANGE TOWERS 
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NEW JERSEY 








EAST POINT (MAURICE RIVER) LIGHT 


Location; MAURICE RIVER/DOELAWARE BAY 
U.S.C.G, Distrie: 5 

Nearest City: HEISLERVILLE; County; CUMBERLAND 
Yoar Station Established; 1649 


Year Existing Historic Tower Constructed; 1649 
is the Light Operational? YES; Deactivated; 1941-1980 
Foundation Materials; STONE 
Construction Materials: BRICK 
Markings/Patterns; RED CUPOLA ON HOUSE W/RED ROOF 
Shape: OCTAGONAL 
Relationship to Other Structures; INTEGRAL 
Tower Height: 40; Height of Focal Plane: 43 
Original Optic: SIXTH ORDER (1849) 
Present Optic: 250 MM (1980) 








ls there an Existing Keepers Quarters? YES 
Year Constructed: 1849; Number of Stories: 2.5 
Architectural Style: COLONIAL (INTEGRAL) 
Construction Materials; BRICK 








Photo courtesy Jim Gowdy/Robert Lewis, 
Photographer, 1989. 


Other Structures; BRICK OIL HOUSE (1901) 

Owner/Manager: STATE OF NEW JERSEY/MAURICE RIVER 
HISTORICAL SOCIETY 

Current Use: ACTIVE AID TO NAVIGATION; Open to the Public? YES; BY APPOINTMENT 

National Register Status: NONE; On State List/inventory? YES; Year Listed: 1993 


BADLY DAMAGED BY FIRE JULY 1971); RESTORED LIGHT WAS RELIT IN 1980 








FINNS POINT RANGE REAR LIGHT 


Location: DELAWARE RIVER; U.S.C.G. District: 5 
Nearest City: PENNSVILLE; County: SALEM 


Year Station Established: 1877; Year Automated: 1934 


Year Existing Historic Tower Constructed: 1877 
is the Light Operational? NO; Deactivated: 1950 
Foundation Materials: MASONRY 
Construction Materials: WROUGHT IRON 
Markings/Patterns: SOLID BLACK 
Shape: SKELETAL W/CYLINDER 
Relationship to Other Structures: SEPARATE 
Tower Height: 115; Height of Focal Plane: 105 
Original Optic: FRESNEL (1876) 
Present Optic: REMOVED 








ls there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 
ls there an Existing Keepers Quarters? NO (DESTROYED) 





Courtesy Supawna Meadows 
National Wildlife Refuge/Patrick 
DiDomizio, 1993 


Other Structures: 
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NEW JERSEY 


Owner/Manager, U.S, FISH AND WILDLIFE SERVICE; Current Use: NATIONAL WILDLIFE REFUGE 
Open to the Public? YES; JRO SUNDAY OF EACH MONTH, APRIL-OCT, (12-4) 
Access; FORT MOTT & LIGHTHOUSE ROADS/SUPAWNA MEADOWS NWR; Public Phone: 609-935-1487 


National Register Status: LISTED: FINN’S POINT REAR RANGE LIGHT 
On State LisV/inventory? YES; Year Listed: 1978 


FRONT RANGE AT FINN’S POINT DEMOLISHED IN 19305; RESTORED 1983 








HEREFORD INLET LIGHT 
(OLD) 


Location: HEREFORD INLET ENTRANCE 
U.S.C.G, District 5 

Nearest City; NORTH WILDWOOD 
County: CAPE MAY 


Year Station Established: 1849 
Year Automated: 1964 


Year Existing Historic Tower Constructed: 1874 
Is the Light Operational? YES (PRIVATE AID) 
Deactivated: 1964-1983 
Foundation Materials: WOOD PILINGS 
Construction Materials; WOOD 
Markings/Patterns: WHITE W/BLACK 

LANTERN 
Shape: SQUARE 
Relationship to Other Structures: INTEGRAL 
Tower Height: 57; Height of Focal Plane: 53 
Original Optic: FOURTH ORDER, FRESNEL 
(1874) 
Present Optic: FOURTH ORDER (1986) 














ls there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 


Courtesy U.S. Coast Guard, 1945 


Is there an Existing Keepers Quarters? YES; Year Constructed: 1874; Number of Stories: 2 
Architectural Style: VICTORIAN (INTEGRAL); Construction Materials: WOOD 


Other Structures: 

Owner/Manager: STATE OF NEW JERSEY/TOWN OF NORTH WILDWOOD 

Current Use: MUSEUM/PRIVATE AID TO NAVIGATION; Open to the Public? YES; OPEN SUMMERS 

Access: CENTRAL AVENUE BETWEEN FIRST & CHESTNUT; Public Phone: 609-522-4520 

National Register Status: LISTED: HEREFORD LIGHTHOUSE; On State List/Inventory? YES; Year Listed: 1976 


LIGHTHOUSE WAS MOVED 150 FEET WEST IN 1914; NEW IRON TOWER ERECTED 1915 REPLACED OLD 
LIGHT FROM 1964 TO 1983; OPTIC RETURNED TO OLD TOWER 1986 
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NEW JERSEY 











MIAH MAULL SHOAL LIGHT 


Location: ON NORTH END OF SHOAL/DELAWARI 
BAY; U.5S.C.G, Distrieh: 5 
Nearest City; DOWNE; County; CUMBERLAND 


Year Station Established: 1913 
Year Automated: 1974 








Year Existing Historic Tower Constructed; 1913 

ls the Light Operational? YES 

Foundation Materials: CONCRETE/CAST IRON 
CAISSON 

Construction Materials: CAST IRON W/BRICK 
LINING 

Markings/Patterns: RED TOWER W/RED 
WATCHROOM/BLACK LANTERN 

Shape: CONICAL 

Relationship to Other Structures: INTEGRAL 

Tower Height: 45; Height of Focal Plane: 59 

Original Optic: FOURTH ORDER, FRESNEI 

Present Optic: 500 MM (1913) 


ls there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: HORN 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1913; Number of Stories: 3 


Architectural Style: INTEGRAL Courtesy U.S. Coast Guard. 
Construction Materials: CAST IRON 





Other Structures: NONE 


Owner/Manager: U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT 


National Register Status: LISTED: MIAH MAULL SHOAL LIGHTHOUSE 
On State List/inventory? YES; Year Listed: 1983 





NAVESINK TWIN LIGHTS 


Location: LOWER NEW YORK BAY Markings/Patterns: TWO TOWERS ON FORTRESS 
U.S.C.G. District: 1 STYLE STRUCTURE 
Nearest City: HIGHLANDS; County: MONMOUTH Shape: OCTAGONAL (NORTH TOWER) 
Relationship to Other Structures: ATTACHED 
Year Station Established: 1828; Year Automated: 1949 Tower Height: 73; Height of Focal Plane: 246 
Original Optic: SECOND ORDER, FRESNEL (1841) 
Year Existing NORTH Tower Constructed: 1862 Present Optic: 1881 SIXTH ORDER (1962) 
is the Light Operational? YES (PRIVATE AID) 
Deactivated: 1898-1962 Year Existing SOUTH Tower Constructed: 1862 
Foundation Materials: STONE is the Light Operational? NO 
Construction Materials: BROWNSTONE W/BRICK Deactivated: 1952 
LINING Foundation Materials: STONE 
Construction Materials: BROWNSTONE W/BRICK 
LINING 
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NEW JERSEY 


Markings/Patterns: TWO TOWERS ON 
FORTRESS STYLE STRUCTURE 

Shape: SQUARI 

Relationship to Other Structures: 
ATTACHED 

Tower Height: 73 

Height of Focal Plane: 246 

Original Optic; ELECTRIC ARC LAMP 
(1898) 

Present Optic: REMOVED TO MUSEUM 


is there a Newer Tower? NO 
Is there an Existing Fog Sig: al Cuilding? 
NQO 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1862 
Number of Stories: 2 
Architectural Style: FORTRESS 
Construction Materials: BROWNSTONE 


Other Structures; BRICK ELECTRIC 
GENERATOR BUILDING (1509) 


Owner/Manager: NEW JERSEY 
DEPARTMENT OF ENVIRONMENTAL 
PROTECTION & ENERGY 

Navesink Twin Lights. Courtesy U.S. Coast Guard, 1945. Current Use: PRIVATE AID/MUSEUM 





Open to the Public? YES; OPEN DAILY SUMMERS/WED-SUN OTHER TIMES 
Access: LIGHTHOUSE ROAD OFF RT. 36; Public Phone: 908-672-1814 


National Register Status: LISTED: TWIN LIGHTS; On State List/Inventory? YES; Year Listed: 1962 
SITE OF FIRST FRESNEL LENS EXPERIMENTS (1841); FIRST SEACOAST TOWER TO USE MINERAL OIL; STATION 


USED FOR WIRELESS TELEGRAPH DURING 1899 AMERICAS CUP RACES; SOUTH TOWER SITE OF FIRST 
ELECTRIC ARC LAMP; 1898 ARC LAMP ON DISPLAY IN MUSEUM SINCE 1979 











SANDY HOOK LIGHT ia Ae ww 
igh?” ~ ' 

Location: NEW YORK LOWER BAY -: 

U.S.C.G. District: 1 t. 





Nearest City: HIGHLANDS 
County: MONMOUTH 


Year Station Established: 1764 
Year Automated: 1965 


Year Existing Historic Tower Constructed: 
1764 
Is the Light Operational? YES 
Foundation Materials: STONE 
Construction Materials: RUBBLESTONE 
W/BRICK INTERIOR s . 
Markings/Patterns: WHITE WITH RED tee ‘. 


‘ Fr ,* ’ 
LANTERN ae =" > ~~ 


Shape: OCTAGONAL 











Courtesy National Register of Historic Places/R.E. Greenwood, 1975 
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SANDY HOOK LIGHT cont. 


Relationship to Other Structures; SEPARATE 

Tower Height: 85; Height of Focal Plane: 68 
Original Optic: 18 LAMPS, 21" REFLECTORS (1842) 
Present Optic: THIRD ORDER, FRESNEL (1857) 


Is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: NONE/ORIG. SIREN 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1883; Number of Stories: 2.5 
Architectural Style: DUPLEX 
Construction Materials: WOOD FRAME 


Other Structures: 


Owner/Manager; U.S. COAST GUARD/NATIONAL 
PARK SERVICE 

Current Use: ACTIVE AID TO NAVIGATION IN 
NATIONAL PARK 

Open to the Public? YES; GROUNDS ONLY 

Access; FORT HANCOCK/GATEWAY NATIONAL 
RECREATION AREA; Public Phone: 908-672-0115 


NATIONAL HISTORIC LANDMARK 

National Register Status: LISTED: SANDY HOOK 
LIGHT 

Documented by HABS? YES (Nj-326) 


OLDEST OPERATING U.S, LIGHTHOUSE; FIRST 
SIREN FOG SIGNAL INSTALLED 1868 





SEA GIRT LIGHT 


Location: RELOCATED FROM SEA GIRT INLET 
L.S.C.G. District: 1 

Nearest City: SEA GIRT; County: MONMOUTH 
Year Station Established: 1896 


Year Existing Historic Tower Constructed: 1896 
Is the Light Operational? YES (PRIVATE AID) 
Deactivated: 1945-1983 
Foundation Materials: BRICK 
Construction Materials: BRICK 
Markings/Patterns: RED BRICK W/BLACK & WHITE 

LANTERN 

Shape: SQUARE 
Relationship to Other Structures: INTEGRAL 
Tower Height: 44; Height of Focal Plane: 60 
Original Optic: FOURTH ORDER, FRESNEL (1896) 


Present Optic: FOURTH ORDER, FRESNEL (1983) 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1896; Number of Stories: 2.5 


Architectural Style: VICTORIAN 
Construction Materials: RED BRICK 


Owner/Manager: TOWN OF SEA GIRT/SEA GIRT 
LIGHTHOUSE CITIZENS COMMITTEE 

Current Use: UNDER CONSIDERATION FOR USF AS 
LOCAL CIVIC BUILDING/PRIVATE AID 

Open to the Public? YES; BY APPOINTMENT 

Access: BEACON BLVD & OCEAN ROAD 


National Register Status: NONE 
On State List/Inventory? YES; Year Listed: 1982 





TINICUM ISLAND RANGE REAR LIGHT 


Location: DELAWARE RIVER; U.S.C.G. District: 5 
Nearest City: PAULSBORO; County: GLOUCESTER 
Year Station Established: 1880; Year Automated: 1967 


Year Existing Historic Tower Constructed: 1880 
Is the Light Operational? YES 
Foundation Materials: CONCRETE 
Construction Materials: STEEL 
Markings/Patterns: BLACK 
Shape: SKELETAL W/CENTRAL CYLINDER 
Relationship to Other Structures: SEPARATE 
Tower Height: 112; Height of Focal Plane: 112 
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Original Optic: REFLECTOR 
Present Optic: DCB 24 


Is there an Existing Keepers Quarters? NO 
(DEMOLISHED) 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO 


National Register Status: NONE 
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BARBERS POINT LIGHT (OLD) 


Lov ation: LAKL CIPMAAAPLAIN. L/S 0 ©. DLiteteet 9 
Nearest City WESTPORT County ESSEX 
Year Siation telablahed: 1f/7 1 


VYoar txisting Mistork lower Constructed 1871 
ls the Light Operational! NO) Deactivated 1915 
foundation Materials BLUL LIMESTONT 
Construction Materials BLUE LIMES TONE/WOOD 
Markings Pations: Whilll TOWLE W/RLACK TRIM ON DWELLING, 
Shape: OCTAGONAL 
Relationship to Other Structures INTEGRAL 
Tower Memht 16; Meimght of focal Plane: 6) 
Original Optic: TH TH ORDER, FRESINNEL (1874) 
Present Opt REMOVED 





ls there «4 Newer Tower! YUS: Year Conetructed: 19145 
Construction Materials STELL, Shape: SKELETAL 





Phote by Mary tL) Bret, 1993 


ls there an Lxisting Keeper Quarters? VES; Year Constructed: 1873 
Number of Stores 2. Architectural Style: SECOND EMPIRE COTTAGE. Construction Materials: STONT 


Cher Structures GARAGE. 199508 ADDITION TO MOUS 
CwnerManager PRIVATE OWNER, Current Use: PRIVATE RESIDENCE: Open to the Public? NO 


National Register Status: PART OF LISTING CAMP DUDLEY HISTORIC DISTRICT 





BARCELONA (PORTLAND 
HARBOR) LIGHT 





Location PORTLAND HARBOR/LAKE ERIE 
USCC, Det 9 

Nearest City WESTFRELD 

C ourty CHAUTAUQUA 








Year Staton totablehed 1479 


Year txnting Mistorx Tower Constructed 18679 
is the Light COperationall NO 
Deatvated 1859 
foundation Materials NATURAL EMPLACED 
Construction Material FIELDSTONT 
Markings? atterns NATURAI 
Shape CONMH Al 
Relaionsiup to Other Structures SEPARATE 
Tower Heght 40. Hemi of focal Plane 
Ongmnal Opt |) LAMPS W/14INCH 

REFLEC TORS (LAPD) 

Present Oot GAS “STREET LAMP” (1962) 


hs there a Newer lower! NO) 
is there an Exntng Fos Sana! Busrkderng/ NO) 








Courtesy fath C. Scow/R Peter Colbey, 1983 
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BARCELONA (PORTLAND HARBOR) LIGHT cont, 


is there an Existing Keepers Quarters! YES; Year Constructed: 1629, Number of Stories: 1.5 
Architectural Style: COTTAGE (MODIFIED 18908); Construction Materials: FIELOSTONT 


Other Structures 


Owner/Manager, PRIVATE OWNER, Current Use: PRIVATE RESIDENCE; Open to the Public?! NO, BY APPOINTMENT 


National Register Status: LISTED: BARCELONA LIGHTHOUSE AND KELPER'S COTTAGE 


On State LieVinventory? YES; Year Listed: 1972 


THE FIRST PUBLIC BUILDING TO BE LIT BY NATURAL GAS; ORIGINALLY CALLED PORTLAND HARBOR LIGHT 





BRADDOCK POINT LIGHT 


Location: BOGUS POINT/LAKE ONTARIO 

US.C.G, Diewieh 9 

Nearest City: HILTON; County: MONROE 

Year Station Established: 1892; Year Automated: 1954 


Year Existing Historic Tower Constructed: 1696 
is the Light Operational? NO 
Deactivated: 1954 
Construction Materials: BRICK 
Markings/Patierns: RED (TOP OF TOWER GONE) 
Shape: OCTAGONAL 
Relationship to Other Structures: ATTACHED 
Tower Height: 110 
Original Optic: THIRD-AND-HALF ORDER, FRESNEL 
Present Optic: REMOVED 


is there a Newer Tower? YES Year Constructed: 1954 
Construction Materials: STEEL; Shape: SKELETAL 


is there an Existing Keepers Quarters! VES 
Year Constructed: 1896; Number of Stories: 2.5 
Architectural Style: VICTORIAN 
Construction Materials: BRICK 


Other Structures; CARRIAGE HOUSE 


Owner/Manager, PRIVATE OWNER 
Current Use: 


Open to the Public? NO 
National Register Status: NONE 


BUILT WITH LANTERN AND LENS FROM 
CLEVELAND LIGHT WHICH WAS TORN DOWN IN 
1695; UPPER 2/3 OF TOWER REMOVED IN 1954 
BECAUSE OF STRUCTURAL DAMAGE; REMAINING 
PORTION RESTORED BY OWNERS 





BUFFALO (MAIN) LIGHT 


Location: MOUTH OF BUFFALO RIVER/ERIE CANAL 
US.C.G. District 9 
Nearest City: BUFFALO; County: ERIE 


Year Station Established: 1620 


Year Existing Historic Tower Constructed: 1633 
is the Light Operational? NO, Deactivated: 1914 
Foundation Materials: STONE MOLEHEAD 
Construction Materials: LIMESTONE/CAST IRON 
Markings/Patterns: NATURAL 
Shape: OCTAGONAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 61. Height of Focal Plane: 76 
Original Optic: THIRD ORDER, FRESNEL (1655) 


Present Optic: MOVED TO NORTH BREAKWATER (1914) 


is there a Newer Tower? NO 
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Courtesy Dunkirk Historical Lighthouse and 
Veterans Park Museum 
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ly there an teetowt tog Sane! Hohl? NO) Current bog Sanal Type Ci, ALI 
ty there ate Leet Reger Cpenartion? NO) (DISMANTEED) 


(Whew Vive laters 


ChwnedManager US COAST CUIARD LEASE TO) BUITTALO LIGTTERIOUSE ASSOCIATIONN 


€ warren Liew 
Choon to the Publn NO) SPECTAL OD CASIOINS OINTY, Access COAST CUARD PUR 


National Reginter Slatus: LISTED BUILT ALO MAIN LIGHT (US COAST GUARD LIGHITHOUSTS AND LG 
STATIONS CON THT CAREAT LAKES 1) Dic mmented by HAS? YES INY G0) 


KNOWN LOCALLY AS “CTHINAMAN’S LIGGTT”, RESTORED 1985, LENS GIVEN TO BUTTALO & LR COUNTY 
HISTORICAL SOCTLTY IN 141 





BUFFALO HARBOR SOUTH ENTRANCE LIGHT 


Location STONY POINT BRLAKWATIR Orginal Opt: POSSIBLY FOURTH ORDER, 
USCC, Detet 9 PRESNEL (1912) 
Nearest City SOUTH AUTTALO) County ERM Present Opt 100 MM 


Your Viation I etablehed: 1917) Year Automated: 1945 
ls there an Lxnting Top Sagnal Building? YES 


Year txwting Histor lower Constructed 1917 Current fog Sagnal Type: MORN 
ls the Light Operational’ YES 
toundation Materials DRESSED STONL/TIMBLER CwnerManager, U.S. COAST GUARD 
Constr tion Material STE Current Use ACTIVE AID TO NAVIGATION 
Markings/Pattions WHITE, Shape CONICAL Open to the Publict NO 
Relationship to Other Structures SEPARATI 
lower Memht 27, Hemght of focal Plane: 40 National Register Status: NONE 








BUFFALO NORTH BREAKWATER SOUTH 
END LIGHT 


Location: RELOCATED FROM NORTH HARBOR ENTRANCE 
US.C4, Detat 9 
Nearest City BUFFALO, County: ERI 


Year Station tvtablinhed: 1904: Year Automated: 1960 


Year txwting Histor Tower Constructed: 1903 
is the Light Operationald NO 
Deactivated: 1985 
foundation Materials: STONE TILLED CRIB 
Construction Material: BOILER PLATE/CAST IRON 
, ) Marking? atterns WHITE 
; , , Shape: BOTTLE 
Relationship to Other Structures: SEPARATE 
lower Heght 29, Hemi of tocal Plane 
Onginal Opt, SIXTH ORDER 
Present Optix 300 MM (1960) 











ls there a Newer lower! NO 

is there an Existing fog Sana! Building? NO 

( ourtesy Dunkark Hetoncal lighthouse and bs there an Existing Keepers Quanen? UNKNOWN 
Veterans Park Museum 





CO}ther Structures 


National Park Service 1994 inventory of Historic Lighthouses 229 








NEW YORK 





BUFFALO NORTH BREAKWATER SOUTH END LIGHT cont, 


Owner/Manager U.S. COAST GUARD/BUFFALO 
LIGHTHOUSE ASSOCIATION, INC 

Current Use: MUSEUM 

Open to the Publict YES 

Access: 21 COLUMBIA STREET 


National Register Status: LISTED: BUFFALO NORTH 
BREAKWATER SOUTH END LIGHT (U.S, COAST 
GUARD LIGHTHOUSES AND LIGHT STATIONS 
ON THE GREAT LAKES TR) 





CAPE VINCENT LIGHT 


Location: RELOCATED INLAND 1951 

US.C.G, District 9 

Nearest City; CAPE VINCENT; County: JEFFERSON 
Year Station Established: 1900 


Year Existing Historic Tower Constructed, 1915 
is the Light Operational? NO 
Construction Materials: STEEL FRAME W/ WOOD 
EXTERIOR 
Markings/Patierns: WHITE W/BLACK LANTERN 
Shape: SQUARE/OCTAGONAL 
Relationship to Other Structures: SEPARATE 


Present Optic: AEROBLACON 


Owner/Manager, UNKNOWN 

Current Use: 

Open to the Public? VES; TOWN OFFICE COMPLEX 
Access: NEXT TO ROUTE 126 


National Register Status: NONE 


ORIGINALLY OUTER OF TWO PIER LIGHTS; 
DISMANTLED AND MOVED 1951 





CEDAR ISLAND LIGHT (OLD) 


Location: SAG HARBOR/GARDINERS BAY 

US.C.G. District | 

Nearest City: SAG HARBOR; County: SUFFOLK 

Year Station Established: 1839; Year Automated: 1934 


Year Existing Historic Tower Constructed: 1868 
Is the Light Operational? NO 
Deactivated: 1934 
Foundation Materials; MASONRY PIER 
Construction Materials: GRANITE 
Markings/Patterns: UNPAINTED GRANITE 
Shape: SQUARE 
Relationship to Other Structures: INTEGRAL 
Tower Height: 40; Height of Focal Plane: 44 
Original Optic: SIXTH ORDER, FRESNEL (1655) 
Present Optic: MOVED TO BREAKWATER (1934) 


is there a Newer Tower? YES; Year Constructed: 1934 
Construction Materials: STEEL; Shape: SKELETAL 
Tower Height: 15 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1868; Number of Stories: 2 
Architectural Stic. -SHAPE/INTEGRAL TO TOWER 
Construction Materials: GRANITE 


Owner/Manager, SUFFOLK COUNTY 
Current Use: ABANDONED IN COUNTY PARK 


Open to the Public? NO 
Access: CEDAR POINT COUNTY PARK 


National Register Status: NONE 





COLD SPRING HARBOR LIGHT 


Location: ORIG. ON POINT OF SHOAL 
U.5.C.G. District 1; Year Station Established: 1690 


Year Existing Historic Tower Constructed: 1890 
is the Light Operational? NO 
Deactivated: 1965 
Foundation Materials: CAST IRON/CONCRETE 
CAISSON; Construction Materials: WOOD 
Markings/Patierns: WHITE W/BLACK LANTERN 
Shape: SQUARE PYRAMIDAL 


230 


Relationship to Other Structures: INTEGRAL 
Height of Focal Plane 37 

Original Optic: FOURTH ORDER, FRESNEL 
Present Optic: FOURTH ORDER 


Owner/Manager, PRIVATE OWNER 
Current Use: 

Open to the Public? NO; Access: OFFSHORE 
National Register Status: NONE 
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CONEY ISLAND (NORTONS POINT) LIGHT 


Location: NEW YORK HARBOR MAIN CHANNEL 
US.C.G, District: | 

Nearest City, BROOKLYN; County: KINGS 

Year Station Established: 1890, Year Automated 1989 


Year Existing Mistoric Tower Constructed: 1920 
ls the Light Operational’ VES 
Foundation Materials: STEEL PILE 
Construction Materials: STEEL 
Markings/Patiorns: WHITE W/BLACK TRIM 
Shape: SKELETAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 70; Height of Focal Plane: 75 
Original Optic: FOURTH ORDER, FRESNEL (1890) 
Present Optic: FA 251 (1989) 


ls there an Existing Keeper Quarters! YES 
Year Constructed: 1896, Number of Stones 2 
Architectural Style, COTTAGE 
Construction Materials WOOD 


OwnerManager, U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION/COAST 


GUARD HOUSING 
Open to the Public! NO, BY APPOINTMENT ONLY 


National Register Status NONE 
A REAR RANGE LIGHT UNTIL 1896; FRONT RANGE 


NO LONGER EXTANT, ORIGINAL LENS ON 
DISPLAY AT SOUTH STREET SEAPORT 





COXSACKIE (RATTLESNAKE ISLAND) LIGHT 


Location: UPPER HUDSON RIVER 

US.C.G, Dietrich 1 

Nearest City; COXSACKIE; County: GREENE 
Year Station Established 1640 


Year Existing Historic Tower Constructed: 1926 
Is the Light Operational! NO 
Deactivated: 1939 
Foundation Materials: STONE/CONCRETE CRIB 
Construction Materials: STEEL 
Markings/Pattiorns: BLACK, Shape: SKELETAL 
Relationship to Other Structures: SEPARATE 


Height of Focal Plane: 36 
Original Optic: SIXTH ORDER (1928) 


Is there an Existing Keepers Quarters? NO (BURNED 
1939) 


Owner/Manager, UNKNOWN 
Current Use: 
Open to the Public? NO; Access: BOAT 


National Register Status: NONE 





CROSSOVER ISLAND LIGHT 


Location: ST. LAWRENCE RIVER NEAR CANADIAN 
BORDER; US.C.G. District 9 

Nearest City; HAMMOND, County: ST. LAWRENCE 

Year Station Established 1646 


Year Existing Historic Tower Constructed: 1662 

is the Light Operational? NO 

Deactivated: 1941 

Foundation Materials: STONE MOLEHEAD 

Construction Material: CAST IRON 
W/BRICK/WOOD LINING 

Markings/Pattiorns. WHITE TOWER W/RED 
LANTERN 

Shape: CONICAL 

Relationship to Other Structures: SEPARATE 

Orginal Optic: SOCTH ORDER, FRESNEL 


is there an Existing Keepers Quarters? YES 
Year Constructed: 18862; Number of Stories: 1.5 


Architectural Style: QUEEN ANNE 
Construction Materials: WOOD FRAME 


Other Structures: BOATHOUSE, STORAGE SHED, 
SMOKEHOUSE, HEN HOUSE, BARN, PRIVY, Oli 
HOUSE, DOCK 


Owner/Manager: PRIVATE OWNER 
Current Use: SUMMER COTTAGE 


Open to the Public? NO; Access: OF) SHORE 
National Register Status; NONE 


REPLACED BY OFFSHORE SKELETAL BUOY 1941 
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CUMBERLAND HEAD LIGHT (OLD) 


Location: LAKE CHAMPLAIN/CUMBERLAND BAY Construction Materials: STEEL 

U.S.C.G, District 9 Markings/Pattioms: REO W/AWHITE BASE 
Nearest City: PLATTSBURG; County: CLINTON Shape: SKELETAL 

Year Station Established: 1636 Tower Height: 50; Height of Focal Plane: 55 


Current Optic: AEROBLACON 
Year Existing Historic Tower Constructed: 1868 


ls the Light Operational! NO Is there an Existing Keepers Quarters! YES 
Deactivated: 1934 Year Constructed: 1868; Number of Stories: 2 
Foundation Materials; CONCRETE/LIMESTONE Architectural Style; MODIFIED 
Construction Materials, LIMESTONE Construction Materials; GRANITE 
Markings/Patterns: NATURAL 
Shape: CONICAL Owner/Manager, PRIVATE OWNER 
Relationship to Other Structures: ATTACHED Current Use: PRIVATE RESIDENCE 
Original Optic: FOURTH ORDER, FRESNEL (1856) Open to the Public?! NO 

ls there a Newer Tower! YES Year Constructed: 1934 National Register Status: NONE 








DUNKIRK (POINT GRATIOT) 
LIGHT 


Location: POINT GRATIOT/LAKE ERIE 
US.C.G, Dietrich 9 

Nearest City: DUNKIRK 

County: CHAUTAUQUA 


Year Station Established 1626 
Year Automated: 1960 








Year Existing Historic Tower Constructed: 

1675 

ls the Light Operational! YES 

Foundation Materials: ORESSED STONE 

Construction Materials: RUBBLESTONE 
FNCASED IN BRICK 

Markings/Pattierns: UPPER TWO-THIRDS 
WHITE/LOWER NATURALRED 
LANTERN 

Shape: SQUARE Courtesy Dunkirk Historical Lighthouse and Veterans Park Museum 

Relationship to Other Structures: 
ATTACHED; Tower Height: 61; Height of Focal Plane: 82 

Original Optic: THIRD ORDER, FRESNEL (1857); Present Optic: THIRD ORDER, FRESNEL (1857) 





is there a Newer Tower? NO; Is there an Existing Fog Signal Building? NO 


is there an Existing Keepers Quarters? YES; Year Constructed: 1675; Number of Stories: 2 
Architectural Style: HIGH VICTORIAN GOTHIC; Construction Materials: RED BRICK 


Other Structures: CISTERN, GARAGE, STORAGE BUILDING, BARN, OIL HOUSE (18675), BANDSTAND, 
BOATHOUSE (1929); RELOCATED TO MUSEUM: STEEL LIFESAVING BOAT (1926), 45-FOOT LIGHTHOUSE 
BUOY TENDER, 50-FOOT TOWER (1939) FROM DUNKIRK’S HARBOR ENTRANCE, 21-FOOT STEEL TOWER 
(1929) FROM GRAND ISLAND, NEW YORK 


Owner/Manager. U.S. COAST GUARD LEASE TO DUNKIRK LIGHTHOUSE AND VETERANS PARK MUSEUM 


Current Use: ACTIVE AID TO NAVIGATION/MUSEUM IN KEEPERS; Open to the Public? YES 
Access: OFF RT. 5 TO POINT DR. NORTH TO LIGHTHOUSE DR.; Public Phone: 716-366-5050 


232 Light Stations by State 








NEW YORK 


National Register Status: LISTED: DUNKIRK LIGHT (U.S. COAST GUARD LIGHTHOUSES AND LIGHT STATIONS 
ON THE GREAT LAKES TR); On State LisV/inventory? VES; Year Listed: 1976 





EATONS NECK LIGHT 


Location; EAST SIDE OF HUNTINGTON BAY 
ENTRANCE; U.S.C.G, District: | 

Nearest City: HUNTINGTON 

County; SUFFOLK 


Year Station Established: 1799 
Year Automated: 1968 


Year Existing Historic Tower Constructed: 1799 
(RENOVATED 1868) 
is the Light Operational? YES 
Foundation Materials: ORESSED 
STONE/TIMBER 
Construction Materials: FIELDSTONE 
W/BRICK LINING 
Markings/Pattierns: WHITE W/RED ROOF 
Shape: HEXAGONAL PYRAMIDAL 
Relationship to Other Structures: ATTACHED 
Tower Height: 73; Height of Focal Plane: 144 
Original Optic: 12 LAMPS, 13° REFLECTORS (1838); Present Optic: THIRD ORDER, FRESNEL (1858) 





Courtesy U.S. Coast Guard 


is there a Newer Tower? NO 
is there an Existing Fog Signal Building? UNKNOWN; Current Fog Signal Type: HORN/ORIG. BELL, SIREN 


is there an Existing Keepers Quarters? YES; Constructions Materials: WOOD 
Other Structures: LIFESAVING STATION 


Owner/Manager: U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION/COAST GUARD HOUSING 
Open to the Public? YES; GROUNDS ONLY BY APPOINTMENT; Access: END OF LIGHTHOUSE ROAD 


National Register Status: LISTED: EATONS NECK LIGHT 


EARLY TOWER WITH UNIQUE COURSES OF BRICK WORK; BUILT BY JOHN MCCOMB, jR.; ALTERED IN 186586 TO 
ACCOMMODATE FRESNEL LENS AND RENOVATED WITH BRICK LINING IN 18668 





ELM TREE LIGHT 


Location: STATEN ISLAND; U.S.C.G. District 1 is there an Existing Keepers Quarters? NO 
Nearest City: NEW DORP; County: RICHMOND (DEMOLISHED 1939) 
Year Station Established: 1856 

Owner/Manager: NATIONAL PARK SERVICE 


Year Existing Historic Tower Constructed: 1939 Current Use: NATIONAL PARK 
is the Light Operational? NO Open to the Public? UNKNOWN 
Deactivated: 1964 Access: MILLER ARMY AIRFIELD/NEW DORP LANE 
Construction Materials: STEEVCONCRETE 
Shape: OCTAGONAL “AVIATION TOWER" National Register Status: PART OF LISTING: MILLER 
Relationship to Other Structures: SEPARATE ARMY AIR FIELD HISTORIC DISTRICT 
Tower Height: 62; Height of Focal Plane: 62 
Original Optic: THIRD ORDER (1856) NO LANTERN; WARNING LIGHT FOR LOW-FLYING 
Present Optic: SIXTH ORDER RANGE PLANES 
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PSORUS MEADOWS (MIDDIE 
PHUIIOSOON RIVER) LICH 


lin te VWESNT SEEDE OC TELIL ISON MIVIR 
tit €, thot J 
Newest tiy TVEMUIN, Conmmety CNTER 


Youu “hetwws bP otabelestwal Tanto 
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Mavlatimestige tee CMihwee Site titers INTEC RAT 











lowe Thee 2%. Thee of toad Pla oft 


Chapial Chote TUTTE COREE TRESINET C1877) 
WI MOIVID (omtesy Save leans Liphthone (omnes soniiohn Doyle, 1990 





hh thew «a Newe tonwer?t VOUS. You Conetanted 105 Conetin tem Materials STITT hiapee rent 
lower Thee 7) bheghtot toca Phawe 76, Orginal Cte ALROMLACOIN (1965) Cunent Cnn 70M 


ly theme an teetewet tog Seen! thet? NO) Curent tog Sqenal Type BELL OE MCIVEDD) 


ly theme an tT eetege Rewgeens Cjuarters? YES, Year Constnntedd 1877) Number of Stores: 15 
An tite tual Style VICTORIAN INTEC RAL. Const ton Material WORD 


( Whee Sivwn teres 


thwiee/Manaeer US COPAST CLIARTD LEASE TO) SAVE ESOOPLUIS LIC TTEOCDLIST © COAMAMAISSIOIN 
(urrent Ue PLANS TOR RESTORATIOIN. Cipen to the Publan d NO) Access: MOAT 


National Register States: LISTED FE SCRPUIS MEADOWS LICE ETEIOIUISE (DILIDISOIN RIVER LIC ETEHOHUISES TR) 
ti State Lovinwentory? Yt 


EXECUTION ROCKS LIGHI 





lox ahon WEST END LOINC, ISLAND SORUNDD 
USt4, Detat 1 
Nearest City: NEW ROC THELLL. C county NASSAL 


Year Siuhon Istablnhed IAW Year Automated 1979 


Your txntg tito lower Constnated 1h 
is the Lagitt COperatonalé YES 
foundation Material DRESSED STOINT/TIMBER 
Constr tron Material: CRANITTE W/RIC K LINING, 
Markings? ations WHITE WITT BROWN BANI) 

MIDWAY, Shape: CONIC AI 

Kelahonshup to Other Stra tures: ATTACHED 
lower blewht 60; Hemi of focal Plane: 67 
Chrgmnal Opt: TOURTH ORDER, EFRESNEL (1856) 
Presemt Opt: TA 251 (1979) 





(ortesy US Coast Canard 1951 
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ls there a Newer Tower? NO Other Structures; RADIOBLACON, CONCRETE 
ls there an Existing Fog Signal Building? NO DOCK, CONCRETE OL HOUSE (ca, 1910) 
Current Fog Signal Type: MORN/ORIG. BELL, Owner/Manager, U.S, COST GUARD 
TRUMPET, AIR SIREN Current Use; ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT 
ls there an Existing Keepers Quarters! YES 
Year Constructed: 1867; Number of Stories: 2.5 National Register Status; DETER MINED ELIGIBLE BY 
Architectural Style: ATTACHED KEEPER OF THE NATIONAL REGISTER 


Construction Materials: GRANITE 
DESIGNED BY ALEXANDER PARRIS 








FIRE ISLAND LIGHT 


Location: FIRE ISLAND INLET/LONG ISLAND 
U5.C.G, Distich 1 
Nearest City; WEST ISLIP; County: SUFFOLK 


Year Station Established: 1827; Year Automated: 1986 


Year Existing Historic Tower Constructed: 16586 
is the Light Operational? YES 
Deactivated; 1974-1986 
Foundation Materials: GRANITE/TIMBER 
Construction Materials: BRICK ENCASED IN CEMENT 
Markings/Patierns:; FOUR BLACK & WHITE BANDS 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 168; Height of Focal Plane: 1860 
Original Optic: FIRST ORDER, FRESNEL (1856) 
Present Optic: DCB 224 (1986) 


is there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 1859; Number of Stories: 2 
Architectural Style: DUTCH COLONIAL 
Construction Materials: DRESSED STONE 











Other Structures: BOATHOUSE, REMAINS OF TRAM 
RAILS Courtesy U.S. Coast Guard. 


Owner/Manager; NATIONAL PARK SERVICE LEASE TO 

FIRE ISLAND LIGHTHOUSE PRESERVATION SOCIETY 
Current Use: ACTIVE AID TO NAVIGATION IN NATIONAL PARK; Open to the Public? YES 
Access: FIRE ISLAND NATIONAL SEASHORE; Public Phone: 516-661-2556 





National Register Status: LISTED: FIRE ISLAND LIGHT STATION; On State List/inventory? YES 
IMPORTANT FOR TRAFFIC BETWEEN NEW YORK AND EUROPE; LIGHT DISPLAYED ON NEARBY WATER TOWER 


1974-1986; COVERED WALKWAY ONCE CONNECTED TOWER TO DWELLING; ORIGINAL LENS ON DISPLAY IN 
VISITOR CENTER 
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FORT NIAGARA LIGHT 


Location; NIAGARA RIVER/SOUTH SHORE LAKE ONTARIO 
US.C.G. District 9 
Nearest City; YOUNGSTOWN; County: NIAGARA 


Year Station Established: 1782; Year Automated: 





Year Existing Historic Tower Constructed; 1871 
is the Light Operational? NO; Deactivated; 1993 
Foundation Materials: NATURAL/EMPLACED 
Construction Materials; LIMESTONE/BRICK LINING 
Markings/Patierns; NATURAL W/BLACK LANTERN 
Shape: OCTAGONAL 
Relationship to Other Structures; ATTACHED 
Tower Height: 61; Height of Focal Plane: 91 
Original Optic: FOURTH ORDER, FRESNEL (1859) 
Present Optic: FOURTH ORDER, FRESNEL (1872) 








ls there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO 





Is there an Existing Keepers Quarters? YES 
Year Constructed: 1897; Number of Stories: 2 


Architectural Style: QUEEN ANNE Courtesy U.S. Coast Guard, 1959. 
Construction Materials: WOOD 


Other Structures: IRON PLATE OIL HOUSE (ca. 1900-1905) 


Owner/Manager: U.S. COAST GUARD LEASE TO OLD FORT NIAGARA ASSOCIATION; Current Use: MUSEUM 
Open to the Public? YES; JULY TO LABOR DAY; Access: OFF ROUTE 18F; Public Phone: 716-745-7611 


National Register Status: LISTED: FORT NIAGARA LIGHT (U.S. COAST GUARD LIGHTHOUSES AND LIGHT 
STATIONS ON THE GREAT LAKES TR) 


FIRST TWO TOWERS CONSTRUCTED ON THE FORT; THIRD (CURRENT) TOWER CONSTRUCTED SOUTH OF 
FORT; TOWER REPLACED BY MODERN BEACON IN ORDER TO SAVE TREES OBSTRUCTING LANTERN IN 1993; 
TO BE TURNED OVER TO STATE & FORT NIAGARA MUSEUM 





FORT WADSWORTH LIGHT 


Location: EAST VERRAZANO NARROWS Tower Height: 75; Height of Focal Plane: 75 
U.S.C.G. District: 1 Original Optic: FOURTH ORDER, FRESNEL (1903) 
Nearest City: STATEN ISLAND; County: RICHMOND Present Optic: REMOVED 
Year Station Established: 1903 
Owner/Manager: U.S. NAVY (OLD TOWER) 

Year Existing Historic Tower Constructed: 1903 Current Use: NAVAL BASE 

ls the Light Operational? NO 

Deactivated: 1965 Open to the Public? NO; ACTIVE MILITARY POST 

Foundation Materials: FORT WALLS 

Construction Materials: BRICK National Register Status: NONE 

Markings/Patterns: RED BRICK 

Shape: CONICAL LANTERN MOVED FROM FORT TOMPKINS 1903 


Relationship to Other Structures: ATTACHED 
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FOUR MILE POINT LIGHT 


Location: NORTH OF MIDDLE GROUND 
FLATS/MUDSON RIVER; U.5.C.G, District 1 

Nearest City; COXSACKIE; County: GREENE 

Year Station Established: 1631 


Year Existing Historic Tower Constructed: 1928 
ls the Light Operational? YES 
Foundation Materials; CONCRETE/STEEL 
Construction Materials: STEEL 
Shape: SKELETAL 
Relationship to Other Structures: SEPARATE 
Height of Focal Plane: 93 
Original Optic: SIXTH ORDER, FRESNEL 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 1831; Number of Stories: 2 
Construction Materials: ORESSED STONE/WOOD 


Other Structures: SHED 


Owner/Manager; U.S. COAST GUARD 
(TOWERVPRIVATE (DWELLING) 

Current Use: ACTIVE AID TO NAVIGATION/KEEPERS 
DWELLING IS PRIVATE RESIDENCE 

Open to the Public? NO 


National Register Status: NONE 











Courtesy U.S. Coast Guard, 1940 


ls there a Newer Tower? NO 





GALLOO ISLAND LIGHT 


Location; SOUTHWEST END OF ISLAND IN LAKE 
ONTARIO; U.S.C.G. Districh 9 

Nearest City: SACKETS HARBOR 

County: JEFFERSON 


Year Station Established: 1820 
Year Automated: 1963 


Year Existing Historic Tower Constructed: 1867 
Is the Light Operational? NO; Deactivated: 
Foundation Materials: DRESSED STONE/TIMBER 
Construction Materials: GRAY LIMESTONE 

W/BRICK LINING 
Markings/Patterns: NATURAL 
Shape: CONICAL 
Relationship to Other Structures: ATTACHED 
Tower Height: 55; Height of Focal Plane: 58 
Original Optic: FOURTH ORDER DIOPTRIC 
FRESNEL 
Present Optic: 190MM (SOLAR POWERED) 


is there an Existing Fog Signal Building? YES; Year Constructed: 1897; Construction Materials: RED BRICK 
Architectural Style: 1-STORY; Current Fog Signal Type: REMOVED 


ls there an Existing Keepers Quarters? YES; Year Constructed: 1867; Number of Stories: 1.5 


Architectural Style: 
Construction Materials: GRAY LIMESTONE 


Other Structures: RON OIL HOUSE 


Owner/Manager: U.S. COAST GUARD/PRIVATE OWNER; Current Use: 


Open to the Public? YES; GROUNDS ONLY; Access: BOAT 


National Register Status: LISTED: GALLOO ISLAND LIGHT (U.S. COAST GUARD LIGHTHOUSES AND LIGHT 


STATIONS ON THE GREAT LAKES TR) 
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GREAT BEDS LIGHT 


Location; RARITAN RIVER; U,S.C.G. District: 1 
Nearest City; TOTTENVILLE; County; RICHMOND 
Year Station Established; 1880; Year Automated: 1945 


Year Existing Historic Tower Constructed: 1880 
Is the Light Operational? YES 
Foundation Materials; CAISSON 
Construction Materials; CAST IRON 
Markings/Patterns:; WHITE W/BLACK LANTERN 
Shape: CONICAL 
Relationship to Other Structures; INTEGRAL 
Tower Height: 60; Height of Focal Plane: 61 
Original Optic: FOURTH ORDER, FRESNEL (1880) 


Present Optic: 155 MM 


Is there an Existing Keepers Quarters? YES 
Year Constructed; 1880 
Architectural Style: INTEGRAL 
Construction Materials; CAST IRON/BRICK 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT 


National Register Status: NONE 





HORTON POINT LIGHT 


Location: EASTERN LONG ISLAND/NORTH SIDE 
U.S.C.G, District 1 

Nearest City: SOUTHOLD; County: SUFFOLK 

Year Station Established: 1857; Year Automated: 1933 


Year Existing Historic Tower Constructed: 1857 

Is the Light Operational? YES 

Deactivated: 1933-1990 

Foundation Materials; GRANITE 

Construction Materials: STUCCO/BRICK/GRANITE 

Markings/Patterns: WHITE W/BLACK 
LANTERN/COPPER DOME 

Shape: SQUARE ATTACHED TO RECTANGULAR 
HOUSE 

Relationship to Other Structures: ATTACHED 

Tower Height: 55; Height of Focal Plane: 103 

Original Optic: THIRD ORDER, FRESNEL (1857) 

Present Optic: FA 251 (1990) 


Is there an Existing Keepers Quarters? YES (MODIFIED 
W/ANNEX) 


Year Constructed: 1857; Number of Stories: 2 
Architectural Style: DUPLEX (ATTACHED) 
Construction Materials: STUCCO/BRICK/GRANITE 


Other Structures: RADIOBEACON, BARN, FLAGPOLE 
ON FOUNDATION OF OLD SKELETAL TOWER, 
OIL HOUSE FOUNDATION 


Owner/Manager: SOUTHOLD PARK 
DISTRICT/SSOUTHOLD HISTORICAL SOCIETY 

Current Use: ACTIVE AID TO NAVIGATION/ 
MUSEUM IN KEEPERS DWELLING 

Open to the Public? YES; OPEN SAT & SUN DURING 
SUMMERS 

Access: LIGHTHOUSE PARK OFF LIGHTHOUSE 
ROAD; Public Phone: 516-765-5500 


National Register Status: NONE 


OLD TOWER RESTORED IN 1990 AND THIRD 
ORDER FRESNEL LENS RETURNED TO THE TOWER 





HUDSON-ATHENS (HUDSON CITY) LIGHT 


Location: MIDDLE GROUND FLATS/HUDSON RIVER 
U.S.C.G. District: 1 
Nearest City: HUDSON CITY; County: COLUMBIA 


Year Station Established: 1874; Year Automated: 1949 


Year Existing Historic Tower Constructed: 1874 
ls the Light Operational? YES 
Foundation Materials: GRANITE CAISSON 
Construction Materials: DRESSED STONE/BRICK 
Markings/Patterns: RED BRICK W/BLACK LANTERN 
Shape: SQUARE 
Relationship to Other Structures: ATTACHED 
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Tower Height: 30; Height of Focal Plane: 46 
Original Optic: FIFTH ORDER, FRESNEL (1926) 
Present Optic: 300 MM 


Is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: HORN/ORIG. BELL 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1874; Number of Stories: 1.5 
Architectural Style: SECOND EMPIRE 
Construction Materials: DRESSED STONE/BRICK 
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Hudson-Athens Light. Courtesy U.S. Coast Guard. 
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Other Structures: 


Owner/Manager: U.S, COAST GUARD/ 
HUDSON-ATHENS LIGHTHOUSE 
PRESERVATION COMMITTEE, INC. 

Current Use: ACTIVE AID TO NAVIGATION 

Open to the Public? NO; Access: BOAT 


National Register Status: LISTED: 
HUDSON/ATHENS LIGHTHOUSE (HUDSON 
RIVER LIGHTHOUSES TR) 


SIMILAR TO STEPPING STONES LIGHT 





HUNTINGTON LIGHT (FORMERLY LLOYD HARBOR) 


Location: ENTRANCE TO HUNTINGTON HARBOR 
U.S.C.G. District: 1 

Nearest City: HUNTINGTON; County: SUFFOLK 
Year Station Established: 1857; Year Automated: 1949 


Year Existing Historic Tower Constructed: 1912 
Is the Light Operational? YES 
Foundation Materials: REINFORCED CONCRETE 

CRIB 

Construction Materials: REINFORCED CONCRETE 
Markings/Patterns: NATURAL 
Shape: SQUARE "CASTLE" 
Relationship to Other Structures: INTEGRAL 
Tower Height: 42; Height of Focal Plane: 41 
Original Optic: FOURTH ORDER, FRESNEL (1912) 
Present Optic: 300 MM (1967) 


Is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 


Current Fog Signal Type: HORN/ORIG. BELL 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1912; Number of Stories: 1 
Architectural Style: VENETIAN RENAISSANCE 
Construction Materials: REINFORCED CONCRETE 


Other Structures: CISTERN IN BASEMENT, OIL 
HOUSE 


Owner/Manager: U.S. COAST GUARD LEASE TO 

SAVE HUNTINGTON LIGHTHOUSE, INC. 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT 


National Register Status: LISTED: LLOYD HARBOR 
LIGHTHOUSE 
On State List/Inventory? YES; Year Listed: 1988 





JEFFREY’S HOOK ("THE LITTLE RED LIGHTHOUSE") LIGHT 


Location: HUDSON RIVER UNDER GEORGE 
WASHINGTON BRIDGE; U.S.C.G. District: 1 
Nearest City: MANHATTAN; County: NEW YORK 


Year Station Established: 1889 
Year Existing Historic Tower Constructed: 1921 


Is the Light Operational? NO 
Deactivated: 1947 





Foundation Materials: IRON/CONCRETE 

Construction Materials: CAST IRON 

Markings/Patterns: RED W/WHITE LANTERN 

Shape: CONICAL 

Relationship to Other Structures: SEPARATE 

Tower Height: 40; Height of Focal Plane: 61 

Original Optic: FIFTH ORDER RED ACETYLENE 
(1921) 

Present Optic: REMOVED 
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JEFFREY’S HOOK ("THE LITTLE 
RED LIGHTHOUSE") LIGHT 
cont. 


ls there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: ORIG, BELL 


Is there an Existing Keepers Quarters? NO 
Other Structures: 


Owner/Manager: CITY OF NEW YORK 

Current Use: HISTORIC SITE 

Open to the Public? YES; FORT WASHINGTON 
PARK 

Access: OFF RIVERSIDE DRIVE UNDER BRIDGE 


National Register Status: LISTED: JEFFREY’S 
HOOK LIGHTHOUSE (HUDSON RIVER 
LIGHTHOUSES TR) 

On State List/inventory? YES; Year Listed: 1991 


TOWER BUILT 1880, MOVED TO CURRENT 
LOCATION 1921; CITY LANDMARK STATUS; 
IMMORTALIZED IN HILDEGARDE HOYT 
SWIFT'S THE LITTLE RED LIGHTHOUSE AND 
THE GREAT GRAY BRIDGE 








Courtesy U.S. Coast Guard. 





ee 






_—— 


























Courtesy U.S. Coast Guard. 


Present Optic: SECOND ORDER, FRESNEL 


240 


LITTLE GULL ISLAND 
LIGHT 


Location: OFF FISHER’S 
ISLAND/LONG ISLAND SOUND 

U.S.C.G,. District: 1 

Nearest City: ORIENT POINT 

County: SUFFOLK 


Year Station Established: 1806 
Year Automated: 1978 


Year Existing Historic Tower 

Constructed: 1869 

Is the Light Operational? YES 

Foundation Materials: GRANITE PIER 

Construction Materials: GRANITE 

Markings/Patterns: NATURAL 

Shape: CONICAL TOWER 

Relationship to Other Structures: 
SEPARATE 

Tower Height: 81 

Height of Focal Plane: 91 

Original Optic: SECOND ORDER, 
FRESNEL (1869) 


Light Stations by State 





NEW YORK 


is there «a Newer lower NU) 
is there an txnting fog Saenal Burling! NU) Current fog Signal Type: MORN/ORIC, BELL, STEAM SIREN 


is there an Lanting Keepers (Quarter! NU) (DISMANTLED 1978) 
(Nivet Situctures WORK SPTEUS RALHOBLACLOUIN 


LiwnenrManager US COAST GUARD, Current Use ACTIVE AID TO NAVILATION 
Lipen to the Publu ! NO) Access BOAT 


National Regivter Matus DETERMINED ELIGIBLE BY KEEPER OF THE NATIONAL REGISTER 


MONTAUK POINT LIGHT 








7 
if 
: 
: 
: 
5 


Location: TURTLE HILL/EAST END OF 
LONG ISLAND: U5.C.G. Dietiet 1 

Nearest City’ MONTAUK 

County SUFFOLK 








Year Station tetabluned 1797 
Year Automated 1987 


Year Existing Mistori Tower Constructed 

1796; ls the Light Operational’ YES 

Foundation Materials 
NATURAL/EMPLACED 

Construction Materials. SANDSTONE 

Markings/Patiems WHITE W/BROWN 
BAND MIDWAY & BLACK 
LANTERN 

Shape: OCTAGONAL PYRAMIDAI 

Relationship to Other Structures 
SEPARATI 

lower Hemht 110 

Hemi of Focal Plane 168 

Onrgmal Optic: 13 WHALE O11 LAMPS 
(1797) 

Presemt Opti. OC B-224 (1987) 











( ourtesy US Coast Coard 


hb there «4 Newer lower’ NL) 


is there an txnting fog Sapnal Burling! YES, Year Constructed 1697, Construction Materials 
( urremt fog Sanal lype 


ls there an Exnting Keepers (Juarters’ YES (CONVERTED TO BARN 1860), Year Constructed 18636 
Number of Stones 2. Architectural Style COMCNIAL Construction Material GRILK 


(her Structures O8F MOUSE STORAGE BURDING RADIOBEACON 
ChwnerManager US COAST GUARD LEASE TO MONTAUK HISTORICAL SOCIETY 
(urremt Use ACTIVE AID TO) NAVELATION/MUSEUM IN KEEPERS DWELLING: Open to the Public? YES, DAILY 


Acceesn BROWITE 27 WERT TO) ASC PNNTAUIK STATE PARK Pubbln Phone 516-668-7544 


National Regivter Status: LISTED MONTAUK POINT LICPTMOUS 
PRE.1800 TOWER AUTHORIZED BY CLONE WASHING TON. BUILT BY KOPIN MCCOMB. IR. TOWER HEILHT 


INC REASED 1860 10) AC C CPAAAACPDATE FRESNEL LENS. TRMERDD-CONE-AIALE COORDER LENS USED BETWEEN 1904 
19R 7 CON DISPLAY AT AALISEUIME STATIOIN THREATENED BY ERCISION. 1860 KEEPERS DWELLING, RESTORED 


National Park Service 1994 inventory of Historic Lighthouses 241 














NEW YORK 








=> 2 


NEW DORP (SWASH 
CHANNEL RANGI 
REAR) LIGHT 





Location: STATEN ISLAND/LOWER 
NEW YORK BAY 

US.C.G,. Dietieh 1 

Nearest City: STATEN ISLAND 

County: RICHMOND 


Year Station Established 18456 


Year Existing Historic Tower 
Constructed: 1656 
ls the Light Operational? NO 
Deactivated 1964 
Foundation Materials BRICK 
Construction Materials. WOOD 
Markings/Patierns: WHITE 
Shape: SQUARE ON CENTER OF Courtesy U.S. Coast Guard 
DWELLING 
Relationship to Other Structures 
INTEGRAL 
Tower Height: 60; Height of Focal Plane: 190 
Original Optic: SECOND ORDER, FRESNEL (1656); Present Optic: SIXTH ORDER, RANGE (1891) 





ls there a Newer Tower! NO 
is there an Existing Fog Signal Building? NO 


is there an Existing Keepers Quarters? YES; Year Constructed: 1656; Number of Stories: 1.5 
Architectural Style: INTEGRAL COTTAGE: Construction Materials: WOOD FRAME 


Other Structures 
Owner/Manager, PRIVATE OWNER: Current Use: PRIVATE RESIDENCE: Open to the Public? NO 


National Register Status: LISTED: NEW DORP LIGHT 


SERVED AS REAR RANGE FOR ELM TREE LIGHT TO MAKE SWASH CHANNEL RANGE: STATEN ISLAND AND 
WEST BANK LIGHTS NOW MAKE UP SWASH CHANNEL RANGE 





NORTH DUMPLING LIGHT 


Location: FISHERS ISLAND SOUND Original Optic: FIFTH ORDER, FRESNEL (1871) 
U5S.C.G. District 1 Present Optic 

Nearest City: FISHERS ISLAND; County: SUFFOLK 

Year Station Established: 1849; Year Automated: 1959 is there an Existing Fog Signal Building? YES 


Current Fog Signal Type: HORN/ORIC,. BEL 
Year Existing Historic Tower Constructed: 1871 


is the Light Operational? YES ls there an Existing Keepers Quarters? YES 
Deactivated: 1959-1980s (REMODELED 1980) 

Foundation Materials; WOOD PILINGS/STONI 

Construction Materials: BRICK/WOOD SHINGLE Other Structures: PIER, BOATHOUSE 
Markings/Patterns: NATURAL W/WHITE LANTERN Owner/Manager: U.S. COAST GUARD/PRIVATE 
Shape: OCTAGONAI OWNER 

Relationship to Other Structures: INTEGRAL Current Use: PRIVATE RESIDENCE 

Tower Height: 31; Height of Focal Plane: of Open to the Public? NO 


242 Light Stations by State 








Access BOAT/MELICOPTIR 
National Register Status NONE 


NEW YORK 


LENS RETURNED TO OLD TOWER AND SKELETAL 
TOWER DISMANTLED 





OGDENSBURG HARBOR LIGHT 


Location: LIGHTHOUSE POINT/AKE ONTARIO 
Nearest City OGDENSBURG 

County: ST. LAWRENCE 

Year Station Established 1614 


Year Existing Histor: Tower Constructed: 1634 
is the Light Operational! NO 
Construction Materials, STONE 
Markings/Patiorns WHITE & GRAY W/ARED 
LANTERN 
Shape SQUARE 
Relationship to Other Structures. ATTACHED 


Tower Height 65 
ts there an Existing Keeper Quarter! YES 
Year Constructed: 1834, Number of Stories 1.5 


Architectural Style MODIFIED 1870 
Construction Materials: STONE (18 4YWOOD (1870) 


Owner/Manager, PRIVATE OWNER 

Current Use: 

Open to the Public? NO; BY APPOINTMENT 
National Register Status NONE 





OLD FIELD POINT LIGHT 


Location, LONG ISLAND NORTH SHORE 

US.CG. Dietrich 1 

Nearest City: OLD FIELD, County: SUFFOLK 

Year Station Established 1623, Year Automated: 193) 


Year Existing Historic Tower Constructed: 1668 

is the Light Operational’ YES 

Deactivated: 1933-1991 

Foundation Materials STONE 

Construction Materials. WOOD TOWER ON 
GRANITE HOUSE 

Markings/Patiorns: BLACK/ORIC, WHITE W/BLACK 
LANTERN; Shape: OCTAGONAL 

Relationship to Other Structures INTEGRAL 

Tower Height: 15, Height of Focal Plane: 74 

Original Optic: FOURTH ORDER, FRESNEL (1655) 

Prevent Optic OCB-10 (1991) 


is there an Existing Keepers Quarters? VES 
Year Constructed: 18668, Number of Stories 2.5 


Architectural Style: VICTORIAN GOTHIC REVIVAL 
Construction Materials, GRANITE 


Other Structures: 1624 DWELLING, CISTERN IN 
BASEMENT OF TOWER, RADIOBEACON 


Owner/Manager, OLD FIELD VILLAGE 
(BUN DINGYU 5. COAST GUARD (LIGHT) 


Current Use: ACTIVE AID TO NAVIGATION/TOWN 
OFFICES/RESIDENCE 

Open to the Publict YES, GROUNDS ONLY BY 
APPOINTMENT, Access: OLD FIELD ROAD OFF 
MAIN STREET; Public Phone: 516-941-9412 


National Register Status NONE 
1624 DWELLING IS USED AS OLD FIELD VILLAGE 


TOWN HALL, 1668 HOUSE USED FOR TOWN 
OFFICES AND AS RESIDENCE 





OLD ORCHARD SHOAL LIGHT 


Location GEONTY CHANNEL/LOWER NY BAY 
US.CG. Dietrich 1 

Nearest City, OAKWOOD BEACH 

County, RICHMOND 

Year Station Estabinhed: 189). Year Automated 1955 


Year Existing Histor Tower Constructed: 1693 
is the Light Operational’ YES 
Foundation Materials CAISSON 
Construction Materials: CAST IRON 





Markings/Patterns LOWER BROWN/UPPER WHITE 
ON BLACK PIER 

Shape: CONICAL “SPARK PLUG” 

Relationship to Other Structures INTEGRAL 

Tower Height 35, Height of Focal Plane: 5! 

Original Optic: FOURTH ORDER, FRESNEL (1893) 

Present Optic: 250 MM 


is there an Existing Keepers Quarters? YES 
Year Constructed: 18693 
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OLD ORCHARD SHOAL LIGHT cont, 


Architectural Style: INTEGRAL SPARK PLUG 
Construction Materials; CAST IRON 


Owner/Manager, U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Publict NO; Access: BOAT 


National Register Matus: DETERMINED ELIGIBLE BY 
SHPO 


FORMERLY PART OF WAACKAACK RANGE 





ORIENT POINT LIGHT 


Location, OYSTER POND REEF/PLUM GUT/LONG 
ISLAND; U.S.C.G. District 1 

Nearest City; ORIENT POINT; County: SUFFOLK 

Year Station Established: 1699, Year Automated: 1954 


Year Existing Historic Tower Constructed: 1699 
is the Light Operational? YES 
Foundation Materials: CAST IRON CAISSON 
Construction Materials: CAST IRON PLATE W/BRICK 
LINING 
: BROWN TOWER WITH WHITE 
BAND MIDWAY 
Shape: CONICAL “SPARK PLUG" 
Relationship to Other Structures: INTEGRAL 
Tower Height: 45; Height of Focal Plane: 64 


Original Optic: FIFTH ORDER, FRESNEL (1699) 
Present Optic: FA 251 (1988) 


Is there an Existing Keepers Quarters! VES 
Year Constructed: 1699, Number of Stories: 6 
Architectural Style: INTEGRAL SPARK PLUG 
Construction Materials: CAST IRON 


Owner/Manager, U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO; Access: OF FSHORE/BOAT 
National Register Status: NONE 
ALSO REFERRED TO AS “THE OLD COFFEE POT" 





OSWEGO HARBOR WEST PIERHEAD LIGHT 


Location: MOUTH OF OSWEGO RIVER/LAKE 
ONTARIO; U.S.C.G. District 9 

Nearest City. OSWEGO; County: OSWEGO 

Year Station Established: 1822; Year Automated: 1968 


Year Existing Historic Tower Constructed: 1934 
is the Light Operational? YES 
Foundation Materials: CONCRETE/RUBBLE 

CRIB/PIER 

Construction Materials: STEEU/CAST IRON 
Markings/Patterns) WHITE WARED TRIM 
Shape: SQUARE 
Relationship to Other Structures: ATTACHED 
Tower Height: 57; Height of Focal Plane: 57 
Original Optic: THIRD ORDER, FRESNEL 


Present Optic: FOURTH ORDER, ROTATING 


ls there an Existing Fog Signal Building? YES 


is there an Existing Keepers Quarters? YES 
Year Constructed: 1936; Number of Stories: | 
Architectural Style: ATTACHED TO TOWER 
Construction Materials: REINFORCED CONCRETE 


Other Structures: RADIOBEACON/1822 KEEPERS 


Owner/Manager, U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO 
National Register Status: NONE 





PLUM ISLAND (PLUM GUT) LIGHT 


Location: LONG ISLAND SOUND/GARDINER’S BAY 
US.C.G. District 1 

Nearest City: ORIENT; County: SUFFOLK 

Year Station Established: 1627; Year Automated: 1978 


Year Existing Historic Tower Constructed: 18670 
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ls the Light Operational? NO 

Deactivated: 19786 

Foundation Materials: DRESSED STONE/TIMBER 

Construction Materials: GRANITE 
DWELLING/WOOD TOWER 

Markings/Patterns: WHITE W/BLACK LANTERN 
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Shape: OCTAGONAL 

Relationship to Other Structures: INTEGRAL 

Tower Height: 55, Meight of Focal Plane, 69 
Original Optic: FOURTH ORDER, FRESNEL (1856) 
Present Optic: REMOVED (1978) 


is there a Newer Tower! YES; Year Constructed: 1978 
Construction Materials, STEEL 
Shape: POLE ON BRICK O1L HOUSE 
Tower Meight: 14; Original Optic: 155 MM (1978) 


is there an Existing Keepers Quarters! YES 
Year Constructed: 1670; Number of Stories: 2 


NEW YORK 


Architectural Style: INTEGRAL TO TOWER 
Construction Materials: GRANITE 


Other Structures: BRICK OL HOUSE, CLAPBOARD 
STORAGE SHED 


Owner/Manager: U.S. COAST GUARD/U.S, DEPT. OF 
AGRICULTURE 

Current Use: ANIMAL DISEASE CENTER 

Open to the Public? NO; SPECIAL PERMIT 
REQUIRED; Access: BOAT/FERRY 


National Register Status; NONE 





POINT AUX ROCHES LIGHT 


Location: LAKE CHAMPLAIN, U.5.C.G. District: | 
Nearest City: PLATTSBURGH 
Year Station Established: 1656 


Year Existing Historic Tower Constructed: 1658 
is the Light Operational? YES 
Foundation Materials: LIMESTONE BLOCKS 
Construction Materials: BLUE LIMESTONE BLOCK 
Markings/Pattierns: NATURAL; Shape: OCTAGONAL 
Relationship to Other Structures: SEPARATE 
Height of Focal Plane: 59 
Original Optic: SIXTH ORDER, FRESNEL 


Present Optic: 250 MM 


is there an Existing Keepers Quarters! YES 
Number of Stories: 1.5 


Construction Materials: WOOD 


Owner/Manager, U.S. COAST GUARD/PRIVATE 
OWNER 


Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? UNKNOWN 


National Register Status: NONE 





PORT OF GENESEE (CHARLOTTE-GENESEE) LIGHT 


Location: GENESEE RIVER/LAKE ONTARIO 
U.S.C, District 9 
Nearest City: ROCHESTER; County: MONROE 


Year Station Established: 1822; Year Automated: 1992 


Year Existing Historic Tower Constructed: 1622 
ts the Light Operational? NO 
Deactivated: 681-1992 
Foundation Materials: NATURAL/EMPLACED 
Construction Materials: RUBBLE STONE 
Markings/P dems: NATURAL W/BLACK LANTERN 
Shape: OCTAGONAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 40; Height of Focal Plane: 45 
Original Optic: 10 ARGAND LAMPS 

W/REFLECTORS (1822) 

Present Optic: FOURTH ORDER, FRESNEL (1984) 


is there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO 





is there an Existing Keepers Quarters? YES 

Year Constructed: 1863; Number of Stories: 2.5 
Architectural Style: VICTORIAN 

Construction Materials: BRICK 


Other Structures: CISTERN, GARAGE 


>» MONROE COUNTY LEASE TO 
CHARLOTTE-GENESEE LIGHTHOUSE SOCIETY 
Current Use: MUSEUM IN KEEPERS DWELLING 
Open to the Public? YES; TOWER OPEN WEEKENDS 
(MAY TO OCTOBER) 
Access: 70 LIGHTHOUSE ST /OFF LAKE AVE. 
Public Phone: 716-621-6179 


National Register Status: LISTED: GENESEE 
LIGHTHOUSE 

On State LisVinventory? YES; Year Listed: 1967 

Documented by HABS? YES (NY-228) 


LIGHT MOVED TO A BEACON ON WEST PIER IN 
1861; TRANSFERRED TO MONROE COUNTY 1991; 
RELIT 1992 


National Park Service 1994 Inventory of Historic Lighthouses 


245 





NEW YORK 











Port of Genesee Light. Courtesy Charlotte-Genesee Lighthouse Historical Society/W. Craig Roemer, 1989 





PRINCES BAY LIGHT (OLD) 


Location: STATEN ISLAND/LOWER NEW YORK BAY 
US.C.G. Dietrich 1 

Nearest City: STATEN ISLAND; County: RICHMOND 
Year Station Established: 1628 


Year Existing Historic Tower Constructed: 18664 
is the Light Operational? NO 
Deactivated: 1922 
Foundation Materials: NATURAL/EMPLACED 
Construction Materials: BROWNSTONE BLOCKS 
Markings/Patterns: NATURAL 
Shape: CONICAL W/O LANTERN 
Relationship to Other Structures: ATTACHED 
Height of Focal Plane: 106 
Original Optic: THIRD-ONE-HALF, FRESNEL (1857) 
Present Optic: REPLACED BY STATUE 


is there a Newer Tower? YES: Year Constructed: 1953 


Construction Materials: STEEL 
Markings/Patterns: BLACK; Shape: SKELETAL 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 1868; Number of Stories: 2.5 
Architectural Style: MODIFIED GOTHIC 
Construction Materials: BROWNSTONE 


Owner/Manager: U.S. COAST GUARD (NEW 
TOWERYMT. LORETTO HOME FOR CHILDREN 
(OLD TOWER) 

Current Use 

Open to the Public? NO 


National Register Status: NONE 


BUILT WHEN PRINCES BAY HAD LARGE 
COMMERCIAL OYSTERING INDUSTRY 





RACE ROCK LIGHT 


Location: ENTRANCE TO LONG ISLAND SOUND 
US.C.G. District 1 
Nearest City: FISHERS ISLAND: County: SUFFOLK 


Year Station Established: 1856. Year Automated: 1978 
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Year Existing Historic Tower Constructed: 1879 
ls the Light Operational? YES 
Foundation Materials: GRANITE/CONCRETE 
CAISSON 
Construction Materials: GRANITE 
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Markings/Patierns; NATURAL W/WHITE LANTERN 
Shape: SQUARE/OCTAGONAL 

Relationship to Other Structures; ATTACHED 
Tower Height: 45; Height of Focal Plane: 67 
Original Optic: FOURTH ORDER, FRESNEL (1879) 
Present Optic: OCB 24 (1979) 





ls there a Newer Tower! NO 

ls there an Existing Fog Signal Building? NO 

Current Fog Signal Type: HORN/ORIG, BELL, SIREN, 
DABOLL TRUMPET 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 1878; Number of Stories: 1.5 
Architectural Style: GOTHIC REVIVAL (ATTACHED) 
Construction Materials: GRANITE 


Other Structures: NONE 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO 

Access: BOAT - DANGEROUS LANDING 





Courtesy U.S. Coast Guard National Register Status: DETERMINED ELIGIBLE BY 
KEEPER OF THE NATIONAL REGISTER 


ENGINEERING FEAT; GOOD EXAMPLE OF EARLY CAISSON STRUCTURE WITH VICTORIAN DWELLING 





ROBBINS REEF LIGHT 


Location: WEST SIDE MAIN CHANNEL/UPPER NEW Original Optic: FOURTH ORDER, FRESNEL (1883) 
YORK BAY; U.S.C.G. Districh 1 Present Optic: 300 MM 
Nearest City: STATEN ISLAND; County: RICHMOND 
Year Station Established: 1839; Year Automated: 1966 ls there an Existing Keepers Quarters? YES 
Year Constructed: 1863 
Year Existing Historic Tower Constructed: 18863 Architectural Style: INTEGRAL SPARK PLUG 
Is the Light Operational? YES Construction Materials: CAST IRON 
Foundation Materials: GRANITE CAISSON 
Construction Materials: CAST IRON Owner/Manager: U.S. COAST GUARD 
Markings/Patterns: LOWER BROWWN/UPPER WHITE Current Use: ACTIVE AID TO NAVIGATION 
COON NATURAL BASE; Shape: CONICAL Open to the Public? NO; Access: BOAT 
Relationship to Other Structures: INTEGRAL 
Tower Height: 45; Height of Focal Plane: 56 National Register Status: NONE 





ROCHESTER HARBOR LIGHT 


Location: ON WEST PIER NEAR NORTH END W/BLACK LANTERN; Shape: CONICAL 
US.C.G. District 9 Relationship to Other Structures: SEPARATE 
Nearest City: ROCHESTER; County: MONROE Tower Height: 59; Height of Focal Plane: 59 
Year Station Established: 1822 Original Optic: FOURTH ORDER 


Present Optic: 375 MM 
Year Existing Historic Tower Constructed: 1931 


ls the Light Operational? NO; Deactivated 

Foundation Materials; CONCRETE/STONE 
BREAKWATER 

Construction Materials: STEEL/CAST IRON 

Markings/Patterns: WHITE UPPER/BROWN LOWER 


Owner/Manager: CITY OF ROCHESTER 
Current Use 
Open to the Public? YES; Access: BREAKWATER 


National Register Status: NONE 
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ROCK ISLAND LIGHT 


Location; ST, LAWRENCE RIVER/LAKE ONTARIO 
US.C.G, District 9 
Nearest City: ORLEANS; County: JEFFERSON 


Year Station Established: 1648 


Year Existing Historic Tower Constructed: 1662 
is the Light Operational? NO; Deactivated: 1930s 
Foundation Materials: CONCRETE/LIMESTONE 
Construction Materials: IRON/STEEL/BRICK 
Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 40; Height of Focal Plane: 40 
Original Optic: SIXTH ORDER 
Present Optic: REMOVED 








ls there a Newer Tower? NO 
ls there an Existing Fog Signal Building? NO 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1882; Number of Stories: 1.5 
Architectural Style: VICTORIAN; Constructic 9» Materials: WOOD 





Courtesy U.S. Coast Guard, 1957 


Other Structures: CLAPBOARD BOATHOUSE (1920), SHOP, 
FIELDSTONE SMOKEHOUSE (ca. 18647), STEEL GENERATOR HOUSE (1900), CLAPBOARD CARPENTERS SHOP 


(1882) 
Owner/Manager: STATE OF NEW YORW/RIVER PARKS UNIT OF THOUSAND ISLAND PARKS COMMISSION 
Current Use: STATE PARK; Open to the Public? YES; SUMMERS - GROUNDS ONLY 
Access: BOAT/CEDAR POINT STATE PARK/ROUTE 12; Public Phone: 315-482-2593 


National Register Status: LISTED: ROCK ISLAND LIGHT STATION 








ROMER SHOAL LIGHT 


Location: SWASH CHANNEL/NEW YORK LOWER BAY 
U.S.C.G. District: 1 
Nearest City: NEW YORK; County: RICHMOND 


Year Station Established: 1838; Year Automated: 1966 


Year Existing Historic Tower Constructed: 1898 
is the Light Operational? YES 
Foundation Materials: CONCRETE/CAST IRON CAISSON 
Construction Materials: CAST IRON 
Markings/Pattierns: WHITE W/RED BAND MIDWAY 
Shape: CONICAL 
Relationship to Other Structures: INTEGRAL 
Tower Height: 54; Height of Focal Plane: 54 
Original Optic: FOURTH ORDER, FRESNEL (1898) 
Present Optic: FA 251 








ls there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO 
Courtesy U.S. Coast Guard Current Fog Signal Type: HORN/ORIG. BELL 





248 Light Stations by State 





NEW YORK 


ls there an Existing Keepers Quarters? YES; Year Constructed; 1898; Architectural Style: INTEGRAL SPARK PLUG 
Construction Materials; CAST IRON/BRICK 


Other Structures: 


Owner/Manager:; U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT 


National Register Status: DETERMINED ELIGIBLE BY KEEPER OF THE NATIONAL REGISTER 








RONDOUT CREEK Il (KINGSTON) 
LIGHT 


Location; KINGSTON POINT/HUDSON RIVER 
U.S.C.G. District 1 
Nearest City: KINGSTON; County: ULSTER 


Year Station Established: 1638; Year Automated: 1954 


Year Existing Historic Tower Constructed: 1915 

Is the Light Operational? YES 

Foundation Materials; CONCRETE PIER W/WOOD 
PILES 

Construction Materials: BRICK 

Markings/Patterns: YELLOW BRICK W/BLACK 
LANTERN 

Shape: SQUARE 

Relationship to Other Structures: ATTACHED 

Tower Height: 48; Height of Focal Plane: 52 

Original Optic: SIXTH ORDER, FRESNEL (1915) 

Present Optic: 250 MM, ELECTRIC 








ls there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: HORN/ORIG. BELL 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1915; Number of Stories: 2.5 
Architectural Style: EARLY 20TH CENTURY 


Courtesy Hudson River Maritime Museum, 1992. Construction Materials: BRICK 





Other Structures: 2 CISTERNS IN BASEMENT 


Owner/Manager: U.S. COAST GUARD LEASE TO HUDSON RIVER MARITIME MUSEUM 
Current Use: ACTIVE AID TO NAVIGATION/MUSEUM 
Open to the Public? YES; WEEKENDS - SPRING/FALL, DAILY DURING SUMMERS; Access: BOAT 
Public Phone: 914-338-0071 


National Register Status: LISTED: KINGSTON/RONDOUT 2 LIGHTHOUSE (HUDSON RIVER LIGHTHOUSES TR) 
On State List/inventory? YES 
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SACKETTS HARBOR (HORSE ISLAND) LIGHT 


Location: LAKE ONTARIO; U.5.C.G. District; 9 
Nearest City: SACKETTS HARBOR 

County: JEFFERSON 

Year Station Established: 1831; Year Automated: 1957 


Year Existing Historic Tower Constructed; 1870 


is the Light Operational? NO 

Deactivated: 1967 

Foundation Materials: LIMESTONE 
Construction Materials: BRICK 
Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: SQUARE 

Relationship to Other Structures: ATTACHED 


Original Optic: FIFTH ORDER, FRESNEL 


is there a Newer Tower? YES; Year Constructed: 1957 
Construction Materials; STEEL; Shape: SKELETAL 


Other Structures: BARN, PRIVY, OIL HOUSE 
Owner/Manager, U.S. COAST GUARD (NEW 
TOWER)PRIVATE OWNER (OLD TOWER) 
Current Use: 

Open to the Public? NO; Access: BOAT 


National Register Status: NONE 





SANDS POINT LIGHT (OLD) 


Location: LONG ISLAND; U.S.C.G. District: 1 
Nearest City: PORT WASHINGTON; County: NASSAU 
Year Station Established: °99 


Year Existing Historic Tower Constructed: 1809 


is the Light Operational? NO 

Deactivated: 1922 

Foundation Materials: BROWNSTONE 

Construction Materials: BROWNSTONE 

Markings/Patterns: UNPAINTED MASONRY W/FAUX 
LANTERN; Shape: OCTAGONAL 

Relationship to Other Structures: ATTACHED 

Tower Height: 65; Height of Focal Plane: 68 

Original Optic: 11 LAMPS, 9" REFLECTORS (1809) 

Present Optic: FOURTH ORDER, FRESNEL (1856) 


Ils there a Newer Tower? YES; Year Constructed: 1968 


Construction Materials: STEEL; Shape: SKELETAL 
Tower Height: 38; Height of Focal Plane: 38 
Current Optic: GREEN PLASTIC AEROBEACON 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1868; Number of Stories: 2.5 


Architectural Style: COLONIAL 
Construction Materials: BRICK 


Owner/Manager: PRIVATE OWNER (OLD 
TOWERYVU.S. COAST GUARD (NEW TOWER) 


Current Use: PRIVATE RESIDENCE 
Open to the Public? NO 
National Register Status: NONE 


REPLACED IN 1922 BY MINOR LIGHT OFFSHORE 





SAUGERTIES LIGHT 


Location: HUDSON RIVER AT ESOPUS CREEK 
U.S.C.G. District: 1 
Nearest City: SAUGERTIES; County: ULSTER 


Year Station Established: 1836; Year Automated: 1954 


Year Existing Historic Tower Constructed: 1869 
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is the Light Operational? YES 

Deactivated: 1954-1990 

Foundation Materials: GRANITE BLOCK CRIB 

Construction Materials: BRICK 

Markings/Patterns: NATURAL W/BLACK LANTERN 

Shape: SQUARE 

Relationship to Other Structures: ATTACHED 

Tower Height: 46; Height of Focal Plane: 42 

Original Optic: SIXTH ORDER 

Present Optic: FOURTH ORDER, SOLAR POWERED 
(1990) 


ils there a Newer Tower? NO 


Is there an Existing Fog Signal Building? YES 
Year Constructed: 1910 
Construction Materials: 
Architectural Style: 

Current Fog Signal Type: BELL (INACTIVE) 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1869; Number of Stories: 2.5 


Architectural Style: ITALIANATE 
Construction Materials: BRICK 


Other Structures: CISTERN, BOATHOUSE 
Owner/Manager: SAUGERTIES LIGHTHOUSE 


CONSERVANCY 
Current Use: MUSEUM/BED & BREAKFAST 
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Open to the Public? YES; WEEKENDS APRIL TO 
OCTOBER OR BY APPOINTMENT 

Access; WALKWAY FROM COAST GUARD 
STATION/BOAT; Public Phone: 914-246-4380 


National Register Status: LISTED: SAUGERTIES 
LIGHTHOUSE (HUDSON RIVER LIGHTHOUSES 


NEW YORK 


TR) 
On State LisVinventory? YES; Year Listed: 1977 


MODERN TOWER REMOVED 1985; RESTORED BY 
SAUGERTIES LIGHTHOUSE CONSERVANCY AS A 
MUSEUM AND 6&8 IN 1992; OLD TOWER RELIT 
1990 





SELKIRK (SALMON RIVER) LIGHT 


Location: SALMON RIVER ENTRANCE/LAKE 
ONTARIO; U.5.C.G, District: 9 

Nearest City: PULASKI; County: OSWEGO 

Year Station Established: 1838; Year Automated: 1989 


Year Existing Historic Tower Constructed: 1838 

is the Light Operational? YES (PRIVATE AID) 

Deactivated: 1859-1989 

Foundation Materials; NATURAL/EMPLACED 

Construction Materials: WOOD TOWER ON 
FIELDSTONE HOUSE 

Markings/Patterns: RED TOWER W/SILVER LANTERN 
ON HOUSE 

Shape: OCTAGONAL 

Relationship to Other Structures: INTEGRAL 

Tower Height: 32; Height of Focal Plane: 49 

Original Optic: 8 LAMPS, 14” REFLECTORS (1838) 

Present Optic: PLASTIC (1989) 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1838; Number of Stories: 2.5 


Architectural Style: INTEGRAL TO TOWER 
Construction Materials: FIELDSTONE 


Other Structures: CRIBWORK BREAKWATER 


: PRIVATE OWNER 
Current Use: PRIVATE AID/GUEST HOUSE 


Open to the Public? YES; BY APPOINTMENT AND AS 


RENTAL 


Access: END OF LAKE ROAD (COUNTY RT. 5) WEST 


OF RT. 3; Public Phone: 315-298-6688 


National Register Status: LISTED: SELKIRK 
LIGHTHOUSE; On State List/inventory? YES 
Documented by HABS? YES (NY-6112) 


CONTAINS RARE OLD-STYLE LANTERN; REFITTED 
1855; OPERATED AS A PRIVATE AID FROM 1858 
TO 1890; STATION ALSO OPERATED AS A 
LIFESAVING STATION 1877 TO 1895; RELIT AFTER 
99 YEARS AS A PRIVATE AID IN 1989 





SISTER’S ISLAND LIGHT 


Location: ST. LAWRENCE RIVER; U.S.C.G. District: 9 
Nearest City: JEFFERSON 
Year Station Established: 1870 


Year Existing Historic Tower Constructed: 1870 
Is the Light Operational? NO 
Deactivated: 1950s 
Construction Materials; LIMESTONE 
Markings/Patterns: NATURAL 
Shape: SQUARE TOWER ON ROOF OF DWELLING 
Relationship to Other Structures: INTEGRAL 
Tower Height: 60 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1870; Number of Stories: 2.5 


Architectural Style: STICK STYLE 
Construction Materials: LIMESTONE 


Other Structures: SHED 
Owner/Manager: PRIVATE OWNER 


Current Use: 
Open to the Public? NO; OFFSHORE 


National Register Status: NONE 





SODUS POINT LIGHT 


Location: SODUS BAY/LAKE ONTARIO 
U.S.C.G. District: 9 
Nearest City: SODUS POINT; County: WAYNE 


Year Station Established: 1825 


Year Existing Historic Tower Constructed: 1871 
Is the Light Operational? NO 
Deactivated: 1901 
Foundation Materials: NATURAL/EMPLACED 
Construction Materials: LIMESTONE 
Markings/Patterns: NATURAL W/BLACK LANTERN 
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SODUS POINT LIGHT cont. . 


Shape: SQUARE 

Relationship to Other Structures; ATTACHED 
Tower Height: 45; Height of Focal Plane; 70 
Original Optic: SIXTH ORDER (1871) 

Present Optic: THIRD-ONE-HALF ORDER (1985) 


is there a Newer Tower? YES; Year Constructed: 1939 
Construction Materials; CAST IRON 
Markings/Patierns: WHITE W/RED TRIM 
Shape: SQUARE PYRAMIDAL ON PIER 
Height of Focal Plane: 51 








is there an Existing Fog Signal Building? NO 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1871; Number of Stories: 2.5 
Architectural Style: . 
Construction Materials: LIMESTONE eum é 


Other Structures: DEMOLISHED 1939 (COMBINED LAUNDRY/ ii . 
2 CAR GARAGE ERECTED 1939) 





Owner/Manager; TOWN OF SODUS POINT LEASE TO SODUS BAY = Courtesy Sodus Bay Historical Society, ca. 
HISTORICAL SOCIETY; Current Use: MUSEUM 1992. 

Open to the Public? YES; MAY-OCTOBER (10-5 DAILY) 

Access: ONTARIO ST. OFF RT. 14; Public Phone: 315-483-4936 


National Register Status: LISTED: SODUS POINT LIGHTHOUSE 


PIER & SHORE LIGHT SERVED SIMULTANEOUSLY FROM 1834 UNTIL 1901; PIER LIGHT IS IN WAYNE COUNTY 
PARK; DWELLING USED FOR COAST GUARD HOUSING UNTIL 1984; NOW A MARITIME MUSEUM 








SOUTH BUFFALO NORTH SIDE LIGHT 


Location: RELOCATED FROM BUFFALO HARBOR SOUTH ENTRANCE 
U.S.C.G. District: 9 f 
Nearest City; DUNKIRK; County; CHAUTAUQUA 





Year Station Established: 1903; Year Automated: 


yf \ Year Existing Historic Tower Constructed: 1903 

Is the Light Operational? NO; Deactivated: 1980s 

Foundation Materials: ORIG /CONCRETE ON PIER ON CRIB 
Construction Materials: BOILER PLATE/CAST IRON 
Markings/Patterns: WHITE W/BLACK LANTERN 

Shape: "BOTTLE SHAPED" 

Relationship to Other Structures: SEPARATE 

Tower Height: 29; Height of Focal Plane: 20 

Original Optic: SIXTH ORDER, FRESNEL (1903) 

Present Optic: 300 MM 








Ils there a Newer Tower? NO 
s there an Existing Fog Sigr al Building? NO 
is there an Existing Keepers Quarters? NO 








Courtesy Dunkirk Historical Lighthouse 
and Veterans Park Museum. Other Structures: 
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Owner/Manager; DUNKIRK LIGHTHOUSE & VETERANS PARK MUSEUM; Current Use; MUSEUM DISPLAY 
Open to the Public? YES; ON DISPLAY AT ENTRANCE OF DUNKIRK LIGHT 
Access; LIGHTHOUSE DRIVE OFF RT, 5; Public Phone; 716-366-5050 


National Register Status: LISTED: SOUTH BUFFALO NORTH SIDE LIGHT (U.S. COAST GUARD LIGHTHOUSES 


AND LIGHT STATIONS ON THE GREAT LAKES TR) 





SPLIT ROCK POINT LIGHT (OLD) 


Location; WHALLON BAY/LAKE CHAMPLAIN 
U.S.C.G, District: 9 

Nearest City: ESSEX; County: ESSEX 

Year Station Established: 1838; Year Automated: 1928 


Year Existing Historic Tower Constructed: 1867 

Is the Light Operational? NO 

Deactivated: 1928 

Foundation Materials: LIMESTONE ON STONE 
MOLEHEAD’ 

Construction Materials: LIMESTONE 

Markings/Patterns: NATURAL W/RED & WHITE 
TRIM 

Shape: OCTAGONAL 

Relationship to Other Structures: ATTACHED 

Tower Height: 39; Height of Focal Plane: 100 

Original Optic: FOURTH ORDER, FRESNEL (1857) 


Ils there a Newer Tower? YES; Year Constructed: 1928 
Construction Materials: STEEL 
Markings/Patterns: RED; Shape: SKELETAL 


Height of Focal Plane: 100 
Original Optic: AEROBEACON (1928) 


Is there an Existing Fog Signal Building? NO 

Is there an Existing Keepers Quarters? YES (MODIFIED) 
Year Constructed: 1899; Number of Stories: 1.5 
Architectural Style: GREEK REVIVAL 
Construction Materials: WOOD/FLAGSTONE 

Other Structures: CARRIAGE HOUSE 

Owner/Manager: U.S. COAST GUARD (NEW 

TOWER)/PRIVATE OWNER (OLD TOWER) 

Current Use: SUMMER RESIDENCE 

Open to the Public? NO; Access: BOAT 

National Register Status: NONE 


REPLACED BY RED STEEL SKELETAL TOWER 1928 





STATEN ISLAND (RANGE REAR) LIGHT 


Location: RICHMOND HILL/STATEN ISLAND 
U.S.C.G. District: 1 

Nearest City: RICHMONDTOWN 

County: RICHMOND 


Year Station Established: 1909; Year Automated: 


Year Existing Historic Tower Constructed: 1912 
Is the Light Operational? YES 
Foundation Materials: GREY LIMESTONE 
Construction Materials: YELLOW BRICK 
Markings/Patterns: NATURAL 
Shape: OCTAGONAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 90; Height of Focal Plane: 231 
Original Optic: SECOND ORDER RANGE 
Present Optic: SECOND ORDER 


Is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? UNKNOWN 


Is there an Existing Keepers Quarters? UNKNOWN 

Other Structures: 

Owner/Manager: U.S. COAST GUARD (TOWER)/ 
DWELLING (PRIVATE) 

Current Use: ACTIVE AID TO NAVIGATION 

Open to the Public? NO 


National Register Status: DETERMINED ELIGIBLE BY 
KEEPER OF THE NATIONAL REGISTER 
On State List/Inventory? YES 


REAR RANGE TO WEST BANK LIGHT 
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STEPPING STONES LIGHT 


Location: OUTER EDGE OF REEF/LONG ISLAND 
SOUND; U,S.C.G, District: 1 

Nearest City: KINGS POINT; County: NASSAU 

Year Station Established: 1877; Year Automated: 1967 


Year Existing Historic Tower Constructed: 1877 
Is the Light Operational? YES 
Foundation Materials: GRANITE/CONCRETE PIER 
Construction Materials; BRICK 
Markings/Patterns: RED BRICK/GRANITE TRIM, 

BLACK & WHITE LANTERN 

Shape: SQUARE 
Relationship to Other Structures: INTEGRAL 
Tower Height: 38; Height of Focal Plane: 46 


Original Optic: FIFTH ORDER, FRESNEL (1877) 
Present Optic: 300 MM 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1877; Number of Stories: 1.5 
Architectural Style: SECOND EMPIRE 
Construction Materials: BRICK 


Owner/Manager: U.S. COAST GUARD 
Current Use; ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT 


National Register Status: NONE 





STONY POINT (HENDERSON) LIGHT (OLD) 


Location: HENDERSON BAY/LAKE ONTARIO 
U.S.C.G. District: 9 

Nearest City: HENDERSON; County: JEFFERSON 
Year Station Established: 1826; Year Automated: 1950 


Year Existing Historic Tower Constructed: 1869 
Is the Light Operational? NO 
Deactivated: 1945 
Construction Materials: BRICK 
Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: SQUARE 
Relationship to Other Structures: ATTACHED 
Tower Height: 73; Height of Focal Plane: 
Original Optic: FOURTH ORDER FRESNEL 


ls there a Newer Tower? YES; Year Constructed: 1945 


Construction Materials: STEEL; Shape: SKELETAL 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1869; Number of Stories: 1.5 
Architectural Style: MODIFIED 
Construction Materials: BRICK 


Other Structures; 3 STORAGE BUILDINGS, 
FOUNDATIONS OF 1830 TOWER 


Owner/Manager: PRIVATE OWNER (OLD 
TOWER)/U.S. COAST GUARD (NEW TOWER) 

Current Use: 

Open to the Public? NO 


National Register Status: NONE 





STONY POINT LIGHT 


Location: HUDSON RIVER; U.S.C.G. District: 5 
Nearest City: STONY POINT; County: ROCKLAND 


Year Station Established: 1826; Year Automated: 1973 


Year Existing Historic Tower Constructed: 1826 

Is the Light Operational? NO 

Deactivated: 1925 

Foundation Materials: SURFACE ROCK 

Construction Materials: FIELDSTONE/WROUGHT 
IRON/COPPER 

Markings/Patterns: WHITE W/BLACK LANTERN 

Shape: OCTAGONAL 

Relationship to Other Structures: SEPARATE 

Tower Height: 30; Height of Focal Plane: 22 

Original Optic: 8 PATENT LAMPS, 12" REFLECTORS 
(1826) 
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Present Optic: REMOVED 


ls there a Newer Tower? YES; Year Constructed: 1925; 
Construction Materials: STEEL 
Markings/Patterns: BLACK 
Shape: PYRAMIDAL SKELETAL; Tower Height: 29 


Is there an Existing Fog Signal Building? NO 
(REMOVED) 
Current Fog Signal lype: BELL 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1925; Number of Stories: 1.5 
Architectural Style: CAPE 
Construction Materials: STONE 


Other Structures: 
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Owner/Manager, STATE OF NEW YORW/PALISADES 
INTERSTATE PARKS COMMISSION 

Current Use: STATE HISTORIC SITE 

Open to the Public? YES; GROUNDS ONLY 

Access: STONY POINT BATTLEFIELD HISTORIC 
PARK, Public Phone: 914-786-2521 


NEW YORK 


National Register Status: LISTED: STONY POINT 
LIGHTHOUSE (HUDSON RIVER LIGHTHOUSES 
TR) 

On State LisVinventory? VOUS; Year Listed: 1979 


EXTERIOR RESTORED 1986 





TARRYTOWN LIGHT 


Location HUDSON RIVER SOUTH OF KINGSLAND 
US.C.G, Dietrich 1 

Nearest City; NORTH TARRYTOWN 

County: WESTCHESTER 


Year Station Established: 1683, Year Automated: 1957 


Year Existing Historic Tower Constructed: 1683 

is the Light Operational? NO 

Deactivated: 1961 

Foundation Materials: STONE PIER/CAST IRON 
CAISSON 

Construction Materials: CAST IRON 

Markings/Patterns: WHITE W/BLACK TRIM & RED 
BASE 

Shape: CONICAL 

Relationship to Other Structures: INTEGRAL 

Height of Focal Plane: 56 

Original Optic: FOURTH ORDER, FRESNEL (1683) 


is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 


Current Fog Signal Type: ORIG, BELL 


is there an Existing Keepers Quarters? YES 
Year Constructed: 1683; Number of Stories: 4 
Architectural Style: INTEGRAL TO TOWER 
Construction Materials: CAST IRON 


Other Structures: NONE 


Owner/Manager; COUNTY OF WESTCHESTER 

Current Use: COUNTY PARK 

Open to the Public? YES; BY APPOINTMENT 

Access: KINGSLAND POINT PARK/PALMER AVENUE 
OFF ROUTE 9; Public Phone: 914-593-2600 


National Register Status: LISTED: TARRYTOWN 
LIGHTHOUSE (HUDSON RIVER LIGHTHOUSES 
TR); On State List/inventory? YES 


CONSTRUCTION OF TAPPAN ZEE BRIDGE MADE 
LIGHT OBSOLETE 











Courtesy Golden Hill State Park/Tom Harris 


Tower Height: 61; Height of Focal Plane: 71 





THIK Y MILE POINT LIGHT 
(OLD) 
Location: LAKE ONTARIO/GOLDEN HiLI 


STATE PARK; U.5.C.G. Districh: 9 
Nearest City: BARKER; County: NIAGARA 





Year Station Established: 1875 
Year Automated: 1959 


Year Existing Historic Tower Constructed: 1875 
is the Light Operational? NO 
Deactivated: 1959 
Foundation Materials: LIMESTONE BLOCK 
Construction Materials: LIMESTONE 
Markings/Patterns: NATURAL W/WHITE, 

BLACK & RED LANTERN 

Shape: SQUARE 
Relationship to Other Structures: ATTACHED 


Original Optic: THIRD ORDER, FRESNEL (1875); Present Optic: REMOVED (1959) 


is there a Newer Tower? YES; Year Constructed: 1959; Construction Materials: STEEL; Markings/Patterns: RED 
Shape: SKELETAL; Tower Height: 62; Height of Focal Plane: 66 
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THIRTY MILE POINT LIGHT (OLD) cont, 


ls there an Existing Fog Signal Building? YES; Year Constructed: 1935; Construction Materials; YELLOW BRICK 
Architectural Style: MODERN, Current Fog Signal Type: REMOVED 


is there an Existing Keepers Quarters! YES, Year Constructed: 1875; Number of Stories: 2 
Architectural Style: ATTACHED, Construction Materials: LIMESTONE 


Other Structures: BARN, 2 OIL MOUSES, PUMP MOUSE, PRIVY, WORKSHOP SHED, CEMENT DOCK 

Owner/Manager, STATE OF NEW YORK/NIAGARA FRONTIER REGION; Current Use: STATE PARK 

Open to the Public? YES; WEEKENDS 2-4 PM; Access: GOLDEN HILL STATE PARK/LOWER LAKE RD. OFF RT. 269 

Public Phone: 716-795-3885 

National Register Status: LISTED: THIRTY MILE POINT LIGHT (U.S. COAST GUARD LIGHTHOUSES AND LIGHT 
STATIONS ON THE GREAT LAKES TR): On State LisV/inventory? YES; Year Listed: 1984 

Documented by HABS? YES (NY-6154) 


OLD TOWER UNDER RESTORATION 





THREE SISTERS ISLAND LIGHT 


Location: ST. LAWRENCE; U.S.C.G. District 9 Relationship to Other Structures: INTEGRAL 
Nearest City: CHIPPEWA BAY 
County: ST. LAWRENCE Is there an Existing Keepers Quarters! YES 
Year Station Established: 1870 Year Constructed: 1870; Number of Stories: 1.5 
Architectural Style: INTEGRAL 

Year Existing Historic Tower Constructed: 1870 Construction Materials: LIMESTONE BRICK 

Is the Light Operational? NO; Deactivated 

Foundation Materials: LIMESTONE BLOCK ON Owner/Manager: PRIVATE OWNER 

ROCK REEF Current Use 

Construction Materials: DRESSED LIMESTONE BRICK Open to the Public? NO 

Markings/Patterns: NATURAL W/WHITE TRIM 

Shape: SQUARE National Register Status: NONE 





TIBBETTS POINT LIGHT 


Location: ST. LAWRENCE RIVER/LAKE 
ONTARIO; U.5S.C.G. District: 9 

Nearest City: CAPE VINCENT 

County: JEFFERSON 


Year Station Established: 1827 
Year Automated: 1981 


Year Existing Historic Tower Constructed 

1854 

is the Light Operational? YES 

Foundation Materials 
NATURAL/EMPLACED 

Construction Materials: BRICK/STUCCO 

Markings/Patterns: WHITE W/BLACK 
LANTERN 

Shape: CONICAL 


Relationship to Other Structures 
SEPARATE Courtesy U.S. Coast Guard 
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Tower Meight) 58; Height of Focal Plane: 69 
Original Optic: FOURTH ORDER, FRESNEL (1854) 
Present Optic: FOURTH ORDER 


le there a Newer Tower! NO 


ls there an Existing Fog Signal Building? YES 
Year Constructed: 1895 
Construction Materials 
Architectural Style 
Current Fog Signal Type: ELEC TRIC/DIESEL AIR/JORIGC, 
STEAM 


is there an Existing Keepers Quarters! YES 
Year Constructed: 1600; Number of Stories: 2.5 
Architectural Style 
Construction Materials: WOOD 


NEW YORK 


Other Structures: DUPLEX KEEPERS DWELLING, 
RADIOBLACON, IRON O11 MOUSE, GARAGE 


OwnerManager U5. COAST GUARD LEASE TO 
TOWN OF TIBBLTTS POINT/AMERICAN YOUTH 
MOSTEL 

Current Use: ACTIVE AID TO NAVIGATION/VOUTH 
MOSTEL IN KEEPERS 

Open to the Public? YES IMAY-SEPT) 

Access: TIBBETTS POINT ROAD 

Public Phone: 315.654.3450 


National Register Status: LISTED: TIBBETTS POINT 
LIGHT (U.S. COAST GUARD LIGHTHOUSES 
AND LIGHT STATIONS ON THE GREAT LAKES 
TR) 





on 








Courtesy Clinton County Historical Association/Helen W 


Allan, 1992 


is there an Existing Fog Signal Building? NO 





VALCOUR ISLAND (BLUFF POINT) 
LIGHT 


Location: VALCOUR ISLAND/LAKE CHAMPLAIN 
US5S.C.G. Dietrich 9 
Nearest City: PLATTSBURGH; County: CLINTON 


Year Station Established: 1874 
Year Automated: 1940 


Year Existing Historic Tower Constructed: 1674 
is the Light Operational? NO; Deactivated: 1930 
Foundation Materials: DRESSED STONE/TIMBER 
Construction Materials: BLUE LIMESTONE/WOOD 
Markings/Patterns: RED/WHITE TOWER ON SQUARE 

HOUSE 

Shape: OCTAGONAL 
Relationship to Other Structures: INTEGRAL 
Tower Height: 35; Height of Focal Plane: 95 
Original Optic: FIFTH ORDER, FRESNEL (1874) 
Present Optic: REMOVED 


ls there a Newer Tower? YES 
Year Constructed: 1930 
Construction Materials: STEEL 
Markings/Patterns: RED 
Shape: SKELETAL; Original Optic: AEROBEACON 


is there an Existing Keepers Quarters? YES; Year Constructed: 1871; Number of Stories: 1.5 
Architectural Style: SECOND EMPIRE; Construction Materials: BLUE LIMESTONE 


Other Structures: WOODEN SHED, PRIVY, CLLLAR CISTERN 


Owner/Manager: NEW YORK STATE/CLINTON COUNTY HISTORICAL ASSOCIATION; Current Use: STATE PARK 
Open to the Public? YES; GROUNDS ONLY; Access: BOAT/ADIRONDACK STATE PARK 


National Register Status: LISTED: VALCOUR ISLAND LIGHTHOUSE; On State List/Inventory? YES 
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WELFARE ISLAND LIGHTHOUSE 


Location: LAST RIVER; U.S.C.G. Distrieh | 
Nearest City; QUEENS, County: NEW YORK 


Year Station Established: 1872; Year Automated 


Year Existing Historic Tower Constructed: 1672 
is the Light Operational’ NO, Deactivated 
Foundation Materials: GRANITE BASE ON CONCRETE PIER 
Construction Materials: GNEISSTONE BLOCKS 
Markings/Patterns:; NATURAL BLACK 
Shape; OCTAGONAL 
Relationship to Other Structures, SEPARATE 
Tower Height: 50; Height of Focal Plane: 46 
Original Optic: FOURTH ORDER 
Present Optic: EXTERIOR FLOODLICHTS 


is there a Newer Tower! NO 
ls there an Existing Fog Signal Building? NO 


is there an Existing Keepers Quarters? UNKNOWN 
Other Structures 
Owner/Manager: NEW YOR! CITY DEPARTMENT OF PARKS 


Current Use: 
Open to the Public? YES; Access: PUBLIC PIER 

















Courtesy HABS/HAER/Jack £ Boucher, 1970 


National Register Status: LISTED: LIGHTHOUSE; Documented by HABS? YES (NY-6081) 





WEST BANK (RANGE FRONT) LIGHT 


Location: AMBROSE CHANNEL/LOWER NEW YORK 
BAY; U.S.C.G. Distric: 1 

Nearest City: STATEN ISLAND; County: RICHMOND 

Year Station Established: 1901; Year Automated: 1985 


Year Existing Historic Tower Constructed: 1901 
ls the Light Operational? YES 
Foundation Materials: CONCRETE/CAST IRON 

CAISSON 

Construction Materials: CAST IRON 
Markings/Patterns: BROWN OWN BLACK BASE 
Shape: CONICAL “SPARK PLUG" 
Relationship to Other Structures. INTEGRAL 
Tower Height: 55; Height of Focal Plane: 69 
Original Optic: FOURTH ORDER, FRESNEL (1901) 
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Present Optic: FOURTH ORDER 


is there an Existing Keepers Quarters? YES 
Year Constructed: 1901 
Architectural Style: INTEGRAL SPARK PLUG 
Construction Materials: CAST IRON 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO; Access: BOAT 
National Register Status: NONE 


TOWER HEIGHTENED IN 1908; STATEN ISLAND 
SERVES AS REAR RANGE 
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BALD HEAD "OLD BALDY" LIGHT 


Location: BALD MEAD ISLAND/CAPE FEAR RIVER 
U5.C.G, Dietieh 5 

Nearest City; SOUTHMPORT 

County: BRUNSWICK 


ls there an Existing Fog Signal Building! NO 
Current Fog Signal Type: BELL 


ls there an Existing Keepers Quarters? NO 
(DESTROVED) 
Year Station Established, 1789 
Other Structures: BRICK OIL MOUS 
Year Existing Historic Tower Constructed: 1617 
ls the Light Operational? NO 
Deactivated: 1930 
Foundation Materials: DRESSED STONE 
Construction Materials: BRICK 
Markings/Pattierns: MOTTLED STUCCO/VPLASTER 
Shape: OCTAGONAL 


Owner/Manager, OLD BALDY FOUNDATION 
Current Use: MUSEUM 

Open to the Public? YES; OPEN DAILY 

Access: FERRY FROM SOUTHPORT 

Public Phone: 919.457.5000 


Relationship to Other Structures: SEPARATE 
Tower Height: 100; Height of Focal Plane: 110 


National Register Status: LISTED: BALD HEAD 
ISLAND LIGHTHOUSE 
On State List/inventory? YES 


Original Optic: 15 LAMPS & REFLECTORS (1651) 
Present Optic: REMOVED 
RENOVATED 1990-1993 
is there a Newer Tower! NO 





BODIE ISLAND LIGHT 


Location: 4 MILES NORTH OF OREGON INLET 
U5.C.G. District 5 

Nearest City: NAGS HEAD; County: DARE 

Year Station Established: 1848 

Year Automated: 1954 


Year Existing Historic Tower Constructed: 1872 
ls the Light Operational? YES 
Foundation Materials: TIMBER/GRANITE/RUBBLE 
Construction Materials: BRICK/CAST IRON/STONE 
Markings/Patterns: WHITE & BLACK BANDS 

W/BLACK LANTERN 

Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 170; Height of Focal Plane: 156 
Original Optic: FIRST ORDER, FRESNEL (1872) 
Present Optic: FIRST ORDER, FRESNEL (1872) 





ls there an Existing Keepers Quarters? YES 
Year Constructed: 1872; Number of Stories: 2 
Architectural Style: DUPLEX 
Construction Materials: BRICK 


Other Structures: CISTERN, STORAGE BUILDING, 
OI HOUSE 





Bruce Roberts Owner/Manager: U.S. COAST GUARD 


(TOWERYWNATIONAL PARK SERVICE 
Current Use: ACTIVE AID TO NAVIGATION/NATIONAL PARK 
Open to the Public? YES; MUSEUM IN KEEPERS DWELLING OPEN DAILY IN SUMMER 
Access: CAPE HATTERAS NATIONAL SEASHORE/ROUTE 12: Public Phone: 919-473-2111 


National Register Status: NONE 
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Bruce Roberts 


CAPE HATTERAS LIGHT 


Location: NORTH OF CAPE HATTERAS 
POINT/OUTER BANKS; U.S.C.G. District: 5 
Nearest City: BUXTON; County: DARE 


Year Station Established: 1797; Year Automated: 1936 


Year Existing Historic Tower Constructed: 1870 
Is the Light Operational? YES 
Foundation Materials: GRANITE/TIMBER/RUBBLE 
Construction Materials: BRICK/CAST IRON/STONE 
Markings/Patterns: WHITE AND BLACK SPIRAL/RED 

BRICK BASE 

Shape: CONICAL W/BLACK LANTERN 
Relationship to Other Structures: SEPARATE 
Tower Height: 208; Height of Focal Plane: 191 
Original Optic: FIRST ORDER FRESNEL (1870) 
Present Optic: DCB 24 (1972) 


ls there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1871; Number of Stories: 2 
Architectural Style: VICTORIAN 
Construction Materials: BRICK 











Other Structures; DUPLEX KEEPERS QUARTERS 
(1854), CISTERN, OIL HOUSE (1892), STORAGE 
BUILDING, RUINS OF 1803 TOWER 


Owner/Manager: U.S. COAST GUARD/NATIONAL 
PARK SERVICE 

Current Use: ACTIVE AID TO NAVIGATION IN 
NATIONAL PARK/ASSISTANT KEEPERS IS 
VISITOR CENTER 

Open to the Public? YES; OPEN DAILY 

Access: CAPE HATTERAS NATIONAL 
SEASHORE/ROUTE 12 

Public Phone: 919-996-4474 


National Register Status: LISTED: CAPE HATTERAS 
LIGHT STATION 
Documented by HABS? YES (NC-357) 


AMERICA’S TALLEST TOWER; EXCELLENT EXAMPLE 
OF THE 1870S BRICK DESIGN USED 
THROUGHOUT THE NATION; WATCHED OVER 
THE INFAMOUS DIAMOND SHOALS; MAJOR 
TURNING PO: .T ON EAST COAST FOR COASTAL 
TRADE 


260 Light Stations by State 











NORTH CAROLINA 


4"! LOOKOUT UGH 


Location: CORE BANKS; U.5.C.G. District: 5 
Nearest City; BEAUFORT; County: CARTERET 





Year Station Established: 1612; Year Automated: 1950 


Year Existing Historic Tower Constructed; 1659 
Is the Light Operational? YES 
Foundation Materials; WOOD PILINGS/DORESSED STONE 
Construction Materials: BRICK 
Markings/Patterns: BLACK & WHITE DIAGONALLY 

CHECKERED W/BLACK LANTERN 

Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 169; Height of Focal Plane: 156 
Original Optic: FIRST ORDER, FRESNEL (1859) 
Present Optic: OCB 24 











is there a Newer Tower? NO 
ls there an Existing Fog Signal Building? NO 








Courtesy U.S. Coast Guard. 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 1873; Number of Stories: 2 
Architectural Style: 
Construction Materials: BRICK 





Other Structures: BRICK OIL HOUSE, COAL SHED, 2 CISTERNS, SUMMER KITCHEN, STABLE 
Owner/Manager: U.S. COAST GUARD/NATIONAL PARK SERVICE 

Current Use: ACTIVE AID TO NAVIGATION/KEEPERS DWELLING IS VISITORS CENTER IN NATIONAL PARK 
Open to the Public? YES; Access: CAPE LOOKOUT NATONAL SEASHORE; Public Phone: 919-240-1409 
National Register Status: LISTED: CAPE LOOKOUT LIGHT STATION 


KEEPERS DWELLING RESTORED 1988-1990 








CURRITUCK BEACH LIGHT 


Location: OUTER BANKS/WHALE HEAD BAY 
U.S.C.G. District: 5 
Nearest City; COROLLA; County: CURRITUCK 


Year Station Established: 1873; Year Automated: 1939 


Year Existing Historic Tower Constructed: 1875 
is the Light Operational? YES 
Foundation Materials: TIMBER/BRICK 
Construction Materials: BRICK/CAST IRON 
Markings/Patterns: NATURAL RED BRICK W/BLACK LANTERN 
Shape: CONICAL ATTACHED TO "REPAIR ROOM" 
Relationship to Other Structures: ATTACHED 
Tower Height: 162; Height of Focal Plane: 158 
Original Optic: FIRST ORDER, POLYGONAL FRESNEL (1875) 
Present Optic: FIRST ORDER, FRESNEL (1875) 





Ils there a Newer Tower? NO Courtesy Outer Banks Conse vationists, 
Is there an Existing Fog Signal Building? NO Inc./Ms. Lloyd Childers. 
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CURRITUCK BEACH LIGHT cont, 


ls there an Existing Keepers Quarters? YES; Year Constructed: 1876; Number of Stories: 2.5 
Architectural Style: STICK STYLE DUPLEX; Construction Materials: WOOD 


Other Structures; PRIVY, CURRITUCK LIGHTHOUSE DEPOT (USED AS 2ND KEEPERS QUARTERS - UNDER 
RESTORATION TO BE MUSEUM SHOP), 2 CISTERNS 


Owner/Manager, U.S. COAST GUARD LEASE TO OUTER BANKS CONSERVATIONISTS, INC 
Current Use: ACTIVE AID TO NAVIGATION/MUSEUM 

Open to the Public? YES; EASTER THROUGH THANKSGIVING 

Access: U.S. 158 TO N.C. 12: Public Phone: 919.453.4939 

National Register Status; LISTED: CURRITUCK BEACH LIGHTHOUSE 


RESTORATION BEGUN 1982 





OCRACOKE ISLAND LIGHT 


Location: OCRACOKE INLET/OUTER BANKS 
U.5.C.G, Distric: 5 
Nearest City: OCRACOKE; County: HYDE 


Year Station Established: 1803: Year Automated: 1955 


Year Existing Historic Tower Constructed: 1823 
is the Light Operational? YES 
Foundation Materials: DRESSED STONE/TIMBER 
Construction Materials: BRICK W/MORTAR SURFACE 
Markings/Patterns: WHITE 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 65; Height of Focal Plane: 75 
Original Optic: FOURTH ORDER, FRESNEL (1854) 
Present Optic: FOURTH ORDER, FRESNEL (1899) 





ls there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1824; Number of Stories: 2 
Architectural Style: 

Construction Materials: BRICK 


Other Structures: OIL HOUSE, 2 STORAGE BUILDINGS 


Owner/Manager: U.S. COAST GUARD/NATIONAL PARK 
SERVICE . 

Current Use: ACTIVE AID TO NAVIGATION IN NATIONAL 
PARK/KEEPERS DWELLING SERVES AS NATIONAL 
PARK SERVICE HOUSING 

Open to the Public? YES; GROUNDS ONLY; Access: RURAL ROAD 1326; Public Phone: 919-473-2111 








Courtesy Cape Hatteras National Seashore 


National Register Status: LISTED: OCRACOKE LIGHT STATION; On State List/Inventory? YES 
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ASHITABULA HARBOR LIGHT 
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CLEVELAND HARBOR EAST PIERHEAD 
LIGHT 


Location; CLEVELAND HARBOR ENTRANCE/LAKE ERIE 
U.S.C.G, Distric: 9 
Nearest City; CLEVELAND; County: CUYAHOGA 


Year Station Established: 1911; Year Automated: 1959 


Year Existing Historic Tower Constructed; 1911 
Is the Light Operational? YES 
Foundation Materials; CONCRETE PIER 
Construction Materials: (RON 
Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 25; Height of Focal Plane: 31 
Original Optic: FIFTH ORDER, FRESNEL (1911) 
Present Optic: 300 MM (SOLAR "> QWERED) 








ls there a Newer Tower? NO 
ls there an Existing Fog Signal Building? NO 
ls there an Existing Keepers Quarters? NO 





Other Structures; NONE ee 





Owner/Manager: U.S. COAST GUARD Courtesy National Register of Historic Places. 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO; Access: BOAT 
National Register Status: LISTED: CLEVELAND EAST PIERHEAD LIGHT (LIGHT STATIONS OF OHIO MPS) 


SUPERSEDED 32-FOOT PYRAMIDAL WOODEN TOWER ESTABLISHED IN 1869 AND REBUILT IN 1875; PIERHEAD 
REBUILT IN 1948 AFTER COLLISION DAMAGE; WAS TENDED BY KEEPER OF WEST PIERHEAD LIGHT 





CLEVELAND HARBOR WEST PIERHEAD LIGHT 


Location: CLEVELAND HARBOR ENTRANCE/LAKE Construction Materials: STEEL 
ERIE; U.S.C.G. District: 9 Architectural Style: ATTACHED TO TOWER 
Nearest City: CLEVELAND; County: CUYAHOGA 
Is there an Existing Keepers Quarters? YES 


Year Station Established: 1831; Year Automated: 1965 Year Constructed: 1910; Number of Stories: 1.5 
Architectural Style: INTEGRAL TO TOWER 
Year Existing Historic Tower Constructed: 1910 Construction Materials: IRON 
Is the Light Operational? YES 
Foundation Materials: CONCRETE (PIERHEAD) Other Structures: RADIOBEACON 
Construction Materials: CAST IRON/BRICK/WOOD 
Markings/Patterns: WHITE W/BLACK LANTERN Owner/Manager: U.S. COAST GUARD 
Shape: CONICAL Current Use: ACTIVE AID TO NAVIGATION 
Relationship to Other Structures: INTEGRAL Open to t.e Public? NO; Access: BOAT 
Tower Height: 67; Height of Focal Plane: 63 
Original Optic: FOURTH ORDER, FRESNEL National Register St tus: LISTED: CLEVELAND WEST 
Present Optic: FOURTH ORDER PIERHEAD LIGHT (U.S. COAST GUARD 
LIGHTHOUSES AND LIGHT STATIONS ON THE 
ls inere a Newer Tower? NO GREAT LAKES TR) 
Is there an Existing Fog Signal Building? YES 
Year Constructed: 1916 1831 SITE DATE REFERS TO EARLIER PIER LIGHT 
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(Cleveland Harbor West Methead Goreground) and Last Prethead (hackground) lights. Courtesy U.S. Coast Guard 





CONNEAUT HARBOR WEST 
BREAKWATER LIGHT 











location: COINNEAUT RIVER ENTRANCE/LAKE ERI 
USCC, Distuch 9 
. Nearest City: CONNEAUT; County: ASHITABULA 


. Year Station Established: 18445 
Year Automated: 1977 


' Year Existing Histone Tower Constructed: 1946 

ls the Light Operationalé YES 

,° houndation Materials: CONCRETE CRIB 

Construction Maternals: STEEI 

gc ss Markings/Patierns: WHITE W/BLACK BAND 
"STREAMLINE MODERNE” 

Shape: PYRAMIDAI 

Relationship to Other Structures: SEPARATE 

lower Height 60, Height of Focal Plane: 80 











Onginal Opti 
Present Optic: 190 MM 





= ~~ Js. rr 


Courtesy U.S. Coast Guard 








ls there a Newer lower? NO 
ls there an Existing fog Signal Building? NO 
Current Fog Signal Type: ELEC TRIC/ORIGC,, DIAPHONT 


ls there an Existing Keepers Quarters? YES (LOCATED ONSHORE); Year Constructed: 1873 (MODIFIED 1905) 
Number of Stories: 1.5; Architectural Style: T-SHAPED DUPLEX; Construction Materials: WOOD 
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CONNEAUT HARBOR WEST BREAKWATER LIGHT cont. 


Other Structures: NONE National Register Status: LISTED; CONNEAUT 
HARBOR WEST BREAKWATER 

Owner/Manager:; U.S. COAST GUARD LIGHT/CONNEAUT LIGHT STATION KEEPER'S 

Current Use; ACTIVE AID TO NAVIGATION DWELLING (LIGHT STATIONS OF OHIO MPS) 


Open to the Public? NO; Access: BOAT 
REPLACED PIERHEAD LIGHTHOUSE BUILT IN 1920 





FAIRPORT HARBOR WEST BREAKWATER LIGHT 


Location; GRAND RIVER ENTRANCE/LAKE ERIE Current Fog Signal Type: AIR DIAPHONE 

U.S.C.G, District: 9 

Nearest City: FAIRPORT HARBOR; County: LAKE Is there an Existing Keepers Quarters? YES 
Year Constructed: 1921; Number of Stories: 2 

Year Station Established: 1925; Year Automated: Architectural Style: ATTACHED TO TOWER 


Construction Materials: BRICK IN STEEL FRAME 
Year Existing Historic Tower Constructed: 1925 


Is the Light Operational? YES Other Structures: RADIOBEACON 
Foundation Materials: CONCRETE PIERHEAD 
Construction Materials: BRICK IN STEEL FRAME Owner/Manager: U.S. COAST GUARD 
Markings/Patterns: WHITE TOWER W/RED ROOF Current Use: ACTIVE AID TO NAVIGATION 
Shape: SQUARE Open to the Public? NO; Access: BREAKWATER 
Relationship to Other Structures: ATTACHED 
Tower Height: 42; Height of Focal Plane: 56 National Register Status: LISTED: FAIRPORT 
Original Optic: FOURTH ORDER HARBOR WEST BREAKWATER LIGHT (LIGHT 
Present Optic: 300 MM STATIONS OF OHIO MPS) 

Is there a Newer Tower? NO REPLACED LIGHT ON SHO’ 


Is there an Existing Fog Signal Building? NO 








GRAND RIVER (FAIRPORT HARBOR) LIGHT 


Location: FAIRPORT HARBOR/LAKE ERIE 
U.S.C.G. District: 9 
Nearest City: FAIRPORT HARBOR; County: LAKE 


Year Station Established: 1825 


Year Existing Historic Tower Constructed: 1871 
Is the Light Operational? NO; Deactivated: 1925 
Foundation Materials: DRESSED STONE/TIMBER PILING 
Construction Materials: SANDSTONE/BRICK/ IRON/STEEL 
Markings/Patterns: WHITE W/RED TRIM 
Shape: CONICAL 
Relationship to Other Structures: ATTACHED 
Tower Height: 69; Height of Focal Plane: 102 
Original Optic: LEWIS LANTERNS (1825) 
Present Optic: THIRD ORDER, FRESNEL (1871) 





Is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 








Is there an Existing Keepers Quarters? YES; Year Constructed: 1871 
Number of Stories: 2; Architectural Style: FEDERAL 
Construction Materials: BRICK/STONE 


Courtesy Fairport Harbor Marine Museum, ca 
1965. 
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OHIO 


Other Structures; 1904 OIL HOUSE, BARN (NOW USED AS GARAGE) 


Owner/Manager: FAIRPORT HARBOR HISTORICAL SOCIETY; Current Use: MUSEUM; Open to the Public? YES 
Access: FAIRPORT HARBOR MARINE MUSEUM/129 SECOND ST.; Public Phone: 216-354-4825 


National Register Status: LISTED: FAIRPORT MARINE MUSEUM; On State List/inventory? YES; Year Listed: 1971 


REPLACED BY WEST PIERHEAD LIGHT; MUSEUM CREATED 1945 














Courtesy National Register of Historic Places. 





HURON HARBOR LIGHT 


Location: LAKE ERIE; U.S.C.G. District: ° 
Nearest City: HURON; County: ERIE 
Year Station Established: 1835; Year Automated: 1972 


Year Existing Historic Tower Constructed: 1936 
Is the Light Operational? YES 
Foundation Materials: CONCRETE (BREAKWATER) 
Construction Materials: STEEL 
Markings/Patterns: WHITE "ART MODERNE" 
Shape: PYRAMIDAL W/OUT LANTERN 
Relationship to Other Structures: INTEGRAL 
Tower Height: 72; Height of Focal Plane: 80 
Present Optic: 375 MM, ELECTRIC 


Is there an Existing Fog Signal Building? YES 
Year Constructed: 1936 
Construction Materials: STEEL 
Architectural Style: INTEGRAL 


Is there an Existing Keepers Quarters? NO 
Other Structures: RADIOBEACON 
Owner/Manager: U.S. COAST GUARD 


Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO 


National Register Status: LISTED: HURON HARBOR LIGHT (LIGHT STATIONS OF OHIO MPS) 


R=PLACED 1835 HURON WEST PIERHEAD LIGHT AT THE FOOT OF MAIN STREET; EXPOSED OPTIC 





LORAIN LIGHT 


Location: WEST HARBOR BREAKWATER/LAKE ERIE 
U.S.C.G. District: 9 
Nearest City: LORAIN; County: LORAIN 


Year Station Established: 1837; Year Automated: 1966 


Year Existing Historic Tower Constructed: 1917 
Is the Light Operational? NO 
Deactivated: 1966 
Foundation Materials: CONCRETE PIER 
Construction Materials: CONCRETE/STEEL 
Markings/Patterns: WHITE W/RED TRIM 


Shape: SQUARE 

Relationship to Other Structures: INTEGRAL 

Tower Height: 51; Height of Focal Plane: 60 
Original Optic: FOURTH ORDER, FRESNEL (1918) 
Present Optic: REMOVED (1965) 


Is there a Newer Tower? YES; Year Constructed: 1965 
Shape: SKELETAL; Original Optic: FA-251 


Is there an Existing Fog Signal Building? NO 
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OnMIO 











( ousftety Mack River Hiatorial Society/lohn Milas 
1964 





LORAIN LIGHT cont 
Current fog Signal Type PORN 
te there af Cxieting Keeper: (Quarters! VES 
Year Lonetructed 1019 Number of Stories 2.5 
Anhitectutal Style INTECMAL 
Lonetruction Material CONCEHETT 
(her Structures NONE 
UwnerManager LORAIN PORT AUTMORITY 
Current Use COMMUNITY LANDMAREA 
Open to the Public? NO, OFPTN POS SPECIAL OCLASIONS 
National Register Matus LISTED LORAIN LILMTHOUM 


REPLACED BY LIGHT ON NEW OUTER BREAKWATER 
WALI 





MARBLEHEAD LIGHT (FORMERLY 
SANDUSKY LIGHT) 


Lecation SANDUSKY BAY ENTRANCE/LAKE FRH 
USC, Dietrich 9 
Nearest City MARBLEHEAD, County OTTAWA 


Year Station tetablished 1871, Year Automated 


Year Exinting Historic Tower Constructed 1871 
ts the Light Operational’ YES 

Foundation Materia STONT 

Construction Material STONE 

Markings Patiom: WHITE WARED TRIM 
Shape CONICAL 
Relationship to Other Structures SEPARATE 
Tower Height 65, Height of Focal Plane 67 
Original Optic: 13 LAMPS 4 REFLECTORS 
Present Optic PLASTIC BEACON 


ls there a Newer Tower? NO 
it there an Exiting Fag Signal Building? NO 


ls there an Existing Keeper: Quarters’ VES 





Courtety US Coast Guard 


Year Constructed 1902, Number of Stories 2, Architectural Style VICTORIAN, Construction Materiah WOOD 


Other Structure: 


OwnerManager U.S COAST GUARD (TOWERYOMID DEPT OF NATURAL RESOURCES KEEPERS DWELLING) 
Current Use ACTIVE AID TO NAVIGATION/PARK, Open to the Public? VES, GROUNDS ONLY 


Access ROUTE 2 TO STATE ROUTE 163 
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National Register Matus: LISTED) MARALENEAD LiLriihus 


OLDEST ACTIVE LiLitT ON GREAT LAKES. ThHHED ORDER LENS AT MARBLENIAD COAST CUARD STATION 
UTTAWA COUNTY PISTORILAL SOCIETY OWNS ORILINAL 182) 1 STORY FHLOSTONE RELPERS DWELLING 16 
LOLATED 4 MILES PROM That LiCl 





<= ae ———- 


SANDUSKY HARBOR PIERHEAD LIGHT 


Location SANDUSAKY MARBOR, USL © Diet & Present Optic 175 MM 
Nearest City SANDUSEY, County TRH 
Vear Mation tetabliehed 1971 Other Structures RADIOET AC CN 
Year txiting Mistork lower Constructed 1926 UwnerManager US COAST CUARD 
le the Light Operational’ VES Current Use ACTIVE AID TO NAVILATION 
Foundation Materials CONCRETE CRIB Open to the Public! NO 
Construction Materials STEEL 
Markings/Patioms WHITE, Shape SKELETAL National Regiter Matus NONE 


Tower Meight 55, Mem of focal Plane 66 











SOUTH BASS ISLAND LIGHT 


Location SOUTH BASS GKLAND/WESTIAN 
LAKE f2#) USCC Deetet @ 
Nearest City PUTINABAY, County OTTAWA 


Year Mation Ietablahed 1897 
Year Automated 


Year txisting Historie Tower Constructed 1897 
is the Light Operational? NO 
Deactivated 1962 
Foundation Materials BRICK 
Construction Material BRICK 
MarkingsPattiem: RED BRICK W/whHiTt 

LANTERN 

Shape SQUARE WIOCTAGONAL LANTERN 
Relationship to Other Structures ATTACHED 
Tower Height 60, Height of Focal Plane 74 
Original Optic: FOURTH ORDER 
Present Optic REMOVED 











Counesy U.S Coast Guard ts there a Newer Tower? VES 
Markings/Pattiom: WHITE. Shape SKELETAL 
Original Optic: 300 MM 


ts there an Existing Fag Signal Building? NO 


ls there an Existing Keepers Quarters’ YES, Year Constructed: 1697, Number of Stories 2.5 
Architectural Style QUEEN ANNE Construction Materiah 8mICK 


Other Structures WOOD FRAME BARNA HMICKEN MOLISE (1899) RON OF STORAGE MOLISE (18090) 

Chwnet/Man ager US COAST GUARD (SEW TOYERWOOPED) STATE UNIVERSITY CHD TOWER) 

Current Use NEW TOWFR 6 AN ACTIVE AID TO NAVEIGATIONZALD TOWER 16 PART OF A BKR OCH AIL 
RESEARCH FACKLITY, Open t© the Public? NO 


National Register Status: LISTED SOUTH BASS ISLAND LIGHT (LIOHT STATIONS OF OFND MPS) 
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OREGON 


CAPE ARAGO (CAP 
GREGORY) LIGHT 


Lmalen CRELAIRY POINT /SOLI TRIES! 
CF (05 BAY ENTRANCGT 

USL. Diet 14 

NWeares! Lily LMARLESTION County CORI 


Yea Maton telabliiehed | fan 
Veat Auiomated | 966 





Vea tating Mitork lower Constructed 
1934 ls the Ligti Operational’ YES 
hourdaiion Materiales © CINCO RETT 
Lonetuction Materiales RIINTUORCTD 
CONCEETI 
Markings Patioms Veit TOWER CREEN 
LANTIRN. RED DOM 
Shape UOCTALAINAL ATTACHED TO FOR, 
VELLNAL BUILDING, 
Relationship to (Mher Struc tures 
ATTACHED 
lower Hem 44 
Meg of Focal Plane 100 
Orginal Optic FOURTH ORDER, FRESNEL (1866), Present Optix FOURTH ORDER 





(ourtesy US Coast Cuan Paul Powen, 1986 


he there a Newer Tower NO) 


le there an Txieting Foe Signal Building! YES, Year Conetructed 19134 Construction Materials CONCRETT 
Architectural Style ATTACHED TO TOWER. Current Foe Sinal Type DIAPHRACLM MORN (FA 737) 


ie there an Txieting Keepers (Quarters? NO (RAZED 1957) 

Other Structures RADIOBLACON. GENERATOR MOUSE 1938 HILM BRIDCI 

OwnerManager US COAST GCUARD/BUREAU OF LAND MANAGEMENT COOS BAY DISTRICT 
Current Use ACTIVE AID TO NAVEILATION, Open to the Public’ NO BY APPOINTMENT 


Access W CAPE ARAL HW’ 


National Register Status: LISTED CAPE ARAGO LIGHTHOUSE LIGHTHOUSE STATIONS OF OREGON MPS) 
Cn State Lietfinventoery? YES Year Lieted 1970 


THIRD TOWER COFN SITE 








CAPE BLANCO LIGHT 


Location SOUTHERNMOST OREGON COAST LANTERN, RED DOME 

US.C.GC Dire 13 Shape CONICAL ATTACHED TO WORKROOM 

Nearest Cty SIXES. County CURRY Relationship to Other Structures ATTACHED 
Tower Mem 59. Hem of Focal Plane 245 

Year Mation fvtablnhed 1870 Year Automated 1980 Orginal Optic SECOND ORDER, FRESNEL (1870) 


Presem Optic SECOND ORDER. PRESNEL (1992) 
Year txiting Mitork Tower Constructed 1870 


ts the Ligeti Operational’ YES i there a Newer Tower NO 

Foundation Materiak CONCRETE 

Conetruction Materiakh §8RILK ib there an Existing Fog Signal Building? VES 
Markings Patter: WHITE TOWER, CREEN Year Constructed: 1870 
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OREGON 








CAPE BLANCO LIGHT cont 


( ofethuctien AAateriale BRIA 
le there an Cxisting Keepers (Quarters! NU (DESTROYED) 
Other Structures RADIORLACOIN, 1 CISTERNS 


UwnenManager U5 COAST CUARYU 

Current Use ACTIVE AID TO NAVIGATION 

Open to the Public! YES, BY APPOINTMENT ONLY 

Access: ADIACT NT TO CAPE BLANCO STATE PARK/OFT 
U5. 101 NS 


National Register Matus LISTED CAPE BLANCO 
LIGHTHMOUS LIGMHTMOUNM STATIONS OF 


ORECAON MPS) 
On State Liev/tnventory! YUS, Year Listed 1970 








ORTGON'S OLDEST LIGHTHOUSE, IN 1900, 15.4 
ACRES OF STATION TRANSFERRED TO NPS WHICH IN 
TURN DETDED SECTION TO ORTOON PARKS AS PART 
OF CAPE BLANCO STATE PARK, EST. $500,000 IN 
VANDALISOM DAMAGE TO LENS IN 1902 





Courtesy U.S. Coast Guard/Paul Powen, 1986 








CAPE MEARES LIGHT 


Location: SOUTHERN ENTRANCE TO 
THLAMOOK BAY; U.S.C. Dietrich 13 
Nearest City; OCEANSIDE; County: TLLAMOOK 


Year Station Established | 890 
Year Automated: 1963 


Year Existing Historic Tower Constructed: 1690 

is the Light Operational? NO 

Deactivated: 1963 

Foundation Materials; CONCRETE 

Construction Materials: BRICK SHEATHED IN 
SHEET IRON 

Markings/Pattierns WHITE W/BLACK TRIM 

Shape OCTAGONAL ATTACHED TO 
WORKROOM 

Relationship to Other Structures: ATTACHED 

Tower Height: 40, Height of Focal Plane: 217 

Original Optic: FIRST ORDER, FRESNEL (1890) 

Present Optic: FIRST ORDER, FRESNEL (1690) 








Courtesy U.S Coast Guard 


is there a Newer Tower! YES. Year Constructed: 1963, Construction Material: MASONRY, Markings/Patiems: WHITE 
Shape: RECTANGULAR, Tower HMeimght 17; Hemht of Focal Plane: 232 


ls there an Existing Fog Signal Building? NO 
ls there an Existing Keepers Quarters? NO (DEMOLISHED ca. 1968) 


Other Structures) NONE REMAIN 
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OREGON 





OwnenrManager U.S. COAST GUARD LEASE TO STATE OF OREGON 
Current Use: STATE PARK/NATIONAL WILDLIFE REFUGE; Open .o the Public? VES 
Access) ADJACENT TO CAPE MEARES STATE PARK/TIVREE CAPES LOOP RD. Public Phone: $054442.5182 


National Register Status: LISTED: CAPE MEARES LIGHTHOUSE (LIGHTHOUSE STATIONS OF OREGON MP5) 
On State List/inventary! YOS; Year Listed: 1970 


LIGHT REPLACED BY NEW TOWER NEARBY IN 196) WhtCh BECAME INACTIVE 1985 BUT WAS REACTIVATED 
SOON AFTER, BIRD REFUGE 








COQUILLE RIVER (BANDON) LIGHT 


Location: ENTRANCE TO COQOUILLE RIVER 
US.C.G, Dietieh 13 
Nearest City) BANDON; County; COOS 


Year Mation 'stablished 1806 








Year Existing Mistoric Tower Constructed: 1096 
is the Light Operational! NO; Deactivated: 1939 
Foundation Materials; ROCK & CONCRETE JETTY 
Construction Materials, BRICK/STUCCOED 
Markings/Patioms: WHITE TOWER W/BLACK LANTERN 
Shape: CONICAL ATTACHED TO SIGNAL BUILDING 
Relationship to Other Structures: ATTACHED 
Tower Height: 40; Height of Focal Plane: 47 
Original Optic: FOURTH ORDER, FRESNEL (1696) 
Present Optic: SOLAR POWERED (NOT ACTIVE) (1991) 








Courtesy U.S. Army Corps of Engineers, Portland 
is there a Newer Tower! NO District, 1991 


is there an Existing Fog Signal Building? YES; Year Constructed: 1696 
Construction Materials: ATTACHED TO TOWER; Architectural Style: OCTOLATERAL 
Current Fog Signal Type: 1ST CLASS DABOLL TRUMPET/SIREN 


ls there an Existing Keepers Quarters? NO (DESTROVED) 

Other Structures: BARN 

Owner/Manager, U.S. ARMY CORPS OF ENGINEERS LEASE TO OREGON STATE PARKS; Current Use: STATE PARK 
Open to the Public? YES; DAILY - YEAR ROUND (DAYLIGHT HOURS) 

Access: BULLARDS BEACH STATE PARK/OFF US. 101 NORTH; Public Phone: 503-347-2209 


National Register Status: LISTED: COQUILLE RIVER LIGHT; On State List/inventory? YES; Year Listed: 1973 


REPLACED BY JETTY LIGHT AND BUOYS; RESTORFO 1975-1978; CURRENT LIGHT SHIELDED FROM 
OCEAN, VISIBLE ONLY FROM BANDON 
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OREGON 





MECETA MEAD LIGHT 


Location: NORTH OF SUISLAW RIVER 
USC, Dietiet 13 
Nearest City FLORENCE, County: LANE 


Vear Mation tetablished 1894 Vear Automated 


Vear Lxisting Mister Tower Constructed: 1404 
is the Light Operational’ YES 
Foundation Materials: NATURAL/EMPLACED 
Construction Materials: BRICI/STUCCOED 
Markings/Pattierns WiiTE TOWER/GREEN 
LANTERN/RED DOMI 


Shape: CONICAL ATTACHED TO WORKROOM 


Relationship to Other Structures: ATTACHED 
Tower Height: 56; Meight of focal Plane 205 


Original Optic: FIRST ORDER, FRESNEL (1694) 


Present Optic: FIRST ORDER, PRESNEL (1894) 
le there a Newer Tower NO 


is there an Existing Fog Signal Building? VES 
Year Constructed 
Construction Materials 
Architectural Style 

Current Fog Signal Type 














Courtesy U.S. Coast Guard, ca. 1979 


is there an Existing Keepers Quarters? YES; Year Constructed: 1893; Number of Stories: 2 
Architectural Sty!c) QUEEN ANNE; Construction Materials; WOOD 


Other Structures: 2 OIL HOUSES, GARAGE 


Owner/Manager, U.S. COAST GUARD/U.S. FOREST SERVICE/LANE COMMUNITY COLLEGE 
Current Use: ACTIVE AID TO NAVIGATION/COMMUNITY COLLEGE PROGRAM 


Open to the Public? YES; GROUNDS ONLY 


Access: SIUSLAW NATIONAL FOREST ADJACENT TO DEVILS ELBOW STATE PARK/OFF US. 101 


National Register Status: LISTED: HECETA HEAD LIGHTHOUSE & KEEPERS QUARTERS 


On State List/inventory? YES; Year Listed: 1970 





TILLAMOOK ROCK LIGHT 


Location: OFF TILLAMOOK HEAD 
U5.C.G. District 13 
Nearest City: SEASIDE; County: CLATSOP 


Year Station Established: 166! 
Year Automated. 


Year Existing Historic Tower Constructed: 1661 
Is the Light Operational? NO 
Deactivated: 1957 
Foundation Materials: CONCRETE 
Construction Materials: BASALT 
MASONRY/BRICK/IRON 
Markings/Patterns: WHITE 
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Shape: ROUND LANTERN ON SQUARE TOWER 
Relationship to Other Structures: INTEGRAL 
Tower Height: 62 

Height of Focal Plane: 133 

Original Optic: FIRST ORDER, FRESNEL (18861) 
Present Optic: REMOVED 


is there a Newer Tower? NO 


is there an Existing Fog Signal Building? VES 
Year Constructed: 1661 
Construction Materials; MASONRY 
Architectural Style: ATTACHED WING 
Current Fog Signal Type: TRUMPET STEAM SIREN 
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OREGON 


le there af Existing Keepers (Quarters! VES 
Year Lonetructed 108) 
Number of Steres: | 
Architectural Style: INTEGRAL TO TOWER 
Lonestruction Materials MASONRY 


Other Structures: CISTERN. STORAGTI 
BUILDING 


UOwnenManager ETERNITY AT SEA 
COLUMBARIUM 

Current Use: COLUMBARIUM 

Upen to the Publicf NO 

Access) BOAT, MELICOPTER/OFISHORI 
TCOLA STATE PARK 


National Register Matus: LISTED 

TLLAMOOK ROCK LIGMTHOUST 
On State Lievinventory! VOUS; Year Listed 
lillamook Rock Light. Courtesy U.S. Coast Guard, 1971 1970 





ENGINEERING FEAT, CONSTRUCTED BY GEORGE BALLANTYNE; REPLACED BY WHISTLE BUOY 





UMPQUA RIVER LIGHT 


Location, UMPQUA RIVER 
U.S.C... Dietieh 13 

Nearest City: WINCHESTER BAY 
County: DOUGLAS 





Year Station fetablished 1857 
Year Automated 1966 


Year Existing Historic Tower Constructed 

1494 

is the L ght Operational? VES 

Foundation Materials 
NATURAL/EMPLACED/MASONRY 

Construction Materials: BRICK/STUCCOED 

Markings/Pattierns) WHITE TOWER/OREEN 
LANTERN/RED DOME 

Shape: CONICAL ATTACHED TO Counesy US. Coast Guard 
WORKROOM 

Relationship to Other Structures 
ATTACHED 

Tower Height: 67; Height of Focal Plane: 165 

Original Optic: FIRST ORDER, FRESNEL (1894); Present Optic: FIRST ORDER, FRESNEL (1694) 











ls there a Newer Tower NO 

is there an Existing Fog Signal Building? UNKNOWN 

is there an Existing Keepers Quarters? NO (RAZED 19506) 
Other Structures: 2 O11 MOUSES, RADIOBEACON 


Owner/Manager: U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? YES; GROUNDS ONLY; Access: ADJACENT TO UMPQUA LTHSE STATE PARK OFF HWY. 101 


National Register Status: LISTED: UMPQUA RIVER LIGHTHOUSE, On State List/lnventory? YES; Year Listed: 1970 
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OREGON 





WARRIOR ROCK LIGHT 


Location; COLUMBIA RIVER, U.5.C.G. Distiet 14 ls there a Newer lower! YES 
Nearest City: $1. MELENS; County; COLUMBIA Markings/Patierns: Whtill; Shape PYRAMIDAL 
Year Station tetablished: 14508 rieigit of Focal Plane: 20 
Vear txisting Mistoric Tower Constructed OwnenrManager, U.S. COAST GUARD 
ls the Light Operational’ NO Current Use 
Foundation Materials CA.SSON Upen to the Public? NO 
Construction Materials; CONCRETI 
Markings/Patiorns Whitt National Register Status; DETERMINED ELIGIOLE BY 
Shape: CONICAL KEEPER OF THE NATIONAL REGISTER 








YAQUINA BAY LIGHT 
(OLD) 


Location: YAQUINA BAY STATE PARK 
U5.C.G, Dietrieh 14 

Nearest City, NEWPORT 

County; LINCOLN 


Year Station Established: 1871 








Vear Existing Historic Tower Constructed 

1871 

is the Light Operational? NO 

Deactivated: 1474 

Foundation Materials 
NATURAL/EMPLACED 

Construction Materials; WOOD 

Markings/Patiorns: WHITE TOWER ON 
DWELLING 

Shape: SQUARE 

Relationship to Other Structures Courtesy Friends of Yaquina Bay Lighthouse/Rick Taylor 
INTEGRAL 

Tower Height 

Height of Focal Plane 

Original Optic: FIFTH ORDER, FRESNEL (1871); Present Optic: REMOVED 





ls there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO 


is there an Existing Keepers Quarters? YES; Year Constructed: 1871; Number of Stories: 2 
Architectural Style: CLAPBOARD, Construction Material: WOOD 


Other Structures: CISTERN 

Owner/Manager, STATE OF OREGON LEASE TO LUNCOLN COUNTY MISTORICAL SOCIETY 

Current Use: MUSEUM IN STATE PARK 

Open to the Public? YES; MEMORIAL DAY TO OF TOBER | (DANY 11-5) 

Access: YAQUINA BAY STATE PARK OFF US. 101, Public Phone: 503-265-5679 

National Register Status: LISTED: OLD YAQUINA BAY LIGHTHOUSE; On State List/inventory? YES; Year Listed: 1970 


REPLACED BY YAQUINA HEAD LIGHT IN 1874; USED AS CREW STATION FOR US. LIFESAVING SERVICE 
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OREGON 

















‘e. | 





Courtesy Bureau of land Management, Yaquina Head Outstanding Natural Area/Steven | 
Cobat, 1993 


YAQUINA HEAD LIGHT 


Location: 3 MILES N. OF YAQUINA BAY ENTRANCE Year Existing Historic Tower Constructed: 1673 
US.C.G. District 13 is the Light Operational? YES 
Nearest City: NEWPORT Foundation Materials: BRICK 
County: LINCOLN Construction Materials: BRICK 
Markings/Patterns: WHITE TOWER/GREEN 
Year Station Established: 1673 LANTERN/RED DOME 
Year Automated: 1966 Shape: CONICAL ATTACHED TO WORKROOM 
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OREGON 





YAQUINA HEAD LIGHT cont, 


Relationship to Other Siructures; ATTACHED Current Use: ACTIVE AID TO NAVIGATION 
Tower Height 94; Height of focal Plane: 162 Open to the Public? YES; GROUNDS ONLY 
Original Optic: FIRST ORDER, FRESNEL (1673) Access: LIGHTHOUSE DRIVI/OFF U.S, 101 
Present Optic: FIRST ORDER, FRESNEL (1673) Public Phone: 503-467-485) 
ls there a Newer Tower! NO National Register Status; LISTED, YAQUINA HEAD 
ls there an Existing Fog Signal Building? NO LIGHTHOUSE (LIGHTHOUSE STATIONS OF 
OREGON MP5) 
ls there an Existing Keepers Quarters? NO On State LisVinventory? YES; Year Listed; 1970 
(DEMOLISHED) 
ORIGINAL NAME WAS CAPE FOULWEATHILR; BLM 
Other Structures; 1935 RADIOBLACON, 1871 PLANS TO INTERPRET LIGHT AS PART OF THE 
CISTERN, 1669 Ol. HOUSE YAQUINA HEAD OUTSTANDING NATURAL AREA, 
: U.S, COAST GUARD/SALEM LIGHTHOUSE & OIL HOUSE REHABILITATED IN 
DISTRICT BUREAU OF LAND MANAGEMENT 1992 
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PENNSYLVANIA 








ERIE LAND (OLD PRESQUE ISLE) LIGHT 


Location; PRESQUE ISLE/ERIE BAY/LAKE ERIE 
US.C.G, Distieh 9 
Nearest City: ERIE; County; ERIE 


Year Station Established: 1619 





Year Existing Historic Tower Constructed: 1667 
ls the Light Operational? NO; Deactivated: 1699 
Foundation Materials; TIMBER/LIMESTONE/CEMENT 
Construction Materials; SANDSTONE W/BRICK LINING 
Markings/Patterns; UNPAINTED SANDSTONE 
Shape; CONICAL ATTACHED TO WORKROOM 
Relationship to Other Structures; ATTACHED 
Tower Meight: 49; Height of Focal Plane: 
Original Optic: TEN LAMPS & REFLECTORS 
Present Optic: REMOVED 





ls there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 


Is there an Existing Keepers Quarters? YES (RENOVATED 1979) 





Other Structures: 
OwnerManager: CITY OF ERIE; Current Use: CITY PARK Courtesy of the National Register of Historic 
Open to the Public? YES; PUBLIC PARK Places, 1975. 


Access: LIGHTHOUSE PARK/DUNN BLVD. 
National Register Status: LISTED: ERIE LAND LIGHTHOUSE; Documented by HABS? YES (PA-517) 


ONE OF FIRST TWO LIGHTS ON GREAT LAKES; THIRD TOWEK ON THE SITE; WHEN LIGHT WAS DEACTIVATED, 
THE LANTERN WAS TRANSFERRED TO ANOTHER LIGHTHOUSE; TOWER ACQUIRED BY CITY OF ERIE 1934; 
LANTERN RESTORED 1990 





PRESQUE ISLE LIGHT 





Location: PRESQUE ISLE PENINSULA/LAKE ERIE is there a Newer Tower? NO 
US.C.G. District: 9 Is there an Existing Fog Signal Building? NO 
Nearest City: ERIE; County: ERIE (DESTROYED) 
Year Station Established: 1872; Year Automated: Is there an Existing Keepers Quarters? YES 
Year Constructed: 1872; Number of Stories: 1.5 
Year Existing Historic Tower Constructed: 1873 Architectural Style: GABLE (ATTACHED) 
is the Light Operational? YES Construction Materials: RED BRICK 
Foundation Materials: STONE 
Construction Materials: BRICK Other Structures: OIL HOUSE 
Markings/Patterns: WHITE 
Shape: SQUARE Owner/Manager: U.S. COAST GUARD LEASE TO 
Relationship to Other Structures: ATTACHED BUREAU OF PARKS (KEEPERS/GROUND) 
Tower Height: 68; Height of Focal Plane: 73 Current Use: ACTIVE AID TO NAVIGATION IN 
Original Optic: FOURTH ORDER, FRESNEL (1873) STATE PARK/KEEPERS DWELLING IS RESIDENCE 
Present Optic: 300 MM FOR PARK SUPERVISOR 
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PENNSYLVANIA 


== 


PRESQUE ISLE LIGHT cont. 


Open to the Public? NO 





National Register Status: LISTED; PRESQUE ISLE LIGHT (U.S. COAST GUARD LIGHTHOUSES AND LIGHT 
STATIONS ON ThE GREAT LAKES TR); Documented by MABS? VES (PA-624) 


PLAYED IMPORTANT ROLE IN DEVELOPMENT OF ERIE AS A PORT 
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PUERTO RICO 





ARECIBO LIGHT] 


Location; PORT ARECIBO ENTRANCL/ 
NORTH SHORE; U.S.C.G, Districh 7 
Nearest City; ARECIBO; County; ARECIBO 


Year Station Established: 1698 
Year Automated; 1964 


Year Existing Historic Tower Constructed: 
1698; Is the Light Operational’ YES 
Foundation Materials; STONE 
Construction Materials; STONE 
Markings/Patterns: WHITE W/8LACK 
LANTERN 
Shape: HEXAGONAL ATTACHED TO 
KEEPERS 
Relationship to Other Structures: 
ATTACHED 
Courtesy U 5, Coast Guard, ca, 1975. Tower Height: 46 
Height of Focal Plane; 120 





Original Optic: THIRD ORDER (1698); Present Optic; 190 MM 
is there a Newer Tower? NO; Is there an Existing Fog Signal Building? UNKNOWN 


is there an Existing Keepers Quarters? YES; Year Constructed: 1898; Number of Stories: | 
Architectural Style: NEO CLASSICAL; Construction Materials: STONE 


Other Structures: WIND ELECTRIC PLANT 





Owner/Manager: U.S. COAST GUARD/MUNICIPALITY OF ARECIBO 
Current Use: ACTIVE AID TO NAVIGATION/CITY PARK; Open to the Public? YES; Access: OFF ROUTE 66 


National Register Status: LISTED: FARO DE ARECIBO (LIGHTHOUSE SYSTEM OF PUERTO RICO TR) 
Documented by HAER? YES (PR-13 ) 


CITY OF ARECIBO PLANS TO RESTORE MISSING LANTERN AND USE QUARTERS FOR CITY OFFICES 





CAPE ROJO LIGHT 


Location: SOUTHEAST OF POLE OJEA ON CAPE ROJO 
U.S.C.G. District: 7 
Nearest City: POLE OJEA; County: CABO ROJO 


Year Station Established: 1882 
Year Automated: 1967 


Year Existing Historic Tower Constructed: 1862 
is the Light Operational? YES 
Foundation Materials: STONE 
Construction Materials: STONE 
Markings/Patterns: NATURAL W/BLACK LANTERN 
Shape: HEXAGONAL 
Relationship to Other Structures: ATTACHED 
Tower Height: 40; Height of Focal Plane: 121 
Original Optic: THIRD ORDER (1882) 
Present Optic: DCB 24 





Courtesy U.S. Coast Guard. 
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PUERTO RICO 


CAPE ROIO LIGHT cont 


is there a Newer lower NU UwnenrManager U5. COAST CUARDYLITY OF 
te there an Caieting fag Signal Building! UNKNOWN LABL ROW 
Lurrent Vee ACTIVE AID TO NAVILATION 
te there an Existing Keeper: (Quarters! VES pen to the Public? UNKNOWN 
Year Lonetructed 882, Number of Yores | 
Architectural Style: NEO CLASSICAL National Register Matus: LISTED FARO) DE LOS 
( onetrctian Materials STONE MUORRILLE)> OF CABO BONO (LILMTMOUS 
SYSTEM OF PUERTO RICO TR) 
(Mier Str tures Decumented by MADRE VES (PR-11) 








22 SS SE ET = = SES sme ae 


CAPE SAN JUAN LIGHT 


Location CAPT SAN IUAN/NORTHMEAST Ct 
SORLA CO USCC, Diet 7 
Nearest City FAIARDO County SAN JUAN 


Year Miation tetabliehed | 880 
Year Automated 1975 


Vear Existing Mietork Tower Constructed 1880 
le the Light Operational’ YES 
Foundation Material STONE 
Construction Materials STONE 
Markings/Pationns WHITE W/BLACK BAND 

AROUND BASE/BLACK LANTERN 

Shape: CYLINDRICAL 
Relationship to Other Structures: ATTACHED 
Tower Meight 45, Height of Focal Plane 260 
Original Optic THIRD ORDER (1880) 
Present Optic DCB 24 Courtesy U.S. Coast Guard 





ls there a Newer Tower NO 
ls there an Existing fog Signal Building! UNKNOWN 


ls there an Existing Keepers Quarters’ YES. Year Constructed: 1880. Number of Stories | 
Architectural Style NEO CLASSICAL Construction Material: CEMENT 


Other Structures 


Owner/Manager U5. COAST GUARD LEASE TO CONSERVATION TRUST OF PUERTO RICO 
Current Use: ACTIVE AID TO NAVIGATION/MUSEUMMARINE LAB; Open to the Public? VES, LIMITED ACCESS 


National Register Status: LISTED: FARO DE LAS CABEZAS DE SAN JUAN (LIGHTHOUSE SYSTEM OF PUERTO RICO 
TR) Documented by MARR? VES (PR-18) 


CQUARTERS TO BE USED AS A MARINE SCIENCE INTERPRETIVE CENTER 
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PUERTO RICO 


CARDONA ISLAND LIGHT! 


Localien SOUTER OF PONCLT ON LARUDIUINA is there a Newer lower NU 
SLANL USLL. Diet 7 le there af Tating foe Siena! Building! UNKNOWN 
Nearest Lily PUNCLT County PUNCLTI 
ls there an Caiting Keepers (Quarters! VES 





Year Mation telablehed |889 Vea Automated |96/ Yea Lonetructed 1889 Number of Stores | 
Anhiectuial Sivie NIU) CLASSICAL 
Vear txisting Mito lower Lonetructed 1889 Construction Materials CEMENT 
te the Light Operational’ YES 
foundation Materials STONE (Nhe Situe tures 
( onetructian Materials STUNT 
Markings Patioms Whtlll W/RLACK LANTERN UOwnenManager US COAST CUARD 
Shape CYLINDRICAL Current Vee ACTIVE AID TO NAVILATION 
Relationship to Other Structures ATTACHED Open to the Public’ NO) Access BOAT 
Tower Mem 16. Mem of focal Plane 46 
Onrgmal Optic SATH ORDER (1889) National Register Matus LISTED FARO) DEL PULRTO 
Preent Optic SIATHM ORDER DE PONCT (LILMTMOUSE SYSTIM OF UERTO 


RIL) TR) Decumented by MATR? VES (PR-16) 





CULEBRITA ISLAND LIGHT 


Location VIRGIN PASSACIA ULERRITA KLAND 
USt & Dnt 7 
Nearest City CULERRITA ISLAND, County CULPRRA 


Vear Siation telablenhed 1886 Year Automated 1964 


Vear Existing Metork Tower Constructed 18686 
ls the Light Operational’ VES 
Foundation Material STONE 
Construction Materials STONT 
Markings/Patierns GRAY TOWER/RED TRIM ON DWELLING 
Shape CYLINDRICAL 
Relationship to Other Structures INTEGRAL 
Tower Memght 43, Height of Focal Plane 305 
Onemal Optic FOURTH ORDER (1888) 
Present Optic 190 MM 








is there a Newer Tower? NO 
is there an Existing Foe Signal Building? UNKNOWN 


ls there an Existing Keeper: Quarters’ VES 
Year Constructed: 1686, Number of Stories: | 
Architectural Stvle INTEGRAL TO TOWER 
Construction Material STONE 





Courtesy US Coast Cuard 1978 
Other Structures 


Owner/Manager U.S. COAST GUARD, Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO, Access: BOAT 


National Register Status: LISTED: FARO ISLA CULEBRITA (LIGHTHOUSE SYSTEM OF PUERTO RICO TR) 
Documented by MAER? VES (PR.17 
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PUERTO RICO 


GUANICA LIGHT 


Lacatien POINT AAESETA/SCOUTOd Sretpeet 
VILL. Dee 7 
Nearest Lily UL UANILA County CUANILA 


Vea Mation tetabliehed 1891 Vea Auwtomated 


Vear taisting Mistork lower Conetructed 189) 
le the Light Operational’ NO 

Deactivated 1950 
houndation Materials 
Canetr tion Materials 
Markings/Pattiorns Whtilt 

Shape: OCTAGONAL W/OUT LANTERN 
Relationship to Other Structures INTEC MAL 
lower Height 

Height of Focal Plane 

Orginal Optic SATH ORDER (1894) 
Present Optic REMOVED 


le there a Newer Tower VIS. Year ( anetructed 
Construction Materials STEEL 
Markings/Pattierns RED. lower Meigit 40 


1990 


Current Optic: 250 MM 


le there an Eaieting fog Signal Building! UNKNOWN 


te there an Cxieting Keeper: (Quarters? VES 
Vea Conetructed 1801. Number of Yiores | 
Architectural Style NEU CLASSILAL 
Lonetuction Materials BRILK/LIMINT BLOCK 


(her Sirus tures 


BRILK A CEMENT BLOCKS 


UwnerManager GOVERNMENT OF PUERTO RICO 
MOLD TOWTRYUS COAST GCUARD WEW 
TOWER) 

Current Vee 

Open to the Public? NO 


National Register Matus LISTED FARO Dt 
GUANICA (LIGHTHOUSE SYSTEM OF PUERTO 
HILO TR), Documented by MALRT VES (PR. 14) 


IN RUINS 





MONA ISLAND LIGHT 


Location MONA ISLAND/WEST 
SHORE PUERTO RICO 

USC. Diet 7 

Nearest City MONA ISLAND 

County, MAYAGUEZ 

Year Station tetablished 1900 

Year Automated 197) 


Vear Existing Mistoric Tower 
Constructed 1900 
is the Light Operational? NO 
Deactivated 1976 
Foundation Materials CONCRETE 
Construction Materiakh MON 
Markings/Pattiern: BLACK 
Shape SKELETAL WYCENTRAIL 
CYLINDER 
Relationship to Other Structures 
SEPARATE 
Tower Mem 52 
Height of Focal Plane 323 


Courtesy US Coast Guard 





1959 








Original Optic SECOND ORDER (1900), Present Optix 


ik there a Newer Tower? YES Year Conetructed 


Tower Height: <0, Original Optic 


1976. Conetruction Materials STEEL 


190 MM (1976) Current Optic 190 MM (1976) 


ls there an Existing Fog Signal Building? UNKNOWN 


is there an Existing Keeper Quarters? NO 
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Markings/Patiom: NATURAL 
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Cher Structures 


OwnerManager U.S. COAST GUARD/ 
COMMONWEALTH OF PUERTO RICO 


Current Use 
Open to the Public? NO 


National Register Matus LISTED FARO DE LA ILA 


PUERTO RICO 


Dt LA MONA (LiGhiThOuUst SYSTEM OF 
PUERTO MICO TR) 
Decumented by MAERI VES (PR-24) 


PiRST OF TWO LIGNTHOUSES BUILT BY US 
GOVERNMENT IN PUERTO RICO, KEEPERS 
CONNECTED TO TOWER BY COVERED STEEL 
PASSAGEWAY, LIGHT RELOCATED In 197 





MUERTOS ISLAND LIGHT 


Location SOUTHELST OF PONCE ON MUERTOS 
BLAND, US.C.C. Diemen 7 
Nearest City PONCE, County PONCT 


Year Mation tstabliehed 1887 Year Automated 1945 


Vea txisting Mistork Tower Constructed 1887 
ts the Light Operational’ VES 

Foundation Materials STONE 

Construction Materials STONE 
Markings/Pattiems GRAY W/RLACK LANTERN 
Shape CYLINDRICAL 
Relationship to Other Structures INTEC RAL 
Tower Height 6), Height of Focal Plane 2907 
Original Optic, THIRD ORDER (1887) 
Prevent Optic 500 MM (1945) 


ls there a Newer Tower! NO 


le there an Existing Fag Signal Building?’ UNKNOWN 


te there an Existing Keeper: Quarter! VES 
Vear Constructed 1887, Number of Mores | 
Architectural Style NEO CLASSICAL 
Construction Material CONCRETE 


Other Structures 


OwnerManager US COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO, Access: BOAT 


National Register Matus: LISTED FARO DE LA ISLA 
CAIA DE MUERTOS (LIGHTHOUSE SYSTEM OF 
PUERTO RICO TR) 

Documented by MAERT VES (R-17) 














Courtesy U.S Coast Guard 


POINT BORINQUEN LIGHT 


Location: 1.) MILES NORTHEAST OF POINT BORINQUEN 
US.CG. Diwict 7 
Nearest City, AQUADILLA; County: AQUADILLA 


Year Station Established 16689. Year Automated 1976 


Year Existing Historic Tower Constructed 1920 


Shape CYLINDRICAL W/OUT LANTERN 
Relationship to Other Structures SEPARATE 
Tower Height 60, Height of Focal Plane 292 
Original Optic: FOURTH ORDER (1689) 
Present Optic: DCB 224 (1947) 


ts there a Newer Tower? NO 


ts there an Existing Fog Signal Building? NO 
ts there an Existing Keeper Quarters? NO 
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POINT BORINQUEN LIGHT cont. 


(ihrer Stru tures National Register Matus: LISTED FARO DI PUNTA 
BORINQUEN (LIGMTRMOUSE SYSTEM OF 

OwnedManagern U.S. COAST GUARD PUERTO RICO TR) 

Current Use: ACTIVE AID TO NAVIGATION/ILOAST Decumented uy MAERE VES (PR-19) 


GUARD HOUSING, Open to the Public? NO 
Access: HANSEN ROAD OFF ROUTE 107 





POINT FIGURAS LIGHT 


Lecation SOUTHEAST OF ARROVOSROUTH SPORE ls there a Newer Tower! UNKNOWN 
USCC, Damen 7 le there an Existing Fag Signal Building?’ UNKNOWN 
Nearest City GUAVYAMA, County GUAYAMA 


le there an Existing Keepers Quarters! VES 
Year Mation Istablehed 189) Year Constructed: 1938, Number of Stories | 
Architectural Style DUPLEX INTEGRAL 
Year txisting Mistoric Tower Constructed 189) Construction Materials BRICK/STONI 
ts the Light Operational’ NO 
Deactivated 108 Other Structures 
Foundation Materials 
Construction Materials BRICK/STONE OwnerManager PUERTO RICO DEPT OF NATURAL 
Markings/Pattioms WHITE W/BLACK LANTERN RESOURCTS, Current Use 
Shape OCTAGONAL TOWER ON DWELLING Open to the Public! UNKNOWN 
Relationship to Other Structures INTEGRAL 
Tower Heoght National Register Matus: LISTED FARO DE PUNTA 
Original Optic, FIFTH ORDER (1699) DE LAS FIGURAS (LIGHTHOUSE SYSTEM OF 
Present Optic REMOVED (1938) PUERTO RICO TR) 
Documented by MAER? VES (PR-10) 











POINT JIGUERO LIGHT 


Location NORTHWEST ON RINCON 
U5S.C.GC. Dietret 7 
Nearest City RINCON, County ARECIBO 


Year Station tvtablieched 1897 
Year Automated 1933 


Year Existing Historic Tower Constructed 192? 
ts the Light Operational’ VES 

Foundation Materials CONCRETE 
Construction Materials CONCRETE 
MarkingsPattierm: CRAY 

Shape OCTAGONAL CYLINDRICAL 
Relationship to Other Structures INTEGRAL 
Tower Height 69, Height of Focal Plane 90 
Original Optic: SIXTH ORDER (1892) 
Present Optic 250 MM 











ts there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO 
ts there an Existing Keeper: Quarten? NO Courtesy US Coast Guard, 1955 


Other Structures 
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PUERTO ICO 


OwnenManager U.S. COAST GUARD, Current Use: ACTIVE AID TO NAVIGATION; Open to the Public! NO 


National Register Status: LISTED: FARO DI PUNTA MIGUERO, Documented by MALRE VES (PR-21) 





POINT MULAS LIGHT 


Lecation: WEST SPIORE VIEQUES ISLAND 
US.C.0, Dietwieh 7 
Nearest City: VIEQUES, County: VIEQUES 


Vear Mation tetablished 16085, Year Automated 1949 


Vear txisting Mistoric Tower Constructed 1896 
is the Light Operationalt NO, Deactivated 
Foundation Materials STONE 
Construction Materials GRICK/STONE 
Markings/Pattierns WHITE W/BLACK LANTERN 
Shape OCTAGONAL ON RECTANGULAR 

DWELLING 
Relationship to Other Structures INTEGRAL 
Tower Meight 32, Height of Focal Plane 68 
Original Optic: SIXTH ORDER (1896) 
Present Optic 


ls there a Newer Tower! VIS 


Shape: POLL; Current Optic: 250 MM 


ls there an Existing fog Signal Building! NO 


ls there an Existing Keepers Quarters! YES 
Year Constructed: 1896; Number of Stories: | 
Architectural Style: INTEGRAL 
Construction Materials: STONT 


Other Structures 


Owner/Manager: U.S. COAST 
GUARD/MUNICIPALITY OF VIEQUES 


Current Use: ABANDONED, Open to the Publict VES 


National Register Matus: LISTED: FARO DE VIEQUES 
PUNTA MULAS (LIGHTHOUSE SYSTEM OF 
PUERTO RICO TR) 

Documented by HAERT VES (PR-15) 





POINT TUNA LIGHT 


Location: SOUTHEAST OF PUERTO MAUNABO 
US.C.G. Dietrie 7 
Nearest City MAUNABO, County: GUAYAMA 


Year Station Established 1892 Year Automated 1989 


Year Existing Historic Tower Constructed: 1692 
ls the Light Operational’ VES 
Foundation Materials STONE 
Construction Materials: STONE 
Markings/Pattorns: WHITE W/BLACK LANTERN 
Shape: OCTAGONAL 
Relationship to Other Structures INTEGRAL 
Tower Height 49, Height of Focal Plane: 110 
Original Optic: THIRD ORDER (1892) 
Present Optic: 190 MM 


ls there a Newer Tower? NO 
ls there an Existing Fog Signal Building? NO 


is there an Existing Keepers Quarters’ VES 














Courtesy U.S. Coast Guard 





Year Constructed 1892. Number of Stories: |. Architectural Style: INTEGRAL, Construction Materials: STONE 


Other Structures 


Owner/Manager, U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION/COAST GUARD HOUSING 
Open to the Public? VES 


National Register Status: LISTED: FARO DE PUNTA DE LA TUNA (LIGHTHOUSE SYSTEM OF PUERTO RICO TR) 
Documented by HAER? VES (PR-9 ) 
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PUERTO RICO 








PORT SAN JUAN LIGHT 


Location, ON EL MORRO/SAN JUAN HARBOR ENTRANCE 
US.C.6, Distieh 7 
Nearest City: SAN JUAN; County: SAN JUAN 


Year Station Established: 1646, Year Automated: 1962 


Year Lxisting Mistoric Tower Constructed, 1908 
ls the Light Operational’ YES 
Foundation Materials: FORT 
Construction Materials, BRICK/MASONRY 
Markings/Pattierns; GRAY "MOORISH REVIVAL" 
Shape: SQUARE TOWER ON CASTLE 
Relationship to Other Structures: INTEGRAL 
Tower Height 51; Meight of Focal Plane: 116 
Original Optic: THIRD ORDER 
Present Optic: THIRD ORDER 











is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 
is there an Existing Keepers Quarters? NO 


Other Structures: 








Courtesy U.S. Coast Guard 


OwnerManager, U.S. COAST GUARD/NATIONAL PARK SERVICE 

Current Use: ACTIVE AID TO NAVIGATION IN NATIONAL PARK 

Open to the Public? YES; GROUNDS ONLY; Access: SAN JUAN NATIONAL HISTORIC SITE 
Public Phone: 609-724-1974 


National Register Status: LISTED: FARO DE MORRO (LIGHTHOUSE SYSTEM OF PUERTO RICO TR) 
Documented by HAER? YES (PR-23) 


UNDER RESTORATION BY THE NATIONAL PARK SERVICE IN 1991 





PUERTO FERRO LIGHT 


Location: SOUTH SHORE VIEQUES ISLAND Markings/Patterns: BLACK; Shape: SKELETAL 
US.C.G, District 7 Height of Focal Plane: 56 
Nearest City: ISLA DE VIEQUES Current Optic: 155 MM 
County: SLA DE VIEQUES 
is there an Existing Keepers Quarters? YES 
Year Station Established: 18696 Year Constructed: 1926 
Architectural Style: 
Year Existing Historic Tower Constructed: Construction Materials: STONE 
ls the Light Operational? NO 
Deactivated: 1926 Other Structures: BRICK WELL & CISTERN 
Foundation Materials: 
Construction Materials: STONE Owner/Manager: U.S. COAST GUARD 
Markings/Patterns: WHITE Current Use: 
Shape: OCTAGONAL W/OUT LANTERN Open to the Public? NO 
Relationship to Other Structures: INTEGRAL 
Tower Height: National Register Status DETERMINED ELIGIBLE BY 
Original Optic: FIFTH ORDER KEEPER OF THE NATIONAL REGISTER 
Present Optic: REMOVED Documented by HAER? YES (PR-22) 
is there a Newer Tower? YES; Year Constructed: 1975 DWELLING IDENTICAL TO POINT MULAS ON 
Construction Materials: STEEL NORTi4 SHORE OF ISLAND 
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RHODE ISLAND 








BEAVERTAIL LIGHT 


Location: CONANICUT ISLAND/NARACGANSETT BAY 
ENTRANCE; U.S.C... Distiet | 
Nearest City: JAMESTOWN, County: NEWPORT 


Year Miation tetablished: 1749, Year Automated: 1972 


Year Existing Historic Tower Constructed: 1656 
ls the Light Operational’ YES 
Foundation Materials: TIMBER/ROCK CRIB 
Construction Materials: GRANITE 
Markings/Patierns; NATURAL W/ BLACK LANTERN 
Shape: SQUARE 
Relationship to Other Structures: ATTACHED 
Tower Height 45, Height of Focal Plane: 68 
Original Optic: THIRD ORDER, FRESNEL (1656) 
Present Optic: OCH 24 (1991) 








ls there a Newer Tower! NO 
ls there an Existing Fog Signal Building? NO 
Current Fog Signal Type: AIR OPERATED SIREN/ORIGC. BELL 





is there an Existing Keepers Quarters’ YES 
Year Constructed: 1856; Number of Stories: 2 
Architectural (ATTACHED) 

Cy CS Ce Gas Conduction Materials: BRICK/STUCCO 








Other Structures: OL HOUSE, GARAGE, STORAGE BUILDING, RADIOBEACON, ASSISTANT KEEPERS (1898) 


Owner/Manager, U.S. COAST GUARD LEASE TO RHODE ISLAND PARKS ASSOCIATION 
Current Use: ACTIVE AID TO NAVIGATION/MUSEUM IN ASSISTANT KEEPERS DWELLING 
Open to the Public? YES; OPEN SUMMERS (WED-SUN), Access: END OF BEAVERTAIL ROAD 


National Register Status: LISTED: BEAVERTAIL LIGHT (LIGHTHOUSES OF RHODE ISLAND TR) 
THIRD LIGHT STATION TO BE BUILT IN U.S., THIRD TOWER ON THE SITE; STATION USE * FOR NUMEROUS 


FOG SIGNAL EXPERIMENTS; SIGNALS HAVE INCLUDED BELL, HORNS, WHISTLE, TRUMPETS, FOGHORN; 
MOUNTED ON FOUNDATION OF 18TH CENTURY TOWER 





BLOCK ISLAND (NORTH) LIGHT 


Location: SANDY POINT/NORTH END BLOCK Relationship to Other Structures: INTEGRAL 
ISLAND; U.5.C.G. Districh 1 Tower Height: 55; Height of Focal Plane: 61 

Nearesi City: NEW SHOREHAM Original Optic: FOURTH ORDER, FRESNEL (1667) 

County: WASHINGTON Present Optic: AEROBEACON (1989) 

Year Station Established: 1629; Year Automated: 1955 is there a Newer Tower? NO 


ls there an Existing Foe Sena! Budding? NO 
Year Existing Historic Tower Constructed: 1667 


is the Light Operational? YES is there an Existing Keepers Quarters? YES 
Deactivated: 1970-198 Year Constructed: 18667; Number of Stories: 2.5 
Foundation Materials Architectural Style: VICTORIAN/ITALIANATE 
Construction Materials: GRANITE/WOOD Construction Materials: GRANITE 
Markings/Pattierns: BROWN 

Shape: OCTAGONAL ON DWELLING ROOF Other Structures: 2 STORAGE BUILDINGS 
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MHODE ISLAND 


BLOCK ISLAND (NORTH) LIGHT cont 


LwnenManager U.S. FISht & WILDLIFE SERVILL/TOWN OF NEW 
SPORE TIAM 

Current Use INTERPRETIVE CENTER 

Upen to the Publier YES 

Access: FERRY FROM MAINLAND, (SURROUNDID &@Y 
NATIONAL WILULIFE REFUGE) 

Public Phone 401-464-9124 


National Register Status: LISTED BLOCK ISLAND NORTH LIGHT 
(LIGHTHOUSES OF RMODE ISLAND TR) 


STATION BEGAN AS TWIN TOWERS, REBUILT 1817, 1857, AND 
1867; LMT DISPLAYED ON SRELETAL TOWER 1971.1989 
ORILINAL LENS ON DISPLAY INTERPRETIVE CENTER 











Courtesy National Register of Histor 
Places/iames Ciba. 1974 





BLOCK ISLAND 
(SOUTHEAST) 
LIGHT 


Location: MOMEGAN 
BLUFEFS/ALOCK ISLAND 

US.C.0. Dietieh 1 

Nearest City: NEW SHOREHAM 

County: WASHING TON 


Year Station tetablihed: 1475 
Year Automated 1990 





Year Existing Mistoric Tower 
Constructed: 18675 
ls the Light Operational? NO 
Deactivated: 1990 
Foundation Materials 
CRANITE/CONCRETE 
Construction Materials: RED 
BRICK 
Markings/Patterns NATURAL 
W/BLACK LANTERN 
Courtesy U.S. Coast Guard (prior to relocation) Shape: OCTAGONAL 
PYRAMIDAI 


Relationship to Other Structures: ATTACHED: Tower Height 52; Height of Focal Plane: 258 
Original Optic: FIRST ORDER, FRESNEL (1875); Present Optic: OCB 224 





is there a Newer Tower? NO 
is there an Existing For Signal Building? NO (REMOVED 1989), Current Foe Sienal Type: MORN/ORIC,. STEAM SIREN 


290 Light Stations by State 








RHODE ISLAND 


ls there an Existing Keepers Quarters’ YES, Year Constructed: 1674; Number of Stories: 2.5 
Architectural Style: GOTHIC REVIVAL DUPLEX, Construction Materials; GRICK 





Other Structures; 2 CISTERNS, GARAGE, STORAGE BUILDING, RADIOBLACON, BOATHOUSE 
OwnerManager U.S. COAST GUARD LEASE TO BLOCK ISLAND SOUTHEAST LIGHTHOUSE FOUNDATION 
Current Use. 6\.'SEUM IN KEEPERS DWELLING; Open to the Publicf YES; OPEN SUMMERS 

Access: FERRY/SOUTHEAST LIGHT ROAD, Public Phone: 401-466-5009 

National Register Status; LISTED: BLOCK ISLAND SOUTH LAST LIGHT, Documented by MALRE YES (R27) 


MOVED BACK FROM BLUFF IN 1993; ORIGINAL LENS ON DISPLAY IN MUSEUM 





BRISTOL FERRY LIGHT 


Location: STRAIT FROM NARRAGANSETT BAY 
US.C.G, Distrieh 1 
Nearest City: BRISTOL; County: BRISTOL 


Year Station Established: 1846, Year Automated: 1928 


Year Existing Historic Tower Constructed: 1655 
is the Light Operational? NO; Deactivated: 1927 
Foundation Materials 
Construction Materials: BRICK 
Markings/Patterns. WHITE 
Shape: SQUARE WITHOUT LANTERN 
Relationship to Other Structures: ATTACHED 
Tower Height: 34; Height of Focal Plane: 35 
Original Optic: SIXTH ORDER, FRESNEL (1855) 
Present Optic: REMOVED 


is there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 1855; Number of Stories: 1.5 


Architectural Style: FEDERAL REVIVAL 
Construction Materials: BRICK 





Courtesy National Register of Historic | 
Places/Eugene Wick York for Rhode Island Other Structures: BRICK OIL MOUSE (1904) 
Historical Preservation Commission, 19864 ager. PRIVATE - 


Current Use: PRIVATE RESIDENCE; Open to the Public? NO 
National Register Status: LISTED: BRISTOL FERRY LIGHT (LIGHTHOUSES OF RHODE ISLAND TR) 


MARKED BY PRIVATE LIGHTSHIP 18646-1855; REPLACED BY 30-FOOT SKELETAL TOWER W/ACETYLENE LIGHT IN 
1927 WHICH WAS DISCONTINUED & REMOVED IN 1930 WITH THE CONSTRUCTION OF THE MOUNT HOPE 


BRIDGE 
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CASTLE HILL LIGHT 


Location; NARRAGANSETT BAY LAST PASSAGE 
U.S.C... Dietiet 1 
Nearest City; NEWPORT; County; NEWPORT 


Year Station Letablished: 1490; Year Automated: 1957 


Year Existing Mistoric Tower Constructed: 1890 
ls the Light Operational’ YES 
Foundation Materials; GRANITE BLOCKS 
Construction Materials; GRANITE BLOCKS 
Markings/Patterns: WHITE TOP/ GRANITE 

BOTTOM/BLACK LANTERN 

Shape: CONICAL 
Relationship to Other Structures; SEPARATE 
Tower Meight: 34; Height of Focal Plane: 40 
Original Optic: FIFTH ORDER, FRESNEL (1690) 
Present Optic: 300 MM 


ls there a Newer Tower NO 
is there an Existing Fog Signal Building?! NO 
Current Fog Signal Type: HORN/ORIG, BELL 


Is there an Existing Keepers Quarters’ NO 
(DESTROYED 1938) 


Other Structures: NONE 




















Courtesy National Register of Historic Places/Eugene Wick 
York for the Rhode Island Historical Preservation 
Commission, 1984 


Owner/Manager: U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO; Access: OFF OCEAN AVENUE/INN AT CASTLE HILL 


National Register Status: LISTED: CASTLE HILL LIGHTHOUSE (LIGHTHOUSES OF RHODE ISLAND TR) 


WOODEN STEPS TO LIGHT REBUILT IN 1992 





CONANICUT ISLAND LIGHT (OLD) 


Location: NORTH END OF CONANICUT ISLAND 
U.5.C.G. District: 1 
Nearest City: JAMESTOWN; County: NEWPORT 


Year Station Established: 1886 
Year Automated: 1933 


Year Existing Historic Tower Constructed: 1686 
is the Light Operational? NO 
Deactivated: 1933 
Foundation Materials: 
Construction Materials: WOOD 
Markings/Patterns: RED W/WHITE TRIM 
Shape: SQUARE WITHOUT LANTERN 
Relationship to Other Structures: ATTACHED 
Tower Height: 


292 


Height of Focal Plane: 47 
Original Optic: FIFTH ORDER, FRESNEL (1891) 
Present Optic: REMOVED (1933) 





is there a Newer Tower? YES; Year Constructed: 1933 
Construction Materials: STEEL; Shape: SKELETAL 
Tower Height: 50; Height of Focal Plane: 60 
Original Optic: 375 MM (1933) 


Is uvere an Existing Fog Signal Building? YES 
Year Constructed: 1907 
Construction Materials: BRICK 
Architectural Style: 

Current Fog Signal Type: SIREN/ORIG. BELL 
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ls there an Existing Keepers Quarters? YES 
Year Constructed: 1686 
Number of Stories; 2 
Architectural Style; RED FRAME GOTHIC 
REVIVAL; Construction Materials; WOOD 


Other Structures; BARN (1897), BRICK OL 
MOUSE (1901) 


Owner/Manager; PRIVATE OWNER 
Current Use; PRIVATE RESIDENCE 
Open to the Public? NO 





National Register Status: LISTED: 
CONANICUT ISLAND LIGHTHOUSE 
(LIGHTHOUSES OF RHODE ISLAND TR) 


NEW TOWER INACTIVE MID-19805 








Conanicut Island Light. Courtesy National Register of Historic 
Places/Eugene Wick for the Rhode Island Historical Preservation 
Commission, 1984 








CONIMICUT SHOAL LIGHT 


Location: CONIMICUT POINT/PROVIDENCE RIVER 
U.S.C.G, Distric: 1 
Nearest City: WARWICK; County: KENT 


Year Station Established: 1793 
Year Automated: 1966 


Year Existing Historic Tower Constructed: 16863 
is the Light Operational? YES 
Foundation Materials: CAST IRON/GRANITE 

CAISSON 

Construction Materials: CAST IRON 
Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 58; Height of Focal Plane: 55 
Original Optic: FOURTH ORDER, FRESNEL (1868) 
Present Optic: 250 MM 





is there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: HORN/ORIC. BELL 








Courtesy National Register of Historic Places/Eugene Wick 
York for the Rhode Island Historical Preservation Commission, 
1984 


is there an Existing Keepers Quarters? YES 
Year Constructed: 1883; Number of Stories: 3 
Architectural Style: SPARK PLUG INTEGRAL 
Construction Materials: CAST IRON 


Other Structures: NONE 
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CONIMICUT SHOAL LIGHT cont, 


Owner/Manager: U.S, COAST GUARD National Register Status: LISTED; CONIMICUT 
Current Use: ACTIVE AID TO NAVIGATION LIGHTHOUSE (LIGHTHOUSES OF RMIODE 
Open to the Public? NO ISLAND TR) 
Access: BOAT/VIEW FROM CONIMICUT POINT 

PARK KEEPERS DWELLING AT NAYATT POINT USED 


UNTIL 18690 








DUTCH ISLAND 
LIGHT 


Location; DUTCH ISLAND/ 
NARRAGANSETT BAY 
U.S.C.G, Districh 1 
Nearest City; JAMESTOWN 
County; NEWPORT 


Year Station Established: 1826 
Year Automated: 1947 








Year Existing Historic Tower 

Constructed: 18657 

Is the Light Operational? NO 

Deactivated; 1979 

Foundation Materials; SURFACE 
ROCK 

Construction Materials: BRICK 

Markings/Patterns; WHITE 
W/BLACK LANTERN 


Shape: SQUARE/ORIG. 2 
ATTACHED TO DWELLING Courtesy National Register of Historic Places/Eugene Wick York for the Rhode 


Island Historical Preservation Commission, 1984. 





Relationship to Other Structures: 
SEPARATE 

Tower Height: 42; Height of Focal Plane: 56; Original Optic: FOURTH ORDER, FRESNEL (1857) 

Present Optic: REMOVED 


ls there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO; Current Fog Signal Type: BELL 


Is there an Existing Keepers Quarters? NO (DEMOLISHED 1948) 





Other Structures: CISTERN, OIL HOUSE 

Owner/Manager: RHODE ISLAND DEPARTMENT OF ENVIRONMENTAL MANAGEMENT; Current Use: STATE PARK 

Open to the Public? YES; Access: OFFSHORE/BAY ISLANDS STATE PARK, VIEW FROM FORT GETTY RECREATION 
AREA 


National Register Status: LISTED: DUTCH ISLAND LIGHTHOUSE (RHODE ISLAND LIGHTHOUSES TR) 
On State List/inventory? YES; Year Listed: 1988 
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HOG ISLAND SHOAL LIGHT 


Location; EAST PASSAGE NARRAGANSETT BAY 
US.C.G, Distriey | 
Nearest City; PORTSMOUTH; County; BRISTOL 


Year Station Established: 1686 
Year Automated: 1964 


Year Existing Historic Tower Constructed; 1901 

is the Light Operational? YES 

Foundation Materials; CAST IRON/GRANITE 
CAISSON 

Construction Materials; CAST IRON 

Markings/Patierns; WHITE TOWER ON BLACK | 
BASE "SPARK PLUG" | 

Shape: CONICAL 

Relationship to Other Structures; INTEGRAL 

Tower Height: 60; Height of Focal Plane: 54 

Original Optic: FIFTH ORDER, FRESNEL (1901) 

Present Optic: 250 MM 











ls there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: HORN/ORIG,. SIREN 


is there an Existing Keepers Quarters? YES 
Year Constructed: 1901 
Architectural Style: SPARK PLUG INTEGRAL 
Construction Materials: CAST IRON 











Courtesy National Register of Historic Places/Eugene Wick York 
for the Rhode Island Historical Preservation Commission, 1984. 


Open to the Public? NO; Access: BOAT 


Other Structures: 


Owner/Manager; U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


National Register Status: LISTED: HOG ISLAND SHOAL LIGHTHOUSE (LIGHTHOUSES OF RHODE ISLAND TR) 


STATION MARKED BY HOG ISLAND LIGHTSHIP NO. 12 FROM 1686-1901 





IDA LEWIS ROCK LIGHT (FORMERLY LIME ROCK) 


Location: INNER NEWPORT HARBOR 
U.S.C.G, District: 1 

Nearest City: NEWPORT 

County: NEWPORT 


Year Station Established: 1854 
Year Automated: 1927 


Year Existing Historic Tower Constr cted: 1854 
Is the Light Operational? YES (P:\'VATE AID) 
Deactivated: 1927 
Foundation Materials: 

Construction Materials: BRICK 
Markings/Patterns: WHITE W/BLACK LANTERN 


Shape: SQUARE 

Relationship to Other Structures: ATTACHED 
Tower Height: 13; Height of Focal Plane: 30 
Original Optic: SIXTH ORDER, FRESNEL (1854) 
Present Optic: REMOVED (1927) 


Is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? NO 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1856; Number of Stories: 2 
Architectural Style: GREEK REVIVAL (ATTACHED) 
Construction Materials: GRANITE/BRICK 
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IDA LEWIS ROCK LIGHT 
(FORMERLY LIMI 
ROCK) cont 





(Miver Siructures 


COwnenrManager IDA LEWIS YACHT 
tive 

Curent Use YACHT CLUB/PRIVATI 
AID, Open to the Publi NO 





National Register Matus LISTED IDA 
LEW, ROCK LICMTHOUSM 
(LIGHTHOUSES OF RHODI 
ISLAND TR) 


NAMED FOR IDA LEWIS, FAMOUS 

KEEPER FOR 35 YEARS, STATION 

DEACTIVATED 196131. NOW A 

PRIVATE AIDE LECTRIC LANTERN IN 

THE CORILINAL TOWER LIT NICMTLY 

FROM MID-MAY TO MID-OCTOBER Courtesy National Register of Historic Places/ Lugene Wick Vork for the 
Rhode Island Historical Preservation Commission, 1984 











NAYATT POINT LIGHT 


Location: NAYATT POINT/PROVIDENCE RIVER MOUTH 
US.C.G,. Dietrich | 
Nearest City: BARRINGTON, County: BRISTOL 


Year Station Established 1678 


Year Existing Historic Tower Constructed 1656 
is the Light Operational? NO. Deactivated 1668 
Foundation Materials 
Construction Materia BRICK 
Markings/Patiems WHITE W/BLACK TRIM 
Shape SQUARE 
Relationship to Other Structures: ATTACHED 
Tower Hemht 25; Height of Focal Plane: 31 
Original Optic: FOURTH ORDER, FRESNEL (1863) 
Present Optic: REMOVED TO CONIMICUT LIGHT (18668) 








ts there a Newer lower NO 
is there an Existing Foe Signal Building? NO 


ls there an Existing Keepers Quarters? VES 
Year Constructed: 1628; Number of Stories: 2 
Architectural Stvle. ATTACHED TO TOWER 
Construction Material: BRICK 








Photo by Leonard HM. Lesko, 1980: 


Other Structures 


Owner/Manager, PRIVATE OWNER: Current Use: PRIVATE RESIDENCE: Open to the Public? NO 
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National Register Matus LISTED NAVATT POINT LIGMTROUSE (LIGMTMOUSES OF RODE ISLAND TR) 


REPLACED BY CONIMICUT LIGHT IN 1868, SERVED AS CONIMICUT'S KEEPERS DWELLING UNTIL SOLD IN 1890 








NEWPORT HARBOR (GOAT 
ISLAND) LIGHT 


Location: GOAT ISLAND/NEWPORT HARBOR 
ENTRANCE US.C.C. Diewien | 
Nearest City, NEWPORT, County, NEWPORT 


Year Mation tetablished 1824, Year Automated 196) 


Vear Existing Historic Tower Constructed 1865 
ls the Light Operational! VES 
Foundation Materials GRANITE BREAKWATER 
Construction Materials GRANITE BLOCKS 
Markings/Patiems WHITE W/BLACK LANTERN 
Shape: OCTAGONAL (ORIG. ATTACHED TO 

HOUSE) 

Relationship to Other Structures SEPARATE 
Tower Height 35, Height of Focal Plane. 3) 
Original Optic: FOURTH ORDER, FRESNEL 
Present Optic: FIFTH ORDER, FRESNEL 








ls there a Newer Tower! NO 


is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: BELL (INACTIVE) 


ls there an Existing Keepers Quarters! NO 
(DEMOLISHED 1922) 


Other Structures 


Owner/Manager, U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? YES; GROUNDS ONLY 
Access: ACROSS FROM SHERATON HOTEL 
PROPERTY 





Courtesy National Register of Historic Places/Eugene Wick 
York for the Rhode Island Historical Preservation 
Commission, 1984 


National Register Status: LISTED: NEWPORT HARBOR LIGHTHOUSE (LIGHTHOUSES OF RHODE ISLAND TR) 


FIRST TOWER MOVED TO PRUDENCE ISLAND 1651; ELECTRIFIED 1923 





PLUM BEACH LIGHT 


Location: WEST PASSAGE/NARRAGANSETT BAY Construction Materials: CAST IRON/CONCRETE 
US.C.G. District 1 Markings/Patioms: WHITE ON BLACK BASE 
Nearest City; NORTH KINGSTOWN Shape: “SPARK PLUG*/OONICAL ON CYLINDRICAL 
County: WASHINGTON BASE 
Relationship to Other Structures: INTEGRAL 
Year Station Established: 1697 Tower Height 53; Height of Focal Plane: 54 
Original Optic: FOURTH ORDER, FRESNEL 
Year Existing Historic Tower Constructed: 1899 Present Optic: REMOVED 
is the Light Operational? NO, Deactivated: 1941 
Foundation Materials: SUBMARINE TYPE CAST ls there a Newer Tower? NO 
RON CAISSON 
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PLUM BEACH LIGHT cont 


le there an Existing fog Signal Building! NO 
Current fog Sienal Type GELI 


te there an Exiting Keepers (Quarters! YES 
Year Lonethected: 1899, Number of Stories 5 








Architectural Viyle INTEGRAL 
Conetruction Materials CAST HON 


(ther Siructures NONT 


Ownet/Manager UNCERTAIN 

Current Use ABANDONED 

Open to the Public! NO, OFF SPOR 
Access: NORTH OF JAMESTOWN 8RIDCUI 


National Register Matus: LISTED PLUM BLEACH 
LIGMTHMOUSE LIGHTHOUSES OF RHODT 


ISLAND TR) 


SIGNIFICANT SUBMARINE TYPE CAISSON. 
BECAME OBSOLETE WITH CONSTRUCTION OF 
JAMESTOWN 8RIDGT 





Courtety National Register of Historic Places/tugene Wick York 
for the Rhode Island Hitorical Preservation (Commision 1984 














Courtesy National Register of Historic 
Places/Eugene Wick York for the Rhode island 


HMtorical Preservation Commuusion. 1984 
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POINT JUDITH LIGHT 


Location WEST SIDE OF NARRAGANSETT BAY ENTRANCE 


US.C.G. District 1 
Nearest City) NARRAGANSETT: County WASHINGTON 


Year Station Established: 1810, Year Automated 1954 


Year Existing Historic Tower Constructed: 1857 
is the Light Operational’ YES 
Foundation Materials: GRANITE BLOCKS 
Construction Materials: GRANITE BLOCKS 
Markings/Patioms WHITE LOWER/BROWN UPPER 

W/BLACK LANTERN 

Shape: OCTAGONAL CONICAL 
Relationship to Other Structures SEPARATE 
Tower Height: 51; Height of Focal Plane: 65 
Original Optic: FOURTH ORDER, FRESNEL (18657) 
Preent Optic FOURTH ORDER 


hk there a Newer Tower NO) 


is there an Existing Fog Signal Building? VES 
Year Constructed: 1923 
Construction Material DRESSED STONE 
Architectural Style 
Current Fog Signal Type HORN/ORIC, DABOLL TRUMPET 
THEN SIREN 


is there an Existing Keepers Quarters? NO (DEMOLISHED 
1954) 
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Cither Structures BRICK CON PROUSE (1917). RADIHORTLACON BUILDING (1919) 


UwnenManager U5. COAST CUARD, Current Use ALTIVE AID TO NAVILATION/ILOAST CUARD STATION 
Open to the Public’ YES, GROUNDS ONLY Access 1470 OLTAN ROADIET. 108 SOUTH 


National Register Matus: LISTED: POINT JUDITR LIGMTMOUSM (LIGMTMOUSES OF RHODE IKLAND TR) 


TRL TOWER ON SITE, 1872 LIFESAVING STATION DESTROVED IN 1948, TOWER ORILINALLY ATTACHED TO 
KEEPERS DWELLING BY ENCLOSED WALKWAY 














(OLD) 


Location PROVIDENCE RIVER 
VS... Dieta | 

Nearest City LAST PROVIDING 
County PROVIDENCGI 


Year Viation tetabliehed 1871 
Year Automated 1974 


Vear txisting Histor Tower Constructed 
1ayi 
ls the Light Operational’ NO 
Deactivated 1974 
Foundation Materials STONE 
Construction Materialk WOOD 
Markings/Patioms WHITE W/BLACK 
LANTERN & RED ROOF 
Shape: OCTAGONAL ON SQUARE 
HOUSE 
Relationship to Other Structures INTEGRAL, Tower Height 40, Height of Focal Plane $4 
Original Optic: SIXTH ORDER, FRESNEL (1671), Present Optic 





Courtesy U.S. Coast Guard 


is there a Newer Tower? VES, Year Constructed 1974, Shape SKELETAL, Original Optic 250 MM GOLAR POWERED) 
ls there an Existing Foe Signal Building? NO, Current Fog Signal Type: BELL/SIREN 


ls there an Existing Keepers Quarters? YES, Year Constructed 18671, Number of Stories: 2 
Architectural Style SECOND EMPIRE INTEGRAL. Construction Material WOOD 


Other Structures 


Owner/Manager U.S. COAST GUARD (NEW TOWERYMOBIL O11 COMPANY (OLD TOWER) 
Open to the Public? NO. Access: BOAT 


National Register Status: LISTED: POMMHAM ROCKS LIGHT STATION (LIGHTHOUSES OF RHWODE ISLAND TR) 





POPLAR POINT LIGHT 


Location: WICKFORD MARBOR: U5S.C.C District 1 Year Existing Historic Tower Constructed 1631 
Nearest City NORTH KINGSTOWN ts the Liat Operational’ NO 
County. WASHINGTON Deactivated 168) 
Foundation Material 
Year Station Established 1631 Construction Materia: WOOD 
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POPLAR POINT LIGHT cont, (ee ——— 


Marhings/Patterns WHITE W/BLACK 
TRIM 

Shape OF TALONAI 

Relationship ta CMher Structures 
ATTACHED 

Tower toil 

hemi of focal Plane 48 

Original Optic 8 LAMPS, 14.5° 
REFLEC TORS 

Preeent Optix REMOVED 








ls there 4 Newer Tower YES 
Shape POL 





ie there an Existing fog Sianal Building! 


wv Courtesy National Register of Historic Places/tugene Wick York for the 


Rhode Island Historical Preservation Commission, 1984 
ls there an Existing Keepers Quarters! VES 


Year Constructed 181) 

Number of Stories 1.5. Architectural Style MODIFIED CAPT, Construction Materials WOOD 
(vher Structures 
OwnerManager PRIVATE OWNER, Current Use PRIVATE RESIDENCE, Open to the Public! NO 


National Register Status: LISTED: POPLAR POINT LIGHTHOUSE (LIGHTHOUSES OF RHODE ISLAND TR) 


REPLACED BY WICKFORD MARBOR LICHT 








PRUDENCE ISLAND (SANDY POINT) 
LIGHT 


Location. EAST SIDE SANDY POINT/NARRAGANSETT BAY 
US... Dietrich 1 
Nearest City: PORTSMOUTH: County: NEWPORT 


Year Station Established: 1852: Year Automated: 1961 


Year Existing Historic Tower Constructed: 1823 (ON GOAT 
ISLAND), ts the Light Operational’ YES 

Foundation Materials: NATURAL/EMPLACED 
Construction Materials: GRANITE BLOCKS 
Markings/Patiems: WHITE TOWER W/BLACK LANTERN 
Shape: OCTAGONAL 
Relationship to Other Structures: SEPARATE 
Tower Height 30; Height of Focal Plane: 26 
Original Optic: FIFTH ORDER, FRESNEL (1852) 
Present Optic: 250 MM 








ls there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO 
Current Fog Signal Type: NONE/ORIC. BELL, HORN 





Courtesy of National Register of Hatori 


Places/Eugene Wick York for the Rhode Island is there an Existing Keepers Quarters? NO (DESTROYED 1938) 
Hitorical Preservation Commission, 1964 
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Other Structures OFESTROVED 


UOwnernManager U.S. COAST GUARD, Current Use ACTIVE AID TO NAVIGATION 
Open to the Public! NO, Access FERRY/BOAT 


National Register Status: LISTED: PRUDENCE ISLAND LIGMTMOUSE (LIGMTMOUSES OF REIODE ISLAND TR) 


RARE HIRDCAGE LANTERN: ORIGINALLY BUILT ON GOAT ISLAND IN NEWPORT MARBOR IN 182) TOWER 
MOVED IN 1451 TO PRUDENCE ISLAND: ELECTREUED 10139 





ROSE ISLAND LIGHT 


Location NORTH OF NEWPORT HARBOR 
Nearest City NEWPORT, County NEWPORT 


Year Mation tetablished 1870. Year Automated 


Vear txisting Mistoric Tower Constructed: 1670 

ls the Light Operational’ VES (PRIVATE AID) 

Deactivated: 1971-1992 

Foundation Materials MASONRY 

Construction Materials WOOD 

Markings/Patioems: WHITE TOWER ON DWELLING 

Shape: OCTAGONAL 

Relationship to Other Structures: INTEGRAL 
Courtesy U.S. Coast Guard lower Height 45; Height of Focal Plane: 50 
Original Optic: SIXTH ORDER, FRESNEL (18670) 
Present Optic: FOURTH ORDER, FRESNEL (1993) 





ls there a Newer Tower? NO 

ls there an Existing Fog Signal Building? YES; Year Constructed 
Construction Materials: WOOD FRAME; Architectural Style 

Current Fog Signal Type: REED HORN/BELL 


is there an Existing Keepers Quarters? YES; Year Constructed: 1670; Number of Stories: 2 
Architectural Style: SECOND EMPIRE REVIVAL (INTEGRAL); Construction Materials: WOOD FRAME 


Other Structures: BRICK Ol. HOUSE (ca. 1912), FRAME PUBLIC BUILDING (1992) 


Owner/Manager, CITY OF NEWPORT; Current Use: PRIVATE AID TO NAVIGATION/MUSEUM/GUEST HOUSE 
Open to the Public? YES; Access: BOAT FROM NEWPORT OR JOHNSTOWN; Public Phone: 401-447-4242 





National Register Status: LISTED: ROSE ISLAND LIGHTHOUSE (LIGHTHOUSE OF RHODE ISLAND TR) 
On State List/inventory? YES; Year Listed: 1986 


REPLACED BY LIGHTS ON NEWPORT BRIDGE IN 1971; REHABILITATED IN 1989-1992 TO 1912-1920 
CONDITION, RELIT 1993 





SAKONNET LIGHT 


Location: LITTLE CORMORANT ROCK/SAKONNET Year Existing Historic Tower Constructed: 1684 
RIVER; U.S.C.G. District 1 is the Light Operational? NO 
Nearest City: SAKONNET; County: NEWPORT Deactivated: 1955 
Foundation Materials: CONCRETE/IRON CAISSON 
Year Station Established: 1664 ON ROCK 
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SAKONNET LIGHT cont 


_onstruction Materials: CAST IRON VW/RRICK 
LINING, 

Markings/Patiems VWitill ON BLACK BASSI 

Shape: CONICAL ON CYLINDRICAL BASI 

Relationship to Other Structures INTEGRAL 

Tower Meight: 66, Peimhi of focal Plane: 70 

Original Optic: TOURTH ORDER, FRESNEL (1884) 

Present Optic: NUNIT 


is there a Newer lower! NU 
ls there an Existing foe Signal Building?! NO 
Current foe Signal Type AIR DIAPHRALM MORN 


is there an Existing Keepers Quarters! YES 
Year Constructed |Afd 
Architectural Style: INTEGRA 
Conetruction Materials CAST IRON 





Other Structures: CISTERN 
( ourtesy U.S. Coast Guard, ca. 1957 
Owner/Manager FRIENDS OF SAKONNET 
LILMTMOUSEL. INC. Curent Use 
Open to the Public! NO, Access BOAT 


National Register Status: LISTED: SAKONNET LIGHT STATION (LIGHTHOUSES OF RHODE ISLAND TR) 
On State Liet/inventory? YES 


LIGHT DESTROYED IN 1954 HURRICANE: RESTORED 1985, PLANS UNDERWAY TO RELIGHMT THE LIGHT 





WARWICK LIGHT 


Location: WARWICK NEC K/NARRAC, ANSETT 
BAY: US.C.G. Dietiet 1 
Nearest City: WARWICK: County: KENT 


Year Station Etstabliahed: 18277 
Year Automated 1985 


Year Existing Historic Tower Constructed 
1937 
is the Light Operational’ YES 
Foundation Materials: REINFORCED 
CONCRETE (1939 
Construction Materials: CAST IRON 
Markings/Patierns. WHITE W/BLACK 
LANTERN 
Shape: CYLINDRICAL W/OCTAGONAI 
LANTERN & BASE 
Relationship to Other Structures. SEPARATE 
Courtesy U.S. Coast Guard Tower Memht 51; Memht of Focal Plane: 66 
Ongmal Optic: FOURTH ORDER, FRESNEL 
1656); Present Optic: 250 MM (1985 





ls there a Newer tower! NO 
is there an Existing For Signal Building? NO: Current Foe Sienal Type: MORN/ORIC,. BELL, THEN SIREN 
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is there an Lxisting Keepers Quarter! YES; Year Constructed: 1889; Number of Stories: 1.5 
Architectural Style: VICTORIAN, Construction Materials) WOOD 


Other Structures: GARAGE, STORAGE BUILDING 


OwnerManager U.S. COAST GUARD, Current Use: AC TIVE AID TO NAVIGATION/COAST GUARD HOUSING IN 
KEEPERS; Open to the Public! YES; GROUNDS ONLY; Access: 1450 WARWICK NECK AVENUI 


National Register Status: LISTED: WARWICK LIGHTHOUSE (LIGHTHOUSES OF REODE ISLAND TR) 


TOWER MOVED BACK FROM ERODED BASLE IN 1939 








WATCH HILL LIGHT 


Location: FISHERS ISLAND 
SOUND EAST APPROACH 

U.5.C.G,. Dietieh 1 

Nearest City: WATCH HiLI 

County: WASHINGTON 


Year Station Established 18608 
Year Automated 1986 


Year Existing Historic Tower 
Constructed: 1857 
is the Light Operational? YES 
Foundation Materials GRANITE 
BLOCKS 
Construction Materials: GRANITE 
W/BRICK INTERIOR 
Markings/Patterns: NATURAL 
W/WHITE LANTERN AND 
Courtesy U.S. Coast Guard, ca. 1984 RED ROOF 
Shape: SQUARE 
Relationship to Other Structures: ATTACHED; Tower Height: 45; Height of Focal Plane: 61 
Original Optic: FOURTH ORDER, FRESNEL (1857); Present Optic: FA-251 150-WATT TUNGSTEN LAMP (1986) 














ls there a Newer Tower! NO 


is there an Existing Fog Signal Building? YES; Year Constructed: 1986; Construction Materials: BRICK 
Architectural Style: 1 STORY; Current Fog Signal Type: HORN 


is there an Existing Keepers Quarters? YES; Year Constructed: 1657; Number of Stories: 2 
Architectural Style: WHITE W/RED TRIM: Construction Materials: BRICK W/AWOOD ADDITION 


Other Structures: OIL HOUSE, GARAGE, RADIOBEACON 

Owner/Manager, U.S. COAST GUARD LEASE TO WATCH HILL IMPROVEMENT ASSOCIATION 
Current Use: AID TO NAVIGATION/MUSEUM IN O1L HOUSE 

Open to the Public? YES; JULY/AUGUST TUES & THURS (1-3) OR BY APPOINTMENT 

Access: 61 LIGHTHOUSE ROAD; Public Phone: 401-348-6676 


National Register Status: PART OF LISTING. WATCH MILL MISTORIC DISTRICT 
On State LisV/inventory? YES, Year Listed: 1986 
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SOUTH CAROLINA 











Morris island Light. Courtesy U.S. Coast Guard, 1980 








SOUTH CAROLINA 








CAPE ROMAIN LIGHT 


Location: LIGMTMOUSE ISLAND 
U5.C.G, Diswie) 7 

Nearest City; MCLELLANVILLE 
County: CHARLESTON 


Year Station Letablished: 1427 








Year Lxisting Mistoric Tower Constructed: 1456 

ls the Light Operational? NO 

Deactivated: 1947 

Foundation Materials: TIMBER PILING 

Construction Materials; BRICK 

Markings/Patterns: UPPER TWO-THIRDS 
ALTERNATING BLACK & WHITE, LOWER 
THIRD WHITE 

Shape: OCTAGONAL 

Relationship to Other Structures: SEPARATE 

Tower Height: 150; Height of Focal Plane: 161 

Original Optic: FIRST ORDER (18658) 

Present Optic: REMOVED 











Courtesy Cape Romain National Wildlife Refuge/Larry Davis, 
199) 


is there a Newer Tower? YES 
Is there an Existing Fog Signal Building? NO 
is there an Existing Keepers Quarters? NO (REMOVED LATE 1950s) 


Other Structures: BOTTOM THIRD (65 FEET) OF 1827 TOWER REMAINS 

Owner/Manager, U.S. COAST GUARD/U.5S. FISH AND WILDLIFE SERVICE 

Current Use: INACTIVE AID TO NAVIGATION IN NATIONAL WILDLIFE REFUGE 

Open to the Public? YES; BY PERMIT ONLY; Access: CAPE ROMAIN NATIONAL WILDLIFE REFUGE/BOAT FROM 
MCLELLANVILLE; Public Phone: 603-928-3368 

National Register Status: LISTED: CAPE ROMAIN LIGHTHOUSES; On State List/inventory? YES; Year Listed: 1980 


BOTH LIGHTHOUSES ARE CURRENTLY BEING STABILIZED 





GEORGETOWN LIGHT 


Location: NORTH ISLAND/WINYAH BAY ENTRANCE 
US.C.G. District: 7 
Nearest City: GEORGETOWN 

| County: GEORGETOWN 


Year Station Established: 1801; Year Automated: 1986 


Year Existing Historic Tower Constructed: 1867 

is the Light Operational? YES 
Foundation Materials: RUBBLESTONE CAISSON 
Construction Materials: RUBBLESTONE 
Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 87; Height of Focal Plane: 85 
Original Optic: FOURTH ORDER, FRESNEL (1857) 
Present Optic: FIFTH ORDER 





ls there a Newer Tower? NO Courtesy U.S. Coast Guard 
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SOUTH CAROLINA 








GEORGETOWN LIGHT cont, 


ls there an Existing Fog Signal Building! UNKNO VN 
ls there an Existing Keepers Quarters? UNKNOWN 


Other Structures: NONI 


Owner/Manager: U.S, COAST GUARD LEASE TO 
SOUTH CAROLINA DEPARTMENT OF YOUTH 


SERVICES 

Current Use: ACTIVE AID TO NAVIGATION/ 
REMABILITATION CENTER 

Open to the Public? NO 


National Register Status: LISTED: GEORGETOWN 
LIGMTMOUSE 





HAIG POINT (RANGE REAR) LIGHT 


Location; DAUFUSKIE ISLAND/CALIBOQUE SOUND 
US.C.G, Distrieh 7 

Nearest City: HILTON HEAD; County; BEAUFORT 
Year Station Established: 1872 


Year Existing Historic Tower Constructed: 1672 
ls the Light Operational? YES (PRIVATE AID) 
Deactivated: 1934-1987 
Construction Materials; WOOD 
Markings/Patterns: WHITE W/RED ROOF 
Shape: SQUARE ON HOUSE 
Relationship to Other Structures: INTEGRAL 
Height of Focal Plane: 70 
Original Optic: FIFTH ORDER, FRESNEL 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 1872; Number of Stories: 2 


Architectural Style: VICTORIAN 
Construction Materials; WOOD 


Other Structures 


Owner/Manager; PRIVATE OWNER 

Current Use: PRIVATE AID TO NAVIGATION/BED 
AND BREAKFAST 

Open to the Public? YES; GROUNDS 

Access: FERRY FROM HILTON HEAD 


National Register Status: PART OF LISTING: 
DAUFUSKIE ISLAND HISTORIC DISTRICT 


KEEPERS DWELLING RESTORED 1986; RELIT AS 
PRIVATE AID 1987 








HILTON HEAD RANGE REAR 
(LEAMINGTON) LIGHT 


Location: HILTON HEAD ISLAND; U.5.C.G. District 7 
Nearest City: BEAUFORT; County: BEAUFORT 


Year Station Established: 1877 


Year Existing Historic Tower Constructed: 1880 
is the Light Operational? NO; Deactivated: 1932 
Foundation Materials: CONCRETE FOOTINGS 
Construction Materials: CAST IRON 
Markings/Patterns: WHITE 
Shape: SKELETAL PYRAMIDAL W/CENTRAL CYLINDER 
Relationship to Other Structures: SEPARATE 
Tower Height: 94; Height of Focal Plane: 136 
Present Optic: SODIUM VAPOR (DECORATIVE) (1 985) 


ls there a Newer Tower? NO 

ls there an Existing Fog Signal Building? NO 

ls there an Existing Keepers Quarters? NO (RELOCATED TO 
HARBOR) 

Other Structures: OIL HOUSE (1892), CISTERNS 


Owner/Manager: PRIVATE OWNER 
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SOUTH CAROLINA 


Current Use; RESORT ATTRACTION; Open to the Publictf YES; GROUNDS ONLY BY APPOINTMENT 
Access; ARTMUR HILL GOLF COURSL/PALMETTO DUNES RESORT; Public Phone: 603-785-1106 


National Register Status; LISTED: REAR LIGHTHOUSE OF HILTON HEAD RANGE LIGHT STATION 


FRONT RANGE WAS DEMOLISHIED, REAR RANGE RESTORED IN 1985 BY GREENWOOD DEVELOPMENT 
CORPORATION, PARENT COMPANY OF PALMETTO DUNES 








HUNTING ISLAND LIGHT 


Location: MUNTING ISLAND STATE PARK 
U.5.C.G, Distrie: 7 
Nearest City; FROGMORE; County; BEAUFORT 


Year Station Established: 1859 


Year Existing Historic Tower Constructed: 16865 
ls the Light Operational? NO; Deactivated: 1933 
Foundation Materials; NATURAL/EMPLACED 
Construction Materials; CAST IRON/BRICK LINED 
Markings/Patterns: TOP THIRD BLACK, WHITE BELOW 
Shape: CONICAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 136; Height of Focal Plane: 140 
Original Optic: SECOND ORDER, FRESNEL (1875) 
Present Optic: REMOVED 


is there a Newer Tower? NO 

is there an Existing Fog Signal Building? NO (DESTROYED) 
Current Fog Signal Type: BELL 

ls there an Existing Keepers Quarters? NO (DEMOLISHED) 


Other Structures: 2 STORAGE BUILDINGS, 1 OIL HOUSE, | 
CISTERN 





Owner/Manager: STATE OF SOUTH CAROLINA 
Rruce Roberts Current Use: STATE PARK 

Open to the Public? YES; SEASONAL 

Access: HUNTING ISLAND STATE PARK/US. 21 
Public Phone: 803-638-2011 


National Register Status: LISTED: HUNTING ISLAND STATE PARK LIGHTHOUSE 
On State List/inventory? YES; Year Listed: 1977 


TOWER MOVED IN 1889 BECAUSE OF EROSION; INTERIOR RENOVATED 1991 





MORRIS ISLAND (OLD CHARLESTON) LIGHT 


Location: MORRIS ISLAND/CHARLESTON HARBOR Foundation Materials: TIMBER PILING/CONCRETE 
ENTRANCE; U.S.C.G. District: 7 BASE 
Nearest City: CHARLESTON; County: CHARLESTON Construction Materials: DRESSED STONE 
Markings/Patterns: WHITE & BLACK BANDS 
Year Station Established: 1767; Year Automated: 1938 W/BLACK LANTERN 
Shape: CONICAL 
Year Existing Historic Tower Constructed: 1876 Relationship to Other Structures: SEPARATE 
is the Light Operational? NO Tower Height: 161; Height of Focal Plane: 155 
Deactivated: 1962 Original Optic: FIRST ORDER, FRESNEL (1858) 
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SOUTH CAROLINA 








MORRIS ISLAND (OLD CHARLESTON) LIGHT cont. 


Present Optic: REMOVED 
is there a Newer Tower! NO 
is there an Existing Fog Signal Building? NO (DESTROYED) 
is there an Existing Keepers Quarters? NO (DESTROYED IN 1938 MURRICANE) 
Other Structures; NONE 


Owner/Manager; PRIVATE OWNER; Current Use; ABANDONED 
Open to the Public? NO; Access: BOAT/VIEW FROM FOLLY BEACH 


National Register Status; LISTED; MORRIS ISLAND LIGHTHOUSE 
On State LisVinventory? YES; Year Listed: 1981 


REPLACED IN 1962 BY NEW CHARLESTON LIGHT ON SULLIVANS ISLAND 
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TEXAS 





GALVESTON JETTY LIGHT 


Location; GALVESTON ISLAND/GALVESTON BAY 
U.S.C.G, Districes 6 

Nearest City; GALVESTON; County; GALVESTON 
Year Station Established: 1656 


Year Existing Historic Tower Constructed; 1916 
ls the Light Operational? NO 
Deactivated; 1972 
Foundation Materials; CONCRETE 
Construction Materials: BRICK/STEEL 
Merkings/Patterns; BUFF W/BLACK TRIM 
Shape: CYLINDRICAL OCTAGONAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 84; Height of Focal Plane; 91 
Original Optic: THIRD ORDER 


Present Optic: REMOVED 


ls there a Newer Tower? YES; Shape: SKELETAL 
Height of Focal Plane; 145 


Owner/Manager: U.S, COAST GUARD 
Current Use: 
Open to the Public? NO; Access: PUBLIC JETTY 


National Register Status: NONE 


REPLACED POINT BOLIVAR LIGHT; LENS DONATED 
TO GALVESTON COUNTY HISTORICAL MUSEUM 
IN 1974; LIGHT SCHEDULED FOR DEMOLITION 
1996 








HALF MOON REEF LIGHT 


Location: MOVED ASHORE/ORIG, ON 
REEF IN MATAGORDA BAY 

U.S.C.G, District: 8 

Nearest City: PORT LAVACA 

County: CALHOUN 

Year Station Established: 1858 


Year Existing Historic Tower Constructed: 

1658 

Is the Light Operational? NO 

Deactivated: 1942 

Foundation Materials: IRON SCREWPILE 
(ORIGINAL) 

Construction Materials: WOOD 

Markings/Patterns: WHITE W/GREEN 
TRIM 

Shape: HEXAGONAL 

Relationship to Other Structures: 


Courtesy Calhoun County Historical Commission/Philip Thomae, 1993. INTEGRAL 


Present Optic: REMOVED 


Original Optic: FOURTH ORDER 


is there an Existing Keepers Quarters? YES; Year Constructed: 1858; Number of Stories: 1 
Architectural Style: PLATFORM COTTAGE; Construction Materials: WOOD 


Owner/Manager: CALHOUN COUNTY HISTORICAL COMMISSION; Current Use: PARK 
Open to the Public? YES; BY APPOINTMENT AND ON SPECIAL OCCASIONS 


Access: PORT LAVACA COMMUNITY PARK 


National Register Status: NONE; On State List/Inventory? YES; Year Listed: 1980 


PARTIALLY DESTROYED IN 1942 STORM; ORIGINALLY OFFSHORE ON HALF MOON REEF IN MATAGORDA BAY; 
MOVED TO A PARK AND RESTORED BY HISTORICAL COMMISSION AND PILOT CLUB IN 1980 
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TEXAS 








LYDIA ANN LIGHT (FORMERLY ARANSAS 


PASS) 


Location MARBOR ISLAND/NORTRMIWEST OF ARANSAS PASS 


US... Dieta € 
Nearest City: PORT ARANSAS, County ARANSAS 


Year Miation tetabliehed 1855 


Vear Lxisting Mistoric Tower Constructed 1857 
ls the Light Operational’ YES (PRIVATE AID) 
Deactivated: 1957 
Foundation Materials TIMBER PILING, 
Construction Materials RED BRICK 
Markings/Pations NATURAL W/BLACK LANTERN 
Shape OCTAGONAI 
Relationship to Other Structures SEPARATI 
Tower Meight 68, Height of Focal Plane 140 
Original Optic: FOURTH ORDER (1857) 
Present Optic: REMOVED 


ls there a Newer Tower! YES; Year Constructed: 1990 
Construction Materials: STEEL; Shape: SKELETAL 
Height of Focal Plane: 140; Current Optic: 190 MM 


is there an Existing Fog Signal Building? UNKNOWN 
ls there an Existing Keepers Quarters? UNKNOWN 

















Courtesy U.S. Coast Guard 


Other Structures: 5 CISTERNS, O11 HOUSE, STORAGE BUILDING, RADIO SHACK 


Owner/Manager, PRIVATE OWNER: Current Use: PRIVATE AID TO NAVIGATION; Open to the Public? NO 


National Register Status: LISTED: ARANSAS PASS LIGHT STATION, On State Liet/lnventory? YES; Year Listed: 1972 


FRESNEL LENS ON DISPLAY AT PORT ARANSAS CIVIC CENTER 





VUS.C.G 











MATAGORDA ISLAND LIGHT 

Location: PORT O'CONNOR/MATAGORDA BAY ISLAND 
Nearest City: PORT O'CONNOR: County: CALHOUN 
Year Station Established: 1652; Year Automated: 1959 


Year Existing Historic Tower Constructed: 1672 
is the Light Operational? YES 
Foundation Materials: STONE/BRICK/CONCRETE 
Construction Materials: CAST IRON 
Markings/Patterns BLACK 
Shape: CONICAL 
Relationship to Other Structures SEPARATE 
Tower Height: 79; Height of Focal Plane: 90 
Original Optic: THIRD ORDER (1852) 
Present Optic: 250 MM, SOLAR POWERED 


ls there a Newer Tower! NO 
Courtesy Matagorda Island State ls there an Existing Fog Signal Building? NO 


Park/David P Goodspeed, 1993 


310 


Light Stations by State 








TEXAS 





MATAGORDA ISLAND LIGHT cont, 


ls there an Existing Keeper: Quarters! NO 
(DISMANTLED) 


Other Structures NONE SURVIVI 


Owner/Manager, U.S. COAST GUARD LEASE TO 
MATAGORDA ISLAND STATE PARK 

Current Use: ACTIVE AID TO NAVIGATION IN 
STATE PARK 


Open to the Public? YES; GROUNDS 
ONLY/MATAGORDA ISLAND STATE PARK 
Access: BOAT) Public Phone: 912-083.2215 


National Register Matus: LISTED MATACORDA 
ISLAND LILMTHOUS 
On State LieVinventory! VYOS, Year Listed: 1084 


LENS IN CALHOUN COUNTY HISTORICAL 
MUSEUM IN PORT LAVACA 




















POINT BOLIVAR LIGHT 


Location: BOLIVAR PENINSULA/GALVESTON BAY 
US.C.G. District 6 
Nearest City, PORT BOLIVAR, County, GALVESTON 


Year Station Established 1852 


Year Existing Historic Tower Constructed 187) 
is the Light Operational? NO, Deactivated: 1933 
Foundation Materials: NATURAL/EMPLACED 
Construction Materials: CAST IRON W/BRICK LINING 
Markings/Patioms BLACK 
Shape: CONICAL 
Relationship to Other Structures SEPARATE 
Tower Meight 116; Height of Focal Plane: 117 


is there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO 


is there an Existing Keepers Quarters! VES 
Year Constructed 

Number of Stories: | 

Architectural Style: PLATFORM BUNGALOW 
Construction Materials: WOOD 


Other Structures 


Owner/Manager, PRIVATE OWNER 
Current Use 


Open to the Public? NO 


National Register Status: LISTED: POINT BOLIVAR LIGHTHOUSE 





POINT ISABEL LIGHT 


Location BRAZOS SANTIAGO PASS 

US.C.G. District 6 

Nearest City: PORT ISABEL; County: CAMERON 
Year Station Established: 1653 


Year Existing Historic Tower Constructed: 1653 


is the Light Operational? NO 

Deactivated: 1905 

Foundation Materials: NATURAL/EMPLACED 
Construction Maicrials. BRICK 
Markings/Pattierns: WHITE 

Shape: CONICAL 

Relationship to Other Structures: SEPARATE 
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TEXAS 


POINT ISABEL LIGHT cont 


lower Meight 57, height of Focal Plane @/ 
Original Optic: 15 LAMPS, 21 REFLEC TORS (1854) 
Preent Optic THIRD ORDER (1857) 


ls there a Newer lower NU 
ls there an Lxisting fog Siena! Building?! NU 
ls there an Existing Keeper: (Quarters! NU) 


(her Structures 


Ownetr/Manager STATE OF TLAAS 

Current Use STATE MISTORIC SITT 

Open to the Public? YES 

Access: QUEEN ISABEL CAUSEWAY/ROUTE 100 
Public Phone: 512-944-1177 


National Register Matus: LISTED POINT ISABEL LIGMTHOUST 
On State LieV/inventory? YES 
Documented by MARS? VES (TK-33-AB-1) 





Courtesy U.S. Coast Cuard 





SABINE BANK LIGHT 








Location 15 MILES OFF TEXAS COAST 

US... Dietwet 6 

Nearest City SABINE PASS. County JEFFERSON 

Year Station Evtabliched 1906 Year Automated 1945 


Year Existing Historic Tower Constructed 1906 
is the Light Operational’ YES 
Foundation Materia: SUBMERGED CONCRETE/RON CAISSON 
Conetruction Material: CAST RON 
Markings/Pattierns RED 
Shape: CONICAL TOWER ON CYLINDRICAL PIER 
Relationship to Other Structures: INTECGRAI 
Tower Meimht 72: Mem of Focal Plane: 77 
Original Optic: THIRD ORDER 
Present Optic: 190 MM 











lk there a Newer Tower’ NO 


Courtesy U.S. Coast Guard, 1945 
’ ls there an Existing Foe Signal Building? NO 


is there an Existing Keepers Quarters’ YES, Year Constructed: 1906 
Architectural Style: INTEGRAL SPARK PLUG, Construction Material: CAST RON 


Other Structures 


Owner/Manager. U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO: Access: BOAT 


National Register Status: DETERMINED ELIGIBLE BY KEEPER OF THE NATIONAL REGISTER 


FIRST CATSSON CONSTRUCTION OFFSHORI 
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VERMONT 





BURLINGTON MIDDLE AND NORTH BREAKWATER LIGHTS 


Location BURLINGTON HARBOR Merkings/Patierns BLACK 
USC.O, Diewiet | Shape: SKELETAL 
Nearest City: BURLINGTON, County, CHITTENDEN Relationship to Other Siructures SEPARATI 
Year MIDDLE Station Establahed 1890 
Vear NORTH Station Letabliehed 18657 Other Structures 
Vear Lxisting Mistorie Tower Constructed 1925 Ownetr/Manager US COAST GUARD 
ls the Light Operational’ UNKNOWN Current Use 
Dea tivated Open to the Public? NO, 
Foundation Materials CONCRETE CRIB 
Construction Materials: STEEL National Register Status NONE 








COLCHESTER REEF LIGHT 


Location: SHELBURNE MUSEUM/ORIG, LAKE CHAMPLAIN 
US.C.G, Dietieh 1 

Nearest City: SHELBURNE, County: CHITTENDEN 

Year Station Established: 1671 


Year Existing Historic Tower Constructed: 167) 
is the Light Operational? NO; Deactivated: 1933 
Foundation Materials: ORIG. GRANITE PIER 
Construction Materials. WOOD 
Markings/Patioms: WHITE W/DARK TRIM 
Shape: SQUARE ON DWELLING 
Relationship to Other Structures: INTEGRAL 
Tower Height: 35, Height of Focal Plane 
Original Optic: SIXTH ORDER 








Current Fog Signal Type: FOC BELL ON DWELLING 


ls there an Existing Keepers Quarters! YES 
Year Constructed: 1671; Number of Stories: 2 
Architectural Style: SECOND EMPIRE 
Construction Materials: WOOD 





Courtesy Shelburne Museum 


Other Structures 


Owner/Manager, SHELBURNE MUSEUM; Current Use: MUSEUM; Open to the Public? YES 
Access: OFF U.S. 7 SOUTH: Public Phone: 602-985.3344 


National Register Status: NONE 


REPLACED BY BUOY; LIGHTHOUSE MOVED TO MUSEUM IN 1952 





ISLE LA MOTTE LIGHT (OLD) 


Location: HERO ISLANDS/LAKE CHAMPLAIN Deactivated: 1933 
US.CG. Dietrich 9 Foundation Materials: CONCRETE CRIB 
Nearest City: ISL- LA MOTTE; County: GRAND ISLE Construction Materials: CAST IRON PLATES 
Year Station Established: 1629 Markings/Patterns: FADED RED 
Shape: CONICAL 
Year Existing Historic Tower Constructed: 1861 Relationship to Other Structures: SEPARATE 
is the Light Operational? NO Tower Height: 25; Height of Focal Plane: 46 
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VERMONT 





ISLE LA MOTTE LIGHT (OLD) cont, 


Original Optic, SIXTH ORDER, FRESINEL 
Present Optic: REMOVED 


ls there a Newer Tower! VOS; Year Constructed: 1933 


Construction Materials: STEEL 
Markings/Patiorns: BLACK, Shape SKELETAL 


is there an Existing Keepers Quarters! YES 
Year Conswucted: 1881; Number of Stories: 1.5 


Architectural Style: FARMMOUSE 
Construction Materials: WOOD 


OwnerManager PRIVATE OWNER (OLD 
TOWLRYU.S,. COAST GUARD (NEW TOWER) 

Current Use: 

Open to the Public?! NO 


National Register Status, NONE 





JUNIPER ISLAND LIGHT (OLD) 


Location, EAST OF BURLINGTON BAY/LAKE 
CHAMPLAIN; U.5.C.G. District 1 

Nearest City, BURLINGTON; County: CHITTENDEN 

Vear Station Established: 1826 


Year Existing Historic Tower Constructed: 1646 
is the Light Operational? NO 


ls there a Newer Tower? VES 
Markings/Patiorns: WHITE; Shape: SKELETAL 
Height of Focal Plane: 115 


is there an Existing Keepers Quarters! VES 
Number of Stories: 2 
Construction Materials: BRICK/STUCCO 


Construction Materials: CAST IRON PLATE 
Markings/Patterns: WHITE W/RED LANTERN 
Shape: CONICAL 

Relationship to Other Structures; ATTACHED 
Tower Height: 25; Height of Focal Plane: 93 
Original Optic: FOURTH ORDER, FRESNEL (1653) 
Present Optic: REMOVED 


Owner/Manager, PRIVATE OWNER 
Current Use: 
Open to the Public? NO; Access: BOAT 


National Register Status: NONE 





WINDMILL POINT LIGHT (OLD) 


Location: LAKE CHAMPLAIN; U.5.C.G. District 1 
Nearest City: ALBURG; County: GRAND ISLE 
Year Station Established: 1630 


Year Existing Historic Tower Constructed: 1658 


is the Light Operational? NO 
Foundation Materials: SURFACE ROCK 


is there a Newer Tower? YES 
Construction Materials: STEEL 
Markings/Patterns: BLACK, Shape: SKELETAL 


is there an Existing Keepers Quarters? VES 
Year Constructed: 1858; Number of Stories: 1.5 
Architectural Style: ATTACHED BY PASSAGEWAY 


3'4 


Construction Materials: BLUE LIMESTONE 
Markings/Patterns: NATURAL W/PINK LANTERN 
Shape: OCTAGONAL 

Relationship to Other Structures: ATTACHED 
Tower Height: 40; Height of Focal Plane: 52 
Original Optic: SIXTH ORDER, FRESNEL (1858) 
Present Optic: REMOVED 


Construction Materials: GRANITE 
Owner/Manager, PRIVATE OWNER 
Current Use: 

Open to the Public? NO 
National Register Status: NONE 
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VIRGINIA 
CAPE CHARLES LIGHT 
Location: SMITH ISLAND/CHIESAPEAKE BAY Present Optic: OCB 224 (1963) 
ENTRANCE; US.C.G, Districts 5 
Nearest City: KIPTOPOKE; County; NORTHAMPTON ls there an Existing Keepers Quarters! YES 
Year Station Established, 1628; Year Automated: 196) Year Constructed: 1895; Number of Stories: 2.5 
Architectural Style: VICTORIAN 
Year Existing Mistoric Tower Constructed: 1695 Construction Materials: BRICK 
ls the Light Operational’ YES 
Foundation Materials; CONCRETE OwnerManager, U.S. COAST GUARD 
Construction Materials; CAST IRON Current Use: ACTIVE AID TO NAVIGATION 
Markings/Pattierns; WHITE W/BLACK LANTERN Open to the Public? NO; Access: BOAT 
Shape: OCTAGONAL SKELETAL W/CENTRAL 
COLUMN National Register Status; NONE 
Relationship to Other Structures: SEPARATE 
Tower Height: 191; Height of Focal Plane: 160 ORIGINAL LENS GIVEN TO MARINERS MUSEUM IN 
Original Optic: FIRST ORDER, FRESNEL (1695) 1963 








CAPE HENRY LIGHT (FIRST TOWER) 


Location: CHESAPEAKE BAY; U.5.C.G. Distrieh 5 
Nearest City: VIRGINIA BEACH 
County: VIRGINIA BEACH (CITY) 


Year Station Established: 1792 


Year Existing Historic Tower Constructed: 1792 
is the Light Operational? NO; Deactivated: 168) 
Foundation Materials; NATURAL/EMPLACED 
Construction Materials: SANDSTONE W/BRICK LINING 
Markings/Pattiemns: EXPOSED SANDSTONE 
Shape: OCTAGONAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 90; Height of Focal Plane: 72 
Original Optic: 18 ARGAND LAMPS/12-INCH REFLECTORS 

(1792) 

Present Optic: FIRST ORDER, FRESNEL (1857) 








is there a Newer Tower? YES - SEE CAPE HENRY LIGHT 
(SECOND TOWER) 





ls there an Existing Fog Signal Building? NO Nes i ; 
Current Fog Signal Type: BELL (1857) aa - — —_ 


is there an Existing Keepers Quarters? NO (DISMANTLED) 
Other Structures: 


Owner/Manager, ASSOCIATION FOR THE PRESERVATION OF VIRGINIA ANTIQUITIES; Current Use: HISTORIC SITE 
Open to the Public? YES; DAILY DURING SUMMER; Access: FORT STORY/OFF U.S. 60; Public Phone: 604-460-1688 


NATIONAL HISTORIC LANDMARK; National Register Status: LISTED: CAPE HENRY LIGHTHOUSE 
On State LisV/inventory? YES; Year Listed: 1969 


FIRST LIGHT CONSTRUCTED BY U.S. GOVERNMENT; BUILT BY JOHN MCCOMB, jR.; FIRST FEDERAL 
WORKS PROJECT 
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VIRGINIA 








CAPE HENRY LIGHT (SECOND 
TOWER) 


Location: SOUTH SIDE CMESAPLAKL BAY ENTRANCTI 
U5.C.0, Dietiel 5 

Nearest City: VIRGINIA BLACK 

County: VIRGINIA BLACH ICITY) 


Year Station Letablished: 1792) Year Automated: 1984 


Year Existing rtistoric Tower Constructed: 168) 
ls the Light Operational’ YES 
| oundation Materials; MASONRY 
Construction Materials: CAST IRON PLATE ON MASONRY 
Markings/Pattierns:; VERTICAL BLACK/WHITE STRIPES 
Shape: OCTAGONAL PYRAMIDAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 163; Height of Focal Plane: 164 
Original Optic: FIRST ORDER, FRESNEL (1881) 
Present Optic: FIRST ORDER, FRESNEL (1681) 








ls there a Newer Tower! NO 
Current Fog Signal Type: DIAPHONE/ORIG,. STEAM 
is there an Existing Keepers Quarters? NO (DESTROYED) 








Other Structures: RADIOBEACON 








Courtesy NPS National Maritime Initiative/Candace Owner/Manager, U.S. COAST GUARD 
Clifford, 1989 Current Use: ACTIVE AID TO NAVIGATION/COAST 
GUARD HOUSING 
Open to the Public? YES; GROUNDS ONLY 
Access: FORT STORY/OFF US. 60 


National Register Status: DETERMINED ELIGIBLE BY SHPO 








JONES POINT LIGHT 


Location: POTOMAC RIVER/JIONES POINT 
PARK; U.5S.C.G. Districh 5 

Nearest City: ALEXANDRIA 

County: ALEXANDRIA (CITY) 





Year Station Established: 1656 
Year Automated: 1919 





Year Existing Historic Tower Constructed 

1856 

is the Light Operational? NO 

Deactivated: 1926 

Foundation Materials 
NATURAL/EMPLACED 

Construction Materials: WOOD 

Markings/Patterns: GREY LANTERN ON 
WHITE HOUSE 

Shape: CONICAL LANTERN ON SQUARE 
HOUSE Courtesy NPS National Maritime Initiative/Candace Clifford, 1993 
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VIRGINIA 





JONES POINT LIGHT cont, 


Relationship to Other Structures: INTEGRAL Construction Materials; WOOD 
Tower Meight 
Height of Focal Plane Other Structures; BOUNDARY MARKER, SEA WALI 
Original Optic: FIFTH ORDER, FRESNEL (1856) 
Present Optic Owner/Manager; NATIONAL PARK SERVICE 
Current Use: NATIONAL PARK 

ls there a Newer Tower! YES; Year Constructed; 1926 Open to the Public? YES; GROUNDS ONLY 

Construction Materials: STEEL; Shape: SKELETAL Access; OFF U.S, 495 NEAR WOODROW WILSON 


BRIDGE; Public Phone: 703-285-2600 


ls there an Existing Fog Signal Building?! NO 
National Register Status: LISTED: JONES POINT 


ls there an Existing Keepers Quarters? YES LIGHTHOUSE & DISTRICT OF COLUMBIA 
Year Constructed: 1856; Number of Stories: 1.5 SOUTH CORNERSTONI 
Architectural Style; INTEGRAL Documented by HABS? YES (VA-641) 





NEW POINT COMFORT LIGHT 


Location: ENTRANCE TO WMOBJACK BAY 
U.5.C.G, Distrieh 5 
Nearest City; BAVRON; County: MATHEWS 


Year Station Established: 1601 
Year Automated: 1930 


Year Existing Historic Tower Constructed: 1806 

ls the Light Operational? NO 

Deactivated; 1963 

Foundation Materials: DRESSED STONE 

Construction Materials: ASHLAR SANDSTONE 

Markings/Patierns: WHITE W/BLACK 
LANTERN 

Shape: OCTAGONAL 

Relationship to Other Structures: SEPARATE 

Tower Height: 56; Height of Focal Plane: 56 

Original Optic: FOURTH ORDER, FRESNEL “Bruce Roberts 
(1855) 

Present Optic: REMOVED (1963) 








ls there a Newer Tower? NO 

ls there an Existing Fog Signal Building? NO 

is there an Existing Keepers Quarters? NO (DESTROYED) 
Other Structures 


Owner/Manager; MATHEWS COUNTY; Current Use 
Open to the Public? YES; BY APPOINTMENT; Access: END OF ROUTE 14/BOAT 


National Register Status: LISTED: NEW POINT COMFORT LIGHTHOUSE 
On State Lis/inventory? YES; Year Listed: 1972 


REPLACED BY OFFSHORE BEACON IN 1963; RENOVATED 1989 


378 Light Stations by State 











VIRGINIA 





NEWPORT NEWS MIDDLE GROUND LIGHT 


Location: MAMPTON ROADS HARBOR ls there a Newer Tower! NO 
U.S.C.G, District 5 ls there an Existing Fog Signal Building? NO 
Nearest City; NEWPORT NEWS Current Fog Signal Type: BELL 


County; NEWPORT NEWS (CITY) 
ls there an Existing Keepers Quarters? YES 


Year Station Established; 1871; Year Automated; 1954 Year Constructed: 1891; Number of Stories 
Architectural Style: INTEGRAL SPARK PLUG 
Year Existing Mistoric Tower Constructed; 189) Construction Materials; CAST IRON 
ls the Light Operational’ YES 
Foundation Materials; CAST IRON/CONCRETE Other Structures 
CAISSON 
Construction Materials; CAST IRON Owner/Manager: U.S, COAST GUARD 
Markings/Patierns; RED Current Use; ACTIVE AID TO NAVIGATION 
Shape: CONICAL SPARK PLUG Open to the Public? NO; Access; BOAT 
Relationship to Other Structures: INTEGRAL 
Tower Height: 35; Height of Focal Plane; 52 National Register Status; DETERMINED ELIGIBLE BY 
Original Optic: SHPO 


Present Optic: 375 MM, ELECTRIC 








” 





Ni | 
ee 


ee 


a 





Courtesy NPS National Maritime Initiative/Candace Clifford, 1990 


OLD POINT COMFORT LIGHT 


Location: ENTRANCE TO HAMPTON ROADS Year Station Established: 1774; Year Automated: 1972 
HARBOR; U.5.C.G. District 5 
Nearest City: HAMPTON; County: HAMPTON (CITY) Year Existing Historic Tower Constructed: 1802 


Is the Light Operational? YES 
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VIRGINIA 





OLD POINT COMFORT LIGHT cont, 





Foundation Materials; MASONRY Construction Materials; WOOD FRAME 
Construction Materials; SANDSTONE 
Markings/Patterns; WHITE W/BLACK LANTERN Other Structures; GARAGE 
Shape; OCTAGONAL 
Relationship to Other Structures; SEPARATE Owner/Manager, U.S. COAST GUARD 
Tower Height: 54; Height of Focal Plane: 54 Current Use: AID TO NAVIGATION ON ARMY BASE 
Original Optic; FOURTH ORDER Open to the Publict YES; GROUNDS ONLY 
Present Optic: FOURTH ORDER Access; FORT MONROL/OFF RT. 64 
Public Phone: 604-727-3973 
ls there a Newer Tower! NO 
Is there an Existing Fog Signal Building? NO National Register Status: LISTED; OLD POINT 
Current Fog Signal Type: BELL COMFORT LIGHTHOUSE 
On State LisV/inventory? YES; Year Listed: 1972 
Is there an Existing Keepers Quarters? YES 
Year Constructed; 1900; Number of Stories; 2.5 SECOND OLDEST STATION ON CHESAPEAKE BAY; 
Architectural Style: VICTORIAN WITNESSED MONITOR AND MERRIMAC BATTLE 








SMITH POINT LIGHT 


Location: ENTRANCE TO POTOMAC RIVER 
U.S.C.G, District 5 

Nearest City; SUNNYBANK 

County: NORTHUMBERLAND 

Year Station Established: 1802; Year Automated: 1971 


Year Existing Historic Tower Constructed: 1897 

Is the Light Operational? YES 

Foundation Materials: CAST IRON/CONCRETE 
CAISSON 

Construction Materials: BRICK 

Markings/Patterns: WHITE W/BLACK | ANTERN & 
RED BASE 

Shape: SQUARE ON OCTAGONAL DWELLING 

Relationship to Other Structures: INTEGRAL 

Tower Height: 35; Height of Focal Plane: 52 

Original Optic: FOURTH ORDER (1897) 

Present Optic: DCB 24 








Is there an Existing Keepers Quarters? YES 
Year Constructed: 1897; Number of Stories: 2 
Architectural Style: OCTAGON INTEGRAL 
Construction Materials: BRICK 





Other Structures: RADIOBEACON Courtesy U.S. Coast Guard. 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION; Open to the Public? NO; Access: BOAT 


National Register Status: DETERMINED ELIGIBLE BY SHPO 


REBUILT 5 TIMES 
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VIRGINIA 





THIMBLE SHOAL LIGHT 


Location; ENTRANCE TO HAMPTON ROADS 
U.S.C.G, District; 5 

Nearest City; HAMPTON; County: HAMPTON (CITY) 
Year Station Established: 1870; Year Automated: 1964 


Year Existing Historic Tower Constructed; 1914 
is the Light Operational? YES 
Foundation Materials; CAST IRON/CONCRETE 

CAISSON 

Construction Materials; CAST IRON 
Markings/Patterns; RED TOWER ON BROWN PIER 
Shape: CONICAL SPARK PLUG 
Relationship to Other Structures; INTEGRAL 
Tower Height: 40; Height of Focal Plane: 55 
Original Optic: FOURTH ORDER 
Present Optic: 190 MM 


is there an Existing Keepers Quarters? YES 
Year Constructed; 1914 
Architectural Style: INTEGRAL SPARK PLUG 
Construction Materials; CAST IRON 


Owner/Manager; U.S. COAST GUARD 
Current Use; ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT 


National Register Status: NONE 
REMAINS OF OLD SCREW PILE FOUNDATION ARE 


NEXT TO LIGHT; REFURBISHED BY U.S, COAST 
GUARD IN 1988 











Courtesy U.S. Coast Guard, 1955. 





WOLF TRAP LIGHT 


Location; LOWER CHESAPEAKE BAY 
U.S.C.G, District: 5 
Nearest City: MATHEWS; County: MATHEWS 


Year Station Established: 18621 
Year Automated: 1971 


Year Existing Historic Tower Constructed: 1894 

Is the Light Operational? YES 

Foundation Materials: CAISSON 

Construction Materials: BRICK 

Markings/Patterns: RED ON BROWN 
CYLINDER W/BLACK LANTERN 

Shape: SQUARE ON OCTAGONAL 
DWELLING 

Relationship to Other Structures: INTEGRAL 

Tower Height: 52; Height of Focal Plane: 52 

Original Optic: FOURTH ORDER 

Present Optic: 300 MM, SOLAR POWERED 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1894 
Number of Stories: 2 
Architectural Style: VICTORIAN (INTEGRAL) 
Construction Materials: BRICK 





Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
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VIRGINIA 








WOLF TRAP LIGHT cont. 


Open to the Publict NO; Access; BOAT 


National Register Status; DETERMINED ELIGIBLE BY SHPO 


LIGHTSHIP MOORED AT STATION 1621-1870; 1870 TOWER DRAGGED AWAY BY AN ICE FLOE IN 1893 
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WASHING TON 





ADMIRALTY HEAD LIGHT 





locaton STRATES OF JULIAN DE TU A/PUIG ET Your Constructed: 1904) Number of Stores: 2 
SOUUIND), UES.0.6, Distet tt Architectural Style: CALIFORNIA SPANISH 
Newest City: COMPEVIELL, County: ISLAND Construction Materials: HRICK AND STUCCO 
Your Station Established: boa, Other Structures 
Your Daating. Plistone Lower Constrmted: 1904 Owner/Managen STATE OF WASHING TONASLAND 
Is the Light Operitionalé NO COUNTY HISTORICAL SOCIETY 
Dew tivated Poe? Current Uses MUSEUM IN STATE PARK 
boundation Material: SUREACI Open to the Publicgé YES; OPEN SUMMERS 
Construction Materials: HRICK Access: FORT CASEY STATE PARK OFF ROUTE 20 
Markings/Patterns: WHITE TOWELR W/BLACK Public Phone: 206-678-4519 
LANTIRN 
Shape: CONICAL National Register Status: PART OF LISTING 
Relationship to Other Stratures: ATTACTIED CENTRAL WHIDBEY HISTORIC DISTRICT 
lower Hlemht 10; Height of Focal Plane: 127 
Oripinal Optics FOURTH ORDER, ERESNEL (1904) HIRST TOWLR REMOVED 1978; REPLACED BY 
Present Opti: REMOVED POINT WILSON LIGHIE IN 19205; IRON LANTERN 
REMOVED 1927 AND REINSTALLED ATOP NEW 
Is there a Newer Lower NO DUNGENESS LIGHT; CURRENT LANTERN 
Is there an bxesting Fog Sytnal Building? NO RECONSTRUCTED BY ISLAND COUNTY 
HISTORICAL SOCIETY; LENS ON DISPLAY Al 
Is there an bxasting Keepers Quarters¢ YES INTERPRETIVE CENTER 








ALKI POINT LIGHT 


Location: ELLIOTT BAY/PUGET SOUND 
U.S.C... Distieh 14 
Nearest City: SEATTLE; County: KING 


Year Station Ustablished: 1487 
Year Automated: 1984 


Year Existing Historic Tower Constructed: 19t4 

Is the Light Operationalt YES 

Foundation Materials: CONCRETE 

Construction Materials: MASONRY 

Markings/Patterns: WHITE W/RED & BLACK 
TRIM 

Shape: OCTAGONAL ATTACHED TO SIGINAT 
BUILDING 

Relationship to Other Structures; ATTACHED 

lower Height: 47; Height of Focal Plane: 49 

Original Optic: FOURTH ORDER FRESNET 
(1914) 

Present Optic: DCB 10 (1962) 








Is there a Newer Tower! NO 








Is there an Existing Fog Signal Building? YES 
Year Constructed: 1913 
Construction Materials: MASONRY 
Architectural Style: ATTACHED TO TOWER 
Current Fog Signal Type: HORN 


Courtesy NPS National Maritime tnitiative/C andace Clifford, 
1997 
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WASHINGTON 





ALKI POINT LIGHT cont, 


is there an Existing Keepers Quarters! YES, Year Constructed: 1687, Number of Stories: 1.5, Architectural Style 
Construction Materials WOOD TRAME 


Other Structures 

OwnerManager, U.S. COAST GUARD 

Current Use ACTIVE AID TO NAVIGATION/MUSLUM/COAST GUARD HOUSING 

Open to the Public? YES; OPEN WELKENDS, Access: ALK! DRIVE OR BEACH 

National Register Status: DETERMINED ELIGIBLE BY KEEPER OF THE NATIONAL REGISTER 


FIRST LIGHT WAS BRASS KEROSENE LANTERN HUNG ON A POST ON THE SIDE OF A BARN 








BROWNS POINT LIGHT 





Location. COMMENCEMENT BAY EAST , | 

ENTRANCE/PUGET SOUND ; 
US.C.G, District 13 _ wr 
Nearest City: TACOMA, County: PIERCE 5 ‘| 


Year Station Established 1687 
Year Automated 196) 


Year Existing Historic Tower Constructed: 1933 
is the Light Operational’ YES 
Foundation Materials CONCRETE 
Construction Materials, CONCRETE 
Markings/Patierns. WHITE 
Shape SQUARE W/OUT LANTERN 
Relationship to Other Structures: SEPARATE 
Tower Height 34, Height of Focal Plane 36 
Original Optic: 375 MM 
Present Optic: 190 MM 











Courtesy NPS National Maritime Initiative/Candace Clifford, 1991 


is there a Newer Towerl NO 
is there an Existing Fog Signal Building? NO, Current Fog Signal Type: HORN/ORIC. BELL 


is there an Existing Keepers Quarters? YES; Year Constructed: 1903; Number of Stories: 1.5 
Architectural Style’ NEOCLASSICAL; Construction Materials: WOOD 


Other Structures: OL HOUSE, GARAGE, BOATHOUSE 

Owner/Manager, U.S. COAST GUARD LEASE TO PIERCE COUNTY & TACOMA CITY 

Current Use: ACTIVE AID TO NAVIGATIONICITY PARK; Open to the Public? YES; GROUNDS ONLY 
Access: BROWNS POINT PARK/201 TULALIP NE 


National Register Status: LISTED: BROWNS POINT LIGHTHOUSE & KEEPER'S COTTAGE 





BURROWS ISLAND LICHT 


Location: BURROWS ISLAND/ROSARIO STRAIT Year Station Established: 1906; Year Automated: 1972 
US.CG. District 13 
Nearest City; ANACORTES, County: SKAGIT Year Existing Historic Tower Constructed: 1906 


is the Light Operational? YES 
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WASHING TON 


Foundation Materials STON 

Lonetruction Materials WOOD 
Markings/Pattents Whit 

Shape SQUARE ON SILNAL BUILDING 
Relationship to Other Structures: INTEGRAL 
lower Memht 34, heimht of Focal Plane 5/7 
Original Optic FOURTH ORDER, FRESNE| 
Present Optic FOURTH ORDER 





is there 4 Newer tower NO) 


ls there an Existing fog Si@nal Building! YES 
Year Lonstructed 1906 
Lonstruction Materials: WOOD 
Architectural Style: INTEGRAL 
Current Fog Signal Type: MORN/ORIC, 
DABOLL TRUMPET 


ls there an Existing Keepers Quarters! YES 
Year Constructed: 1906; Number of Stories: 2 
Architectural Style: DUPLEX 

Burrows lsland Light. Courtesy U.S. Coast Guard Construction Materials: WOOD FRAMI 





Ovyher Structures: STORAGE BUILDING 


Owner/Manager, U.S. COAST GUARD LEASE TO STATE OF WASHINGTON 
Current Use: ACTIVE AID TO NAVIGATION, Open to the Public?! NO: Access: BOAT 


National Register Status: DETERMINED ELIGIBLE BY KEEPER OF THE NATIONAL REGISTER 








CAPE DISAPPOINTMENT 
LIGHT 


Location: NORTH POINT ISLAND/COLUMBIA 
RIVER 

U5S.C.G. Dieetnet 14 

Nearest City: ILWACO: County: PACIFI 


Year Station Established 1856 
Year Automated: 1967 





Year Existing Historic Tower Constructed: 1656 
is the Light Operational?’ YES 
Foundation Materials MASONRY 
Construction Materials: DRESSED STONE 
Markings/Pawerns: WHITE TOWER W/BLACK 
BAND, BLACK LANTERN ROOM 
Shape: CONICAL ATTACHED TO Ol 
MOUSE 
Relationship to Other Structures: ATTACHED Courtesy US Coast Guard 





Tower Height: 53, Hem of Focal Plane: 220 
Original Optic: FIRST ORDER, FRESNEL 
(1856), Present Optic: FOURTH ORDER BARBIER & BERNARD (18698 


is there a Newer lower! NO 
lt there an Existing Fog Signal Building? NO, Current Fog Signal Type: REMOVED/ORIC,. BELI 


is there an Existing Keepers Quarters? YES; Year Constructed: 1654; Number of Stories: 1.5 
Architectural Stvie: CAPE COD: Construction Materials: STONE/BRICK 
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WASHING TON 


CAPE DISAPPOINTMENT LIGHT cont 


(ihe, Siructures RALIMORET ALCON. COL PLUS 


LUwnernrManager U.S. COAST CUARL Current Use ACTIVE AID TO NAVILATION 
Upen to the Public? YES; COONCT A WEEK -« SUMMER 
Arcess TORT CANARY STATE PARR/ROIUTE 101) Publi Phone JOGA? 1079 


National Register Siatus: PART OF LISTING CARPE DISAPPOINTMENT PHSTORIC DISTRICT 
1 OF 4 LELMTMOUSLS TO SURVIVE AMONG Tht & ORILINAL LILMTMOUSELS CONSTRUCTED ON WEST 


(COAST: CORMLINAL BELL PANGS OUTSIDE Tidt COLUMBIA COUNTY COURTMOUSE: LENS MOVED TO) NORTiM 
MEAD LiLiMT IN 1898 AND IS NOW ON DISPLAY AT FORT CANEAY STATE PARK INTERPRETIVE CENTER 





CAPE FLATTERY 
LIGHT 


Location: TATOOSH ISLAND Off 
CAPE FLATTERY 

USOC, Dietriet 14 

Nearest City’ NEAM BAY 

( ourty: CLALLAM 








Year Station tstabliehed 185 
Year Automated: 1977 


Year Existing Historic Tower 

Constructed: 1857 

ls the Light Operational’ VES 

Foundation Materials ROCK 

Construction Materials 
SANDS TONE/BRICK 

Markings/Patierns: WHITE 
W/BLACK LANTERN & RED 
ROOF 

Shape: CONICAL 

Relationship to Other Structures 
INTEGRAL 

Tower Height: 65; Hemht of Focal Plane: 165 

Orginal Optic: FIRST ORDER, FRESNEL (1857); Present Optic: OCB 224 








Courtesy U.S Coast Guard 


is there a Newer Tower? NO 

is there an Existing Fog Signal Building? YES; Year Constructed 
Construction Materials 
Architectural Style 

Current Foe Signal Type: LORAN SIGNAL/ORIGC, DIAPHONI 


is there an Existing Keepers Quarters’ YES; Year Constructed: 1658; Number of Stores: 1.5 
Architectural Stvle: CAPE COD: Construction Materials: SANDSTONE 


Other Structures: STORAGE BUILDING RADIOBEACON 


Owner/Manager, U.S. COAST GUARD, Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO: Access: STATE 112/MEKAHM INDIAN RESERVATION 


National Register Status: DETERMINED ELIGIBLE BY KEEPER OF THE NATIONAL REGISTER 
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CATTLE POINT LIGHT 


Location: SAN IUAN CRMANWNEL: U5... Disthietl 14 
Nearest City FRIDAY MAREBUR 
( ounty: SAN JUAN ISLAND 


Year Siation tétablished: 1808: Year Automated: 1945 


Vear txisting Mistork Tower Constructed: 1945 
ls the Light Operational’ YES 
Foundation Materials: CONCRETE 
Construction Materials: CONCRETT 
Markings/Patiernns Whitt 
Shape: OCTAGONAL W/OUT LANTERN 
Relationship to Other Structures: SEPARATI 
Tower Meight: 24, Meimght of Focal Plane: 94 


WASHING TON 


Original Optic: 200 MM (1945) 
Present Optic: 250 MM 


UwnernManager U.S. COAST GUARD 

Current Use: ACTIVE AID TO NAVIGATION IN 
STATE PARK 

Upen to the Public! YES; GROUNDS 

Access: CATTLE POINT STATE PARK 


National Register Status: NONE 


ORIGINAL BUILDINGS BURNED OR RAZED 
LANTERN REMOVED 














(Courtesy US. Coast Guard 


DESTRUCTION ISLAND LIGHT 


Location: WASHINGTON SEA COAST 
US... Dieter 13 

Nearest City: KALALOCH 

County: JEFFERSON 


Year Station Established: 18491 
Year Automated 1968 


Year Existing Historic Tower Constructed: 1691 

is the Light Operational? YES 

Foundation Materials MASONRY 

Construction Materials: DRESSED STONE/IRON 
PLATE 

Markings/Patierns: WHITE W/BLACK GALLERY 

Shape: CONICAL ATTACHED TO STORAGE 
BUILDING 

Relationship to Other Structures: ATTACHED 

Tower Height 94; Height of Focal Plane: 147 

Original Optic: FIRST ORDER, FRESNEL (1891) 

Present Optic: FIRST ORDER, FRESNEL (18691) 


ls there a Newer Tower’ NO 


is there an Existing Fog Signal Building? YES 
Year Constructed 
Construction Materials: CONCRETE 
Architectural Style 

Current Fog Signal Type: HORN 


ls there an Existing Keepers Quarters? UNKNOWN, Year Constructed 


Number of Stories: 1.5: Architectural Stvle 
Construction Materials WOOD FRAME 


Other Structures: STORAGE BUILDING, 


Owner/Manager, U.S. COAST GUARD, Current Use: ACTIVE AID TO NAVIGATION; Open to the Public? NO 


Access: BOAT: VIEWED FROM HMILMWAY 101 


National Register Status: DETERMINED ELIGIBLE BY KEEPER OF THE NATIONAL REGISTER 
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WASHING TON 


DOFFLEMYER POINT LIGHT 





Location: BUDD INLET LAST ENTRANCEL/BOSTON Year Constructed: 1944 
MARBOR Construction Materials CONCRETI 
US... Dietiet 14 Architectural Style: ATTACHED TO TOWER 
Nearest City: OLYMPIA; County: TRIURSTON Current Foe Sianal Type: FOCMORN 
Year Station tetablished 1887, Year Automated is there an Existing Keepers ‘Juarters? NU 
Vear Lxisting Mistoric Tower Constructed: 1914 Other Structures 
ls the Light Operational’ YES 
Foundation Materials CONCRETI OwnernrManager U.S. COAST GUARD 
Construction Materials: REINFORCED CONCRETE Current Use: ACTIVE AID TO NAVIGATION IN 
Markings/Patierns: WHITE W/OUT LANTERN TOWN PARK 
Shape: OCTAGONAL ATTACHED TO FOR SIGNAI Open to the Publict YES; GROUNDS 
BUILDING Access: BOSTON HARBOR TOWN PARK/211 NI 
Relationship to Other Structures: SEPARATI 77RD 
Tower Meight: 30, Height of Focal Plane: 40 
Original Optic: 00 MM (1944) National Register Siatus: LISTED DOTTLEMYER 
Present Optic: PLASTIC (1972) POINT LIGHT (MARITIME-RELATED RESOURCES 


OF BUDD INLET MPS) 


le there a Newer Tower’ NO 
REPLACED A POLE LAMP. LIGHT 18 EXPOSED ON 


ls there an Existing Fog Signal Building! YES TOP OF TOWER 





GRAYS HARBOR (WESTPORT) LIGHT 


Location SOUTH ENTRANCE GRAYS MARBOR/POINT CHMEMALIS 
US.CG. Dietrich 13 
Nearest City, WESTPORT. County: GRAYS HARBOR 


Year Station Establihed 1898. Year Automated 


Year Existing Historic Tower Constructed: 1698 
is the Light Operational? YES 
Foundation Materials SANDSTONE 
Construction Materials, BRICK 
Markings/Patterns: WHITE TOWER WITH GREEN LANTERN 
Shape: OCTAGONAL PYRAMIDAI 
Relationship to Other Structures SEPARATE 
Tower Height: 107; Height of Focal Plane: 123 
Original Optic: THIRD ORDER, FRESNEL (1898) 
Present Optic: THIRD ORDER, FRESNEL (1898) 





is there a Newer Tower! NO 

is there an Existing Fog Signal Building? NO (BURNED DOWN Courtesy of U.S. Coast Guard, 19868 
1916); Current Fog Signal Type: DIAPHONE/ORIC, S'REN 

ls there an Existing Keepers Quarters? NO (REMOVED) 

Other Structures: 2 O1L HOUSES, RADIOBEACON 

Owner/Manager, U.S. COAST GUARD, Current Use: ACTIVE AID TO NAVIGATION/COAST GUARD HOUSING 


Open to the Public? YES; SATURDAYS BEFORE HOLIDAYS (APRIL-OC TOBER) 
Access. SOUTH SIDE OF HARBOR ENTRANCE/ROUTE 105, Public Phone: 206-268-0121 


National Register Status: LISTED: GRAYS HARBOR LIGHT STATION 
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WASHING TON 





LIME KILN LIGHT 


U5.C.G, Distrieh 14 
Nearest City: FRIDAY MARBOR 
County: SAN JUAN 


Year Station Letablished: 1914 
Year Automated: 1962 


Year Lxisting Mistoric Tower Constructed: 1919 
ls the Light Operational’ YES 
Foundation Materials: CONCRETE 
Construction Materials; CONCRETE 
Markings/Patierns: WHITE W/ARED ROOT 
Shape: OCTAGONAL ON SOUND SIGNAL 

BUILDING 

Relationship to Other Structures: INTEGRAL 
Tower Height: 36; Height of Focal Plane: 55 
Original Optic. 175 MM 
Present Optic: FA 251 


— { is there a Newer Tower! NO 


ee is there an Existing Fog Signal Building? YES 

















Year Constructed: 1919 
Courtesy NPS National Maritime Initiative/Candace Clifford, Construction Materials: CONCRETE 
1991 Architectural Style: INTEGRAL TO TOWER 


Current Fog Signal Type: HORN 

is there an Existing Keepers Quarters? YES; Year Constructed: 1914; Number of Stories: 1.5 

Architectural Style 

Construction Materials: WOOD 
Other Structures: 2! KEEPERS QUARTERS, CISTERN, 3 STORAGE BUILDINGS 
Owner/Manager. U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION/TOWER IS WHALE RESEARCH LAB: KEEPERS ARE PARK HOUSING 
Open to the Public? YES; GROUNDS ONLY; Access: LIME KILN STATE PARK 


National Register Status: LISTED: SAN JUAN ISLAND, LIME KILN LIGHT STATION 


Location; DEAD MANS BAY/SAN JUAN ISLAND 





MARROWSTONE POINT LIGHT 


Location: ADMIRALTY INLET; U.5.C.G. District 13 Present Optic: 250 MM 

County: KITSAP 

Year Station Established: 16862, Year Automated: 1962 is there an Existing Fog Signal Building? YES 

Year Constructed: 1916 

Year Existing Historic Tower Constructed: 1918 Construction Materials: CONCRETE 
ls the Light Operational? YES Architectural Style: INTEGRAL TO TOWER 
Foundation Materials) CONCRETE Current Fog Signal Type: HORN/ ORIG. BELI 
Construction Materials: CONCRETE 
Shape: SQUARE ON FOC SIGNAL BUILDING is there an Existing Keepers Quarters? YES 

W/OUT LANTERN Year Constructed: 186868; Number of Stories: 1.5 

Relationship to Other Structures: INTEGRAL Architectural Style: VICTORIAN 
Tower Height: 20; Height of Focal Plane: 26 Construction M: erialss WOOD FRAME 


Original Optic: 300 MM 
Other Structures: BOATHOUSE 
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WASHING TON 





MARROWSTONE POINT LIGHT cont, 


OwnerManager, U.S. COAST GUARD/U.S, FiStt & WILDLIFE SERVICE 
Current Use: ACTIVE AID TO NAVIGATION IN STATE PARK/ALEPERS IS RESLARCIN QUARTERS FOR US. FiStt & 
WILDLIFE SERVICE; Open to the Public YES; GROUNDS, Access: FORT FLAGLER STATE PARK 


National Register Status; NONE 








MUKILTEO LIGHT 


Location: EAST SIDE POSSESSION 
SOUND, U.5.C.G,. Dietieh 14 

Nearest City’, MUKILTEO 

County: SNOHMOMISH 


Year Station Established: 1906 
Year Automated: 1979 


Year Existing Mistoric Tower 

Constructed: 1906 

is the Light Operational’ YES 

Foundation Materials. WOOD 

Construction Materials; WOOD 

Markings/Patterns: WHITE W/RED 
ROOF 

Shape: OCTAGONAL ATTACHED 
TO FOG SIGNAL BUILDING 

Relationship to Other Structures 
ATTACHED 

Tower Height: 30 

Height of Focal Plane: 33 

Original Optic: FOURTH ORDER, 
FRESNEL (1906) 

Present Optic: FOURTH ORDER, 
FRESNEL (1906) 














is there a Newver Tower? NO 
Courtesy U.S. Lighthouse Society 
is there an Existing Fog Signal 
Building? YES 
Year Constructed: 1906; Construction Materials: WOOD, Architectural Style: VICTORIAN 
Current Fog Signal Type: HORN/ORIG. DABOLL TRUMPET 


is there an Existing Keepers Quarters? YES; Year Constructed 
Number of Stories: 2; Architectural Style 
Construction Materials; WOOD FRAME 
Other Structures: 2ND KEEPERS DWELLING 
Owner/Manager. CITY OF MUKILTEO (TOWERYU.S. COAST GUARD (OWELLINGS) 
Current Use: ACTIVE AID TO NAVIGATION/MUSEUM; Open to the Public? YES; WEEKENDS (1 2-4) 
Access: NEAR MUKILTEO FERRY LANDING, Public Phone: 206-355-2611 
National Register Status: LISTED: MUKILTEO LIGHT STATION 


TOWER TRANSFERRED TO CITY OF MUKILTEO IN 1991 
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NEW DUNGENESS LIGH] 


Location; AUMIRALTY ISLAND/STRAITS OF JUAN Di 


FUCA: U.S.C... Distiet 14 
Nearest City) SEQUIM); County: CLALLAM 


Year Station tétabliahed: 1457: Year Automated: 1976 


Vear Existing Mistoric Tower Constructed: 18457 

ls the Light Operational’ YES 

Foundation Materials: SANDSTONE BLOCKS 

Construction Materials: SANDSTONEL/BRICK 
STUCCO 

Markings/Patiorns: WitlTl W/BLACK LANTERN & 
REL ROOT 

Shape: CONICAL ON ASSISTANT KEEPERS 
DWELLING 

Relationship to Other Structures: INTEGRAL 

Tower Meimht: 63; Meigh of Focal Plane: 67 

Original Optic: THIRD ORDER, FRESNEL (1857) 

Present Optic: DCB 24 


le there a Newer Tower! NO 


ls there an Existing Fog Signal Building? YES 
Year Constructed: 1927 
Construction Materials: BRICK 
Architectural Style 

Current Fog Signal Type: DIAPHONE/ORIG, BELL 


WASHING TON 


ls there an Existing Keepers Quarters! YES 
Year Constructed: 1905; Number of Stories: 1.5 
Architectural Style: CAPE COD 
Construction Materials: FRAME 


Other Structures: ASSISTANT KELPERS DWELLING 
CONCRETE TRANSIT ORMER MOUSE. FRAMI 
CARAGL, FRAME PAINT SMED/OIL MOUST 
RAVIOBLACON, CONCRETE FOUNDATIONS 
OF ORIGINAL FOG SIGNAL BUILDING 


OwnerManager, U.S. COAST GUARD 

Current Use: ACTIVE AID TO NAVIGATION/COAST 
GUARD MOUSING IN NATIONAL WILDLIFT 
REFUGT 

Open to the Public? YES; THURS. THRU MONDAY 

Access; DUNGENESS NATIONAL WILDLIFE REFUGE 

Public Phone: 206-457-4401 


National Register Status: LISTED. NEW DUNGENESS 
LIGHT STATION 


ONE OF THREE SURVIVING LIGHTHOUSES OF 
ORIGINAL EIGHT BUILT ON THE WEST COAST: IN 
1927 UPPER PORTION OF TOWER REMOVED AND 
4TH ORDER LENS FROM ADMIRALTY HEAD 
INSTALLED: KEEPER AT STATION UNTIL 1994 








Courtesy U.S. Coast Guard/).l. Snvder, 1985 


is there an Existing Fog Signal Building? NO 


is there an Existing Keepers Quarters? YES; Year Constructed 
Architectural Style: ATTACHED; Construction Materials 


NORTH HEAD LIGHT 


Location: NORTH OF MOUTH TO COLUMBIA 
RIVER; U.S.C.G. District 13 
Nearest City: ILWACO; County: PACIFIC 


Year Station Established: 1698 
Year Automated: 1961 


Year Existing Historic Tower Constructed: 1898 
ls the Light Operational? YES 
Foundation Materials: DRESSED STONE/TIMBER 
Construction Materials: DRESSED STONE 

W/BRICK LINING 

Markings/Patterns: WHITE TOWER, RED ROOT 
Shape: CONICAL 
Relationship to Other Structures: ATTACHED 
Tower Height: 65; Height of Focal Plane: 194 
Original Optic: FIRST ORDER, FRESNEL (1898) 
Present Optic: DCB 224 (1962) 


ls there a Newer Tower? NO 


1898: Number of Stories: 2 
BRICK 
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WASHINGTON 





NORTH HEAD LIGHT cont. 


Other Structures: 2 GARAGES, CISTERN, 2 OIL HOUSES, STORAGE BUILDING, CHICKEN COUP 





Owner/Manager, U.S. COAST GUARD (TOWERVPRIVATE OWNER (DWELLING) 

Current Use: ACTIVE AID TO NAVIGATION IN STATE PARK 

Open to the Public YES; ONCE A WELK « SUMMER; Access: FORT CANBY STATE PARK 
Public Phone: 206-642-3029 


National Register Status; PART OF LISTING: CAPE DISAPPOINTMENT HISTORIC DISTRICT 


FIRST ORDER LENS DISPLAYED AT FORT CANBY INTERPRETIVE CENTER; FOURTH ORDER LENS AT COLUMBIA 
MARITIME MUSEUM 








PATOS ISLAND LIGHT 


Location: PUGET SOUNDASSTRAITS OF 
GEORGIA; US.C.G. Dietrich 13 

Nearest City: EASTSOUND 

County: SAN JUAN 


Year Station Established: 1893 
Year Automated: 1974 


Year Existing Historic Tower Constructed: 

1908 

is the Light Operational? YES 

Foundation Materials: WOOD 

Construction Materials: WEATHERBOARD 

Markings/Patterns: WHITE W/GREEN TRIM 
AND RED ROOF 

Shape: SQUARE ON FOG SIGNAL 
BUILDING 

Relationship to Other Structures: INTEGRAL Courtesy of the National Register of Historic Places 

Tower Height: 38; Height of Focal Plane: 52 

Original Optic: FOURTH ORDER FRESNEL (1908); Present Optic: 300 MM, SOLAR POWERED 











ls there a Newer Tower? NO 


is there an Existing Fog Signal Building? YES; Year Constructed: 1898; Construction Materials: WOOD 
Architectural Style: GREEK REVIVAL - VICTORIAN; Current Fog Signal Type: HORN 


is there an Existing Keepers Quarters? NO (DISMANTLED 1983) 


Other Structures: METAL OIL HOUSE (1937), 2 WOODEN WATER TANKS, MODERN KEEPERS DWELLING, 
STORAGE SHED, FIRE PUMP SHED 


Owner/Manager: U.S. COAST GUARD LEASE TO WASHINGTON STATE PARKS 
Current Use: ACTIVE AID TO NAVIGATION; Open to the Public? YES; GROUNDS ONLY; Access: BOAT 


National Register Status: LISTED: PATOS ISLAND LIGHT STATION 


ORIGINAL LENS AT ADMIRALTY HEAD LIGHT 
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Courtesy NPS National Maritime Initiative/Candace Clifford, 1991. 


POINT NO POINT LIGHT 


Location: KITSAP PENINSULA/PUGET SOUND 
U.S.C.G, District; 13 
Nearest City: HANSVILLE; County: KITSAP 


Year Station Established: 1879; Year Automated: 1977 


Year Existing Historic Tower Constructed: 1879 

Is the Light Operational? YES 

Foundation Materials: MASONRY 

Construction Materials; BRICK/STUCCO 

Markings/Patterns: WHITE W/RED ROOF 

Shape: OCTAGONAL LANTERN ON SQUARE 
TOWER 

Relationship to Other Structures: ATTACHED TO 
FOG SIGNAL BUILDING AND OFFICE 

Tower Height: 20; Height of Focal Plane: 27 

Original Optic: FOURTH ORDER, FRESNEL 

Present Optic: FOURTH ORDER 


ls there a Newer Tower? NO 


Is there an Existing Fog Signal Building? YES (1900 


ADDITION TO 1879 TOWER) 
Year Constructed: 1900 
Construction Materials: BRICK/STUCCO 
Architectural Style: ATTACHED 
Current Fog Signal Type: HORN/ORIG. BELL 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 1879; Number of Stories: 2 
Architectural Style: 
Construction Materials: WOOD FRAME 


Other Structures: METAL OIL HOUSE 


Owner/Manager: U.S. COAST GUARD 

Current Use: ACTIVE AID TO NAVIGATION/COAST 
GUARD HOUSING/COMMUNITY CENTER 

Open to the Public? YES; WEDNESDAY THRU SAT. 

Access: HANSVILLE ROAD 

Public Phone: 206-638-2261 


National Register Status: LISTED: POINT NO POINT 
LIGHT STATION 
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WASHING TON 





POINT ROBINSON LIGHT 


Location: EAST END MAURY ISLAND/PUGET SOUND 
US.C.G, Distieh 14 
Nearest City; VASHON ISLAND; County: KING 


Year Station Established: 1685; Year Automated: 1978 


Year Existing Mistoric Tower Constructed: 1915 
ls the Light Operational? YES 
Foundation Materials; MASONRY 
Construction Materials: MASONRY/CONCRETI 
Markings/Patierns; WHITE W/RED ROOT 
Shape: SQUARE ATTACHED TO FOG SIG. BLOG 
Relationship to Other Structures: ATTACHED 
Tower Meight: 36; Height of Focal Plane: 40 
Original Optic: FIFTH ORDER, FRESNEL (1915) 
Present Optic: FIFTH ORDER 





is there a Newer Tower? NO 


ls there an Existing Fog Signal Building? YES (MODIFIED 
W/ADDITION OF TOWER IN 1915) 
Year Constructed: 1685 
Construction Materials; MASONRY 
Architectural Style: ATTACHED 
Current Fog Signal Type: HORN/ORIG, STEAM WHISTLE 





Courtesy U.S. Coast Guard 


is there an Existing Keepers Quarters? YES; Year Constructed: 1915; Number of Stories: 1.5; Architectural Style 
Construction Materials; WOOD FRAME 


Other Structures 


Owner/Manager: U.S. COAST GUARD; Current Use: ACTIVE AlD 10 NAVIGATION/COAST GUARD HOUSING 
Open to the Public? YES; WEEKENDS; Access: KING COUNTY PARK/SW 240TH STREET 
Public Phone: 206-432-5055 


National Register Status: DETERMINED ELIGIBLE BY KEEPER OF THE NATIONAL REGISTER 


STARTED AS A FOG SIGNAL STATION ESTABLISHED IN 1885 





POINT WILSON LIGHT 


Location: ENTRANCE TO ADMIRALTY INLET/PUGET Present Optic: FOURTH ORDER, FRESNEL (1879) 
SOUND; U5.C.G. District: 13 
Nearest City: PORT TOWNSEND; County: JEFFERSON ls there a Newer Tower? NO 
Year Station Established: 1879; Year Automated: 1977 ls there an Existing Fog Signal Building? YES 
Year Constructed: 1914 

Year Existing Historic Tower Constructed: 1914 Construction Materials: MASONRY/CONCRETE 
ls the Light Operational? YES Architectural Style: INTEGRAL TO TOWER 
Foundation Materials: CONCRETE Current Fog Signal Type: HORN/ORIG. WHISTLE 
Construction Materials: MASONRY/CONCRETE 
Markings/Patterns: WHITE W/RED ROOF ls there an Existing Keepers Quarters? YES 
Shape: OCTAGONAL ON FOG SIGNAL BUILDING Year Constructed: 1879; Number of Stories: 2 
Relationship to Other Structures: INTEGRAL Architectural Style 
Tower Height: 46; Height of Focal Plane: 51 Construction Materials: WOOD 


Original Optic: FOURTH ORDER, FRESNEL (1879) 


334 Light Stations by State 











WASHING TON 





Oiher Stractures: 2ND ALEPERS QUARTERS, 
RADIOL AC ON 


Cwner/Manager US. COAST CUARD 

Current Lise: ACTIVE AID TO) 
NAVILLATIONA OAST CARD 
HOUSING, IN STATE PARK 

Open to the Publicd YES; GROUNDS ONLY 

Access: FORT WORDEN STATE PARK 

Public Phone: 206-457 440) 


National Register Status: LISTED. POIN 
WILSON LIC HHEHWOUST 








OLD TOWER USED TO RISE FROM KEEPERS, 
11 WAS REMOVED DURING, REMODELLING, 
STATION 10) BE RENOVATLD IN 1994 AND 
OPENED TO) THE PUBLIC AS PART OF 


Courtesy NES National Martine lnitiative/ andace Clittord, 1991 STATE PARK 








TURN POINT LIGHT 


—_ 





Location: PREVOST HARBOR/STUART ISLAND Is there an Existing Keepers Quarters? UNKNOWN 
USC, Distt 14 Year Constructed: 1894; Number of Stories: 2 
Nearest City: ROCHE HARBOR; County: SAN JUAN Architectural Style 
Your Station Ustablished: 1494) Year Automated: 1974 Construction Materials: WOOD 
Year Existing Histon Lower Constructed: 1946 Other Structures 
Is the Light Operationalé YES 
houndation Maternals: CONCRET Owner/Manager U.S. COAST GUARD/STATE OF 
Construction Materials: CONCRETI WASHING TON 
Markings/Patterns: WHITE, Shape: SQUARI Current Use: ACTIVE AID TO) NAVIGATION 
Relationship to Other Structures: SEPARATI Open to the Public? NO; Access: BOAT 
lower Height 16; Height of Focal Plane: 44 
Orginal Opti 100 MM (1946) National Register Status: DETERMINED ELIGIBLE BY 
Present Opt: 100 MM (SOLAR POWERED) KEEPER OF THE NATIONAL REGISTER 
ls there an Existing Fog Signal Building? YES FIRST LIGHT WAS MOUNTED ON A FOG SIGNAT 
Current Fog Sqnal Type: HORN/ORIC, DABOLT STATION 
TRUMPET 





WEST POINT LIGHT 





Location: ELLIOTT BAY/PUGET SOUND Relationship to Other Structures: ATTACHED 
US.C.G, District 14 lower Height 243; Height of Focal Plane: 27 
Nearest City: SEATTLE; County: KING, Orginal Opti: FOURTH ORDER, FRESNEL (1861) 


Present Optic: FOURTH ORDER 
Year Station tstablished: 1881, Year Automated 1984 





ls there a Newer lower? NO 
Year Existing Histon Tower Constructed: 1661 


Is the Light Ooverational’ YES ls there an Existing Fog Signal Building? YES (1906 
foundation Materials: NATURAL/EMPLACED ADDITION TO 1881 TOWER) 
Construction Maternals: BRICK/STUCCO Year Constructed: 1906 
Markings/Patierns: WHITE W/RED ROOT Construction Materials: BRICK/STUCCO 
Shape: OCTAGONAL LANTERN/SQUARE TOWER Architectural Style: ATTACHED TO TOWER 
AITACHED 10 SIGNAL BUILDING Current Fog Signal Type: HORN/ORIC,. BELL 
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WASHING TON 








WEST POINT LIGHT 
cont, 


ls there an Existing Keepers 
Quarters? YES 
Year Constructed; 1661 
Number of Stories; 1,5 
Architectural Style; CAPE COD 
Construction Materials; WOOD 


Other Structures: 2ND FRAME 
KEEPERS QUARTERS, 
METAL OIL HOUSE, 
STORAGE BUILDING 


Owner/Manager; U.S, COAST 
GUARD PERMIT TO 
NATIONAL OCEANIC 
ATMOSPHERIC 
ADMINISTRATION (NOAA) 

Current Use: ACTIVE AID TO 
NAVIGATION/COAST 
GUARD HOUSING 














Courtesy NPS National Maritime Initiative/Candace Clifford, 1991 


Open to the Public? YES; GROUNDS ONLY; Access: DISCOVERY PARK 


National Register Status: LISTED: WEST POINT LIGHT STATION; On State List/Inventory? YES 
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ALGOMA PIERHEAD LIGHT (FRONT) 


Location; LAKE MICHIGAN; U,S.C.G, District; 9 Relationship to Other Structures; INTEGRAL 
Nearest City; ALGOMA; County: KEWAUNEE Tower Meight: 48; Height of Focal Plane: 42 
Year Station Established; 1893; Year Automated; 1973 Original Optic: FIFTH ORDER, FRESNEL 
Present Optic; FIFTH ORDER, FRESNEL 
Year Existing Historic Tower Constructed; 1932 
is the Light Operational? YES Owner/Manager; U.S, COAST GUARD 
Foundation Materials; PIER Current Use: ACTIVE AID TO NAVIGATION 
Construction Materials; STEEL Open to the Public? UNKNOWN); Access: PIER 
Markings/Patierns; RED 
Shape: CYLINDRICAL National Register Status: NONE 





ASHLAND HARBOR BREAKWATER LIGHT 


Location; CHEQUAMEGON BAY/LAKE SUPERIOR Present Optic: 250 MM, SOLAR POWERED 
U.S.C.G, District; 9 
Nearest City: ASHLAND; County: ASHLAND ls there an Existing Keepers Quarters? YES 
Year Station Established: 1911; Year Automated: Year Constructed: 1916; Number of Stories: 1.5 
Architectural Style: INTEGRAL 
Year Existing Historic Tower Constructed: 1915 Construction Materials; WOOD 
Is the Light Operational? YES 
Foundation Materials; CONCRETE PIER ON CRIB Owner/Manager: U.S. COAST GUARD 
Construction Materials: REINFORCED Current Use: ACTIVE AID TO NAVIGATION 
CONCRETE/STEEL Open to the Public? NO; Access: PIER 
Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: CYLINDRICAL WATCHROOM ON National Register Status: NONE 
HEXAGONAL PYRAMIDAL TOWER On State List/Inventory? YES; Year Listed: 1980 
Relationship to Other Structures: SEPARATE 
Tower Height: 58; Height of Focal Plane: 60 DWELLING & BOATHOUSE CONSTRUCTED 1916 
Original Optic: FOURTH ORDER, FRESNEL ONSHORE 2 MILES FROM LIGHT 








BAILEYS HARBOR RANGE LIGHTS 


Location: DOOR PENINSULA/LAKE MICHIGAN 
U.S.C.G. District: 9 
Nearest City: BAILEYS HARBOR; County: DOOR 





Year Station Established: 1853; Year Automated: 1930 





Year Existing FRONT RANGE Tower Constructed: 1869 
Is the Light Operational? NO; Deactivated: 1960s 
Foundation Materials: FIELOSTONE 
Construction Materials: WOOD 
Markings/Patterns: WHITE W/BLACK TRIM 
Shape: SQUARE 
Relationship to Other Structures: SEPARATE 
Tower Height: 21; Height of Focal Plane: 22 
Original Optic: FIFTH ORDER (1897) 

Present Optic: REMOVED 





Year Existing REAR RANGE Tower Constructed: 1870 


Front Range. Courtesy National Register of Construction Materials: WOOD 
Historic Places. Markings/Patterns: WHITE; Shape: SQUARE 
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CHEQUAMEGON POINT LIGHT cont. 


ls there a Newer Tower! YES; Year Constructed: 1986 OwnerManager, U.S. COAST GUARD LEASE TO 
Construction Materials: STEEL NATIONAL PARK SERVICE 
Markings/Patiomms: WHITE; Shape: CONICAL Current Use: NATIONAL PARK 
Tower Height: 30, Height of Focal Plane 19 Open to the Public! VES 
Original Optic: 190 MM Access: APOSTLE ISLANDS NATIONAL LAKESHORE 
Phone: (715) 779-3397 
ls there an Existing fog Signal Building? NO (USED LA 
POINTE FOG SIGNAL) National Register Status: LISTED (US. COAST 
ls there an Existing Keepers Quarters? NO (USED LA GUARD LIGHTHOUSES AND LIGHT STATIONS 
POINTE KEEPERS) ON THE GREAT LAKES TR) 
Other Structures PART OF LA POINTE STATION, TENDED BY LA 


POINTE LIGHT KEEPER 








DEVILS ISLAND LIGHT 


Location: APOSTLE ISLANDS/LAKE SUPERIOR 
US.C.G, Dietrich 9 
Nearest City: BAYFIELD; County: ASHLAND 


Year Station Established: 1891, Year Automated: 1978 


Year Existing Historic Tower Constructed: 1698 
Is the Light Operational’ VES 
Foundation Materials, CONCRETE 
Construction Materials: CAST ROW 
Markings/Patierns: WHITE; Shape: SKELETAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 71; Height of Focal Plane: 100 
Original Optic: THIRD ORDER, FRESNEL (1901) 
Present Optic: THIRD ORDER, FRESNEL (1992) W/190 MM ON 
GALLERY 














is there a Newer Tower? NO 


is there an Existing Fog Signal Building? YES 
Year Constructed: 169! 
Construction Materials; WOOD FRAME 
Architectural Style: GABLE ROOF 

Current Fog Signal Type: REMOVED/ORIC. WHISTLE 





Courtesy National Register of Historic 
Places/Herschel Parnes for State Historical 
Society of Wisconsin, 1975 


is there an Existing Keepers Quarters? YES 
Year Constructed: 1691; Number of Stories: 2 
Architectural Style: QUEEN ANNE 
Construction Materials: BRICK/FRAME 


Other Structures: 2ND QUEEN ANNE-STYLE KEEPERS QUARTERS (1696), 2 OL HOUSES, BROWNSTONE 
TRAMWAY ENGINE BUILDING, TRAMWAY & TRAM CAR, DOCK, WOODEN BOATHOUSE (1 MILE AWAY), 
RADIOBEACON 


Owner/Manager. U.S. COAST GUARD/NATIONAL PARK SERVICE 
Current Use: ACTIVE AID TO NAVIGATION IN NATIONAL PARK; Open to the Public? YES; JUNE-AUGUST 
Access: APOSTLE ISLANDS NATIONAL LAKESHORE; Public Phone: 715-779-3397 


National Register Status: PART OF LISTING: APOSTLE ISLANDS LIGHTHOUSES 
On State LisV/inventory? YES; Year Listed: 1975; Documented by HABS? YES (WI-324/WASO) 
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EAGLE BLUFF LIGHT 


Location: LAST CHANNEL INTO GREEN BAY 
US.C.G, Distieh 9 
Nearest City: LPMIRIAM; County; DOOR 


Year Siation Latablished: 1868) Year Automated: 1926 


Year Lxisting Mistoric Tower Constructed: 1666 
ls the Light Operational’ YES 
Foundation Materials CONCRETE 
Construction Materials BRICK 
Markings/Patterns: YELLOW WITH BROWN ROOF 
Shape: SQUARE 
Relationship to Other Structures: INTEGRAL 
Tower Height: 43; Meight of Focal Plane: 75 
Original Optic: THIRD-ONE-HALF ORDER (1668) 
Present Optic: 300 MM, SOLAR POWERED 


is there a Newer Tower? NO 
ls there an Existing Fog Signal Building? NO 


ls there an Existing Keepers Quarters! VES 
Year Constructed: 1668; Number of Stories 1.5 
Architectural Style: INTEGRAL 
Construction Materials: VELLOW BRICK 


Other Structures 


OwnerManager: U.S. COAST GUARD LEASE TO 
DOOR COUNTY HIE TORICAL SOCIETY 

Current Use: ACTIVE AID TO NAVIGATION/ 
MUSEUM IN KEEPERS DWELLING 

Open to the Public! VES 

Access: PENINSULA STATE PARK/SHORE ROAD/OFT 
RT. 42; Public Phone: 414-468-3258 


National Register Status: LISTED. EAGLE BLUFF 
LIGHTHOUSE 
On State LisV/inventory? VES; Year Listed: 1975 


KEEPERS DWELLING RESTORED 1963 





GREEN BAY HARBOR ENTRANCE LIGHT 


Location: HARBOR ENTRANCE/GREEN BAY 

US.C.G,. Dietrich 9 

Nearest City, GREEN BAY; County: BROWN 

Year Station Established: 1935, Year Automated: 1979 


Year Existing Historic Tower Constructed: 1935 
ls the Light Operational! YES 
Foundation Materials: CONCRETE PIER 
Construction Materials: STEEL 
Markings/Patterns: WHITE, Shape: CONICAL 


Relationship to Other Structures: INTEGRAL 
Tower Height: 60; Height of Focal Plane: 72 
Original Optic: FOURTH ORDER 
Present Optic: FOURTH ORDER 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO; Access: OFFSHORE/BOAT 


National Register Status: NONE 














Courtesy National Register of Historic Places/Rebecca Strand, 1989 


Markings/Patierns: MORTAR COAT; 





KENOSHA (SOUTHPORT) 
LIGHT 


Location: SIMMONS ISLAND/LAKE 
MICHIGAN; U.S.C.C. District 9 

Nearest City: KENOSHA 

County: KENOSHA 


Year Station Established 18648 
Year Automated 





Year Existing Historic Tower Constructed: 
1866 
ls the Light Operational? NO 
Deactivated: 1906 
Foundation Materials: STONE 
Construction Materials: CREAM COLORED 
BRICK 


Shape: CONICAL W/OUT LANTERN 
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KENOSHA (SOUTHPORT) LIGHT cont, 


Relationship to Other Structures: SEPARATE 

Tower height: 52; Height of Focal Plane: 76 
Original Optic: FOURTH ORDER, FRESNEL (1666) 
Present Optic: REMOVED 


is there a Newer Tower! NO 
ls there an Existing Fog Signal Building?’ NO 


is there an Existing Keepers Quarters! YES 
Year Constructed: 
Number of Stories 2 
Architectural Style: GABLED ELL 
Construction Materials: CREAM COLORED BRICK 


Other Structures: 


Owner/Manager, KENOSHA WATER UTILITY 
Current Use: 

Open to the Public! UNKNOWN 

Access: 5117 FOURTH AVENUE 


National Register Status: LISTED. KENOSHA LIGHT 
STATION 
On State LisVlnventory? VES; Year Listed: 1975 


REPLACED BY NEW PIER HEAD LIGHT 1903; KEEPER 
CONTINUED TO LIVE IN DWELLING, STORM 
WARNING TOWER SECURED TO TOWER IN 1913, 
USED UNTIL 1953; CUPOLA & LANTERN REMOVED 
1959 





KENOSHA PIERHEAD LIGHT 


Location SIMMONS ISLAND/LAKE MICHIGAN 
US.C.G,. Dietrich 9 

Nearest City, KENOSHA; County: KENOSHA 
Year Station Established: 1656, Year Automated: 


Year Existing Historic Tower Constructed: 1906 
is the Light Operational? VES 
Foundation Materials: PIER/CONCRETE 
Construction Materials: CAST IRON 
Markings/Pattierns: RED W/OUT LANTERN 
Shape: CONICAL 
Relationship to Other Structures: INTEGRAL 
Tower Height: 50; Height of Focal Plane: 50 


Original Optic: FOURTH ORDER, FRESNEL 
Present Optic: ROTATING AIRPORT BEACON 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO 
Access: END OF BREAKWATER 


National Register Status: NONE 
REPLACED 1866 KENOSHA LIGHT; KENOSHA 


COUNTY HISTORICAL SOCIETY PLANS TO 
RECONSTRUCT LANTERN 





KEWAUNEE PIERHEAD LIGHT 


Location: LAKE MICHIGAN; U.5.C.C. District: 9 
Nearest City: KEWAUNEE; County: KEWAUNEE 
Year Station Established: 1889 


Year Existing Historic Tower Constructed: 1931 
is the Light Operational? YES 
Foundation Materials: PIER 
Construction Materials: STEEL 
Markings/Patterns: WHITE W/RED ROOF 
Shape: SQL \RE ON RECTANGULAR HOUSE 
Relationship to Other Structures: INTEGRAL 
Tower Height: 43; Height of Focal Plane: 45 
Original Ontic: FIFTH ORDER, FRESNEL 
Present Otic: FIFTH ORDER, FRESNEL 
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is there an Existing Fog Signal Building? YES 
Year Constructed: 1931 


Construction Materials: STEEL 
Architectural Style: INTEGRAL TO TOWER 
Current Fog Signal Type: HORN 


Other Structures: RADIOBEACON 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? UNKNOWN; Access: PIER 
National Register Status: NONE 
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LA POINTE (LONG ISLAND) LIGHT 


Lecation, LONG ISLAND/CHEQUAMEGON 
BAY/LAKE SUPERIOR; U.S.C.G, District 9 
Nearest City, BAYFIELD; County: ASHLAND 


Year Station Lstablished: 1656, Year Automated: 1964 


Year Existing Mistoric Tower Constructed: 1696 
ls the Light Operational’ VES 
Foundation Materials: CONCRETE 
Construction Materials: CAST IRON 
Markings/Patierns: WHITE 
Shape: SKELETAL W/CENTRAL COLUMN 
Relationship to Other Structures: SEPARATE 
Tower Height: 65; Height of Focal Plane: 70 
Original Optic: FOURTH ORDER, FRESNEL (1696) 
Present Optic: 300 MM (1964) 


is there a Newer Tower! NO 

Is there an Existing Fog Signal Building? NO 
(REMOVED) 

Current Fog Signal Type: WHISTLE DIAPHONE 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 1938; Number of Stories: 2 


Architectural Style: AMERICAN FOUR SQUARE 


Construction Materials: WOOD FRAMIE 


Other Structures: BRICK OIL HOUSE, IRON O11 
HOUSE, DOCK, RUINS OF 1658/1896 LIGHT 
TOWER/KEEPERS RESIDENCE 


Owner/Manager, U.S. COAST GUARD/NATIONAL 
PARK SERVICE 

Current Use: ACTIVE AID TO NAVIGATION IN 
NATIONAL PARK 

Open to the Public? YES, APOSTLE ISLANDS 
NATIONAL SEASHORE; Access: BOAT 

Public Phone: 715-779-3397 


National Register Status: LISTED: LA POINTE LIGHT 
STATION (U5. COAST GUARD LIGHTHOUSES 
AND LIGHT STATIONS ON THE GREAT LAKES 
TR) 

On State LisVinventory? YES; Year Listed: 1975 

Documented by HABS!? VES (WI-325/WASO) 


PLAYED AN IMPORTANT ROLE IN THE 
DEVELOPMENT OF TRANSPORTATION ON LAKE 
SUPERIOR; 1656 LENS MOVED TO 
CHEQUAMEGON POINT LIGHT IN 1897 





MANITOWOC BREAKWATER LIGHT 


Location: LAKE MICHIGAN; U.5.C.G. District 9 
Nearest City: MANITOWOC; County: MANITOWOC 
Year Station Established: 1695; Year Automated: 1971 


Year Existing Historic Tower Constructed: 19186 
is the Light Operational? YES 
Foundation Materials; CONCRETE PIER 
Construction Materials: STEEL 
Markings/Patterns: WHITE W/BLACK LANTERN 
Shape: CYLINDRICAL ON SQUARE HOUSE 
Relationship to Other Structures: INTEGRAL 
Tower Height: 52; Height of Focal Plane: 52 
Original Optic: FOURTH ORDER, FRESNEL (1918) 
Present Optic: FIFTH ORDER 


Is there an Existing Fog Signal Building? YES 
Year Constructed: 18695 
Construction Materials: CAST IRON 
Architectural Style: INTEGRAL 

Current Fog Signal Type: DIAPHONE 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 


Open to the Public? NO; Access: PIER 


National Register Status: NONE 
On State LisVinventory? YES; Year Listed: 1985 





MICHIGAN ISLAND LIGHT (FIRST TOWER) 


Location: APOSTLE ISLANDS/LAKE SUPERIOR 
US.C.G. District 9 
Nearest City: BAYFIELD; County: ASHLAND 


Year Station Established: 1857; Year Automated: 1943 
Year Existing Historic Tower Constructed: 18657 


is the Light Operational? NO 
Deactivated: 1929 


Foundation Materials; NATURAL/EMPLACED 

Construction Materials: STONE MASONRY, STEEL 

Markings/Pattierns: BLACK LANTERN ON 
WHITEWASHED MASONRY TOWER 

Shape: CONICAL 

Relationship to Other Structures: ATTACHED 

Tower Height: 64; Height of Focal Plane: 129 

Original Optic: THIRD-AND-HALF ORDER, FRESNEL 
(1869) 
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MICHIGAN ISLAND LIGHT 
(FIRST TOWER) cont, 


Present Optic: REMOVED 


ls there a Newer tower! YES (Stt 
MICMILAN ISLAND S~LCOND 
TOWER) 


ls there an Existing Fog Signal Building? 
NU 


ls there an Existing Keepers Quarters! YES 
Year Constructed: 1857 
Number of Stories: 1.5 
Architectural Style: ATTACHED 
Construction Materials: MASONRY 


Other Structures: BARN/SHED, PRIVY, 
POWER MOUSE (1928), TRAMWAY 
FROM POWERMOUSE (1928), ASST 
KEEPERS (1928), WORKSHOP, 
APARTMENT (19278), DOCK 


Owner/Manager, NATIONAL PARK 
SERVICE 

Current Use: NATIONAL PARK 

Open to the Public? VES; JUNE/AUGUST 





Courtesy National Register of Historic Places/Herschel Parnes for the 
State Historical Society of Wisconsin, 1975 


Access: APOSTLE ISLANDS NATIONAL LAKESHORE; Public Phone: 715-779-3397 


National Register Status: PART OF LISTING: APOSTLE ISLANDS LIGHTHOUSES 
On State LisV/lnventory? YES; Year Listed: 1975; Documented by HABS? YES (WI-317/AWASO) 


NEW LANTERN 18669; ORIGINAL LENS ON DISPLAY IN VISITOR CENTER IN BAYFIELD 





MICHIGAN ISLAND LIGHT (SECOND TOWER) 


Location: APOSTLE ISLANDS/LAKE SUPERIOR 
US.C.G. Dietnet 9 
Nearest City: BAYFIELD: County: ASHLAND 


Year Station Established: 1857: Year Automated: 1943 


Year Existing Historic Tower Constructed: 1880 
is the Light Operational? YES 
Foundation Materials: CONCRETE 
Construction Materials: STEEI 
Markings/Patierns: WHITE 
Shape: SKELETAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 116; Hemi of Focal Plane: 170 
Original Optic: THIRD-AND-HALF ORDER, FRESNEL 

(1978) 

Present Optic: AEROBEACON (1975) 
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ls there a Newer Tower?’ NO 
is there an Existing Fog Signal Building? NO 


ls there an Existing Keepers Quarters? YES 
Year Constructed: 1928; Number of Stories: 2 
Architectural Style: BUNGALOW 
Construction Materials: RED BRICK 


Other Structures: SEE MICHIGAN ISLAND LIGHT 
(FIRST TOWER) 


Owner/Manager, U.S. COAST Gi JARD/NATIONAI 
PARK SERVICE 

Current Use: ACTIVE AID TO NAVIGATION 

Open to the Public? YES; Access: EXCURSION BOAT 

Public Phone: 715-779-3397 
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Courtesy National Register of Historic 
Places/Herschel Parnes for State Historical 
Society of Wisconsin, 1975 
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National Register Status: PART OF LISTING: APOSTLE ISLANDS 
LIGHTHOUSES 
On State Lis/lnventory? YES; Year Listed; 1975 


TOWER WAS BUILT ON SCHOONER LEDGE IN 16860, MOVED IN 
1919 AND RECONSTRUCTED IN 1930 





MILWAUKEE BREAKWATER LIGHT 


Location; LAKE MICHIGAN; U.S.C.G. District: 9 
Nearest City: MILWAUKEE; County: MILWAUKEE 
Year Station Established: 1926; Year Automated: 1966 


Year Existing Historic Tower Constructed: 1926 
Is the Light Operational? YES 
Foundation Materials: CONCRETE PIER 
Construction Materials: STEEL FRAME 
Markings/Patterns: WHITE TOWER WITH BLACK 

LANTERN 

Shape: SQUARE ON SC. UARE HOUSE 
Relationship to Other Structures: INTEGRAL 
Tower Height: 53; Height of Focal Plane: 61 


Original Optic: FOURTH ORDER, FRESNEL 
Present Optic: FOURTH ORDER 


Is the -@ an Existing Keepers Quarters? YES 
Year Constructed: 1926; Number of Stories: 2 
Architectural Style: INTEGRAL-ART DECO 
Construction Materials: STEEL 


Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BREAKWATER 


National Register Status: NONE 





MILWAUKEE PIERHEAD LIGHT 


Location: LAKE MICHIGAN; U.5.C.G. District: 9 
Nearest City: MILWAUKEE; County: MILWAUKEE 
Year Station Established: 1872 


Year Existing Historic Tower Constructed: 1906 
is the Light Operational? NO; Deactivated: 
Foundation Materials: CONCRETE PIER 
Construction Materials: STEEL 
Markings/Patterns: RED W/BLACK LANTERN 
Shape: CONICAL 


Relationship to Other Structures: SEPARATE 
Tower Height: 42 

Original Optic: FOURTH ORDER, FRESNEL 
Present Optic: FIFTH ORDER, FRESNEL 


Owner/Manager: U.S. COAST GUARD 
Current Use: 
Open to the Public? UNKNOWN 


National Register Status: NONE 


National Park Service 1994 Inventory of Historic Lighthouses 345 








WISCONSIN 








NORTH POINT (MILWAUKEE) 
LIGHT 


Location; MILWAUKEE RIVER ENTRANCE/LAKE 
MICHIGAN 

US.C.G, Districh 9 

Nearest City; MILWAUKEE 

County: MILWAUKEE 





Year Station Established: 18655 
Year Automated: 


Year Existing Historic Tower Constructed; 1913 

ls the Light Operational? YES 

Foundation Materials; CONCRETE 

Construction Materials; CAST IRON 
TOP/STEEL BOTTOM 

Markings/Patterns: WHITE WITH RED ROOF 

Shape: OCTAGONAL 

Relationship to Other Structures: SEPARATE 

Tower Height: 74 

Height of Focal Plane: 154 

Original Optic: FOURTH ORDER, FRESNEL 
(1668); Present Optic: FOURTH ORDER 


is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? UNKNOWN 





Se ee 


Courtesy U.S. Coast Guard, 1945 


ls there an Existing Keepers Quarters? YES; Year Constructed: 1855; Number of Stories: 2.5 


Architectural Style: DUPLEX; Construction Materials: FRAME 


Other Structures: 


Owner/Manager: U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? YES; GROUNDS ONLY; Access: LAKE PARK/WAHL STREET AT TERRACE 


National Register Status: LISTED: NORTH POINT LIGHTHOUSE (U.S. COAST GUARD LIGHTHOUSES AND LIGHT 
STATIONS ON THE GREAT LAKES TR); On State List/inventory? YES; Year Listed: 1980 


188668 TOWER PLACED ON 1913 STRUCTURE TO INCREASE HEIGHT 





OUTER ISLAND LIGHT 


Location: APOSTLE ISLANDS/LAKE SUPERIOR 
US.C.G. District: 9 
Nearest City: BAYFIELD; County: ASHLAND 


Year Station Established: 1874; Year Automated: 1961 


Year Existing Historic Tower Constructed: 1874 
is the Light Operational? YES 
Foundation Materials: STONE 
Construction Materials: BRICK W/ITALIANATE 
BRACKETING 
M arkings/Patterns: WHITE W/BLACK TRIM 
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Shape: CONICAL 

Relationship to Other Structures: ATTACHED 
Tower Height: 80; Height of Focal Plane: 129 
Original Optic: THIRD ORDER, FRESNEL (1874) 
Present Optic: 190 MM (SOLAR POWERED) (1992) 


is there a Newer Tower? NO 


ls there an Existing Fog Signal Building? YES 
(MODIFIED); Year Constructed: 1875 
Construction Materials; WOOD FRAME 
Architectural Style: 
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Current Fog Signal Type; WHISTLE DIAPHIONE/ORIG, STEAM 


Is there an Existing Keepers Quarters? YES 
Year Constructed; 1674; Number of Stories: 2 
Architectural Style; ATTACHED 
Construction Materials; RED BRICK 





Other Structures; OIL MOUSE, DOCK, BRICK OUTHOUSE 


| Owner/Manager:; U.S, COAST GUARD/NATIONAL PARK 
SERVICE 
Current Use: ACTIVE AID TO NAVIGATION IN NATIONAL 
PARK 
Open to the Public? YES; JUNE-AUGUST 
Access; APOSTLE ISLANDS NATIONAL LAKESHORE 
Public Phone: 715-779-3397 








National Register Status: PART OF LISTING: APOSTLE ISLANDS 
LIGHTHOUSES 

On State Lis/inventory? YES; Year Listed: 1975 

Documented by HABS? YES (WI-318/WASO) 


TOWER ATTACHED TO DWELLING BY COVERED 
PASSAGEWAY; WHISTLE DIAPHONE MACHINERY IS STILL IN 
PLACE IN FOG SIGNAL BUILDING 





Courtesy National Register of Historic 
Places/Herschel Parnes for the State Historical 
Society of Wisconsin, 1975. 





PESHTIGO REEF LIGHT 





Location: OFF PESHTIGO POINT/GREEN BAY ls there an Existing Fog Signal Building? YES 
US.C.G, District: 9 Year Constructed: 1935 
Nearest City: PESHTIGO; County: MARINETTE Construction Materials: STEEL 
Year Station Established: 1934 Architectural Style: INTEGRAL TO TOWER 
Year Existing Historic Tower Constructed: 1934 Owner/Manager: U.S. COAST GUARD 
is the Light Operational? NO; Deactivated: Current Use: 
Foundation Materials: CONCRETE CRIB Open to the Public? UNKNOWN 
Construction Materials: STEEL Access: OFFSHORE 
Markings/Patterns: WHITE 
Shape: CONICAL National Register Status: NONE 


Relationship to Other Structures: INTEGRAL 
Tower Height: 72 





PILOT ISLAND LIGHT 


Location: PORTE DES MORTS PASSAGE/LAKE Construction Materials: BRICK 
MICHIGAN; U.S.C.G. District: 9 Markings/Patterns: YELLOW WITH RED ROOF 
Nearest City: GILLS ROCK; County: DOOR Shape: SQUARE 
Relationship to Other Structures: INTEGRAL 
Year Station Established: 1858; Year Automated: 1962 Tower Height: 41; Height of Focal Plane: 48 
Original Optic: FOURTH ORDER FRESNEL 
Year Existing Historic Tower Constructed: 1873 Present Optic: 300 MM (SOLAR POWERED) 
ls the Light Operational? YES 
Foundation Materials: CONCRETE ls there a Newer Tower? NO 
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PILOT ISLAND LIGHT cont, 


Is there an Existing Fog Signal Building? YES 
Year Constructed: 1900 
Construction Materials; BRICK 
Architectural Style: 

Current Fog Signal Type; ORIG, BELL/REMOVED 


Is there an Existing Keepers Quarters? YES 
Year Constructed: 18673; Number of Stories: 2.5 
Architectural Style: INTEGRAL TO TOWER 
Construction Materials; YELLOW BRICK 


Other Structures; STORAGE BUILDING, ORIGINAL 
1850 TOWER/HOUSE 


Owner/Manager; U.S, COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access; BOAT 


National Register Status: LISTED: PILOT ISLAND 
LIGHTHOUSE 
On State LisVinventory? YES; Year Listed; 1972 





ORIGINALLY CALLED PORTE DES MORTS ISLAND 
LIGHT UNTIL 1910; THE ORIGINAL FOG SIGNAL 
BUILDING WAS CONVERTED TO A SECOND 
ASSISTANT KEEPERS DWELLING IN 1900 





PLUM ISLAND RANGE REAR LIGHT 


Location; LAKE MICHIGAN; U.5.C.G. District: 9 
Nearest City; GILLS ROCK; County; DOOR 


Year Station Established: 1897; Year Automated: 


Year Existing Historic Tower Constructed: 1897 
Is the Light Operational? YES 
Foundation Materials; CONCRETE 
Construction Materials; IRON 
Markings/Patterns: WHITE 
Shape: SKELETAL 
Relationship to Other Structures; SEPARATE 
Tower Height: 65; Height of Focal Plane: 60 
Original Optic: FOURTH ORDER, FRESNEL 
Present Optic: FOURTH ORDER 


is there a Newer Tower? YES; Year Constructed: 1964 
Construction Materials: STEEL 
Markings/Patterns: SKELETAL 


Is there an Existing Fog Signal Building?) UNKNOWN 
Is there an Existing Keepers Quarters? UNKNOWN 


Other Structures; RADIOBEACON 


Owner/Manager; U.S. COAST GUARD/WISCONSIN 
DEPARTMENT OF NATURAL RESOURCES 

Current Use: ACTIVE AID TO NAVIGATION 

Open to the Public? NO 


National Register Status: LISTED: PLUM ISLAND 
RANGE REAR LIGHT (U.S. COAST GUARD 
LIGHTHOUSES AND LIGHT STATIONS ON THE 
GREAT LAKES TR) 

On State Lis/inventory? YES; Year Listed: 1980 


FRONT RANGE REPLACED BY STEEL SKELETAL 
TOWER 1964 





PORT WASHINGTON BREAKWATER LIGHT 


Location: LAKE MICHIGAN; U.S.C.C. District: 9 
Nearest City: PORT WASHINGTON 

County: OZAUKEE 

Year Station Established: 1889; Year Automated: 1975 


Year Existing Historic Tower Constructed: 1935 
Is the Light Operational? YES 
Foundation Materials; CONCRETE 
Construction Materials: STEEL 
Markings/Patterns: WHITE; Shape: SQUARE 
Relationship to Other Structures: INTEGRAL 
Tower Height: 58; Height of Focal Plane: 78 
Present Optic: 300 MM 


Is there an Existing Keepers Quarters? YES 
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Year Constructed: 1935; Number of Stories: 2.5 
Architectural Style: ART DECO INTEGRAL 
Construction Materials: BRICK/WOOD 


Other Structures: RADIOBEACON 
Owner/Manager: U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: PIER 
National Register Status: NONE 


1860 PORT WASHINGTON LIGHTHOUSE IS ON 
LAND 
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PORT WASHINGTON LIGHT (OLD) 


Location; PORT WASHINGTON HARBOR ls there an Existing Keepers Quarters? YES 
US.C.G, Distie: 9 Year Constructed; 1860; Number of Stories: 2 
Nearest City; PORT WASHINGTON Architectural Style: 

County: OZAUKET Construction Materials; BRICK 


Year Station Established: 1646 
Owner/Manager; U.S, COAST GUARD 


Year Existing Historic Tower Constructed: 1860 Current Use: COAST GUARD HOUSING 
ls the Light Operational? NO Open to the Public? NO 
Deactivated: 1934 Access: JOMNSON STREET ON ST, MARY'S HILL 
Foundation Materials; STONE 
Construction Materials: BRICK National Register Status: NONE 
Markings/Patterns: WHITE 
Shape: HOUSE WITHOUT TOWER REPLACED BY PORT WASHINGTON BREAKWATER 
Relationship to Other Structures; INTEGRAL LIGHT 








POTTAWATOMIE (ROCK ISLAND) 
LIGHT 


Location: GREEN BAY ENTRANCE/LAKE MICHIGAN 
U.S.C.G, District: 9 
Nearest City: GREEN BAY; County: DOOR 


Year Station Established: 1837; Year Automated: 


Year Existing Historic Tower Constructed: 1858 
Is the Light Operational? YES 
Foundation Materials; STONE 
Construction Materials: LIMESTONE 
Markings/Patterns: NATURAL 
Shape: SQUARE W/OUT LANTERN 
Relationship to Other Structures: 'NTEGRAL 
Tower Height: 41; Height of Focal Plane: 137 
Original Optic: 
Present Optic: 300 MM 














Is there a Newer Tower? NO 
Is there an Existing Fog Signal Building? UNKNOWN 





Courtesy U.S. Coast Guard, 1977 ls there an Existing Keepers Quarters? YES 
Year Constructed: 1858; Number of Stories: 2 
Architectural Style: INTEGRAL; Construction Materials: GREY LIMESTONE 





Other Structures: 


Owner/Manager: U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public? NO; Access: BOAT 


National Register Status: LISTED: POTTAWATOMIE LIGHTHOUSE; On State List/Inventory? YES; Year Listed: 1975 





RACINE HARBOR LIGHT 


Location: RACINE HARBOR ENTRANCE/LAKE Year Station Established: 1866 
MICHIGAN; U.S.C.G. District: 9 
Nearest City: RACINE; County: RACINE Year Existing Historic Tower Constructed: 1866 
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RACINE HARBOR 
LIGHT cont, 


is the Light Operational? NO 

Deactivated; 1903 

Foundation Materials; PIER 

Construction Materials: WOOD 

Markings/Patterns; WHITE TOWER 
W/LANTERN REMOVED 

Shape: SQUARE 

Relationship to Other Structures: 
ATTACHED 





ls there a Newer Tower? YES 
Year Constructed; 1903 
Construction Materials; METAL 
Markings/Patterns: SQUARE 
SKELETAL; Shape: RED 











Courtesy National Register of Historic Places/Joan Melson for the State 
ls there an Existing Fog Signal Historical Society of Wisconsin, 1975. 
Building? UNKNOWN 


Is there an Existing Keepers Quarters? YES (MODIFIED); Year Constructed: 1886; Number of Stories: 2.5 
Architectural Style: ATTACHED TO TOWER; Construction Materials: BRICK 


Other Structures: LIFESAVING STATION & BOATHOUSE, WARNING TOWER 


Owner/Manager: U.S. COAST GUARD; Current Use: 
Open to the Public? NO; Access: NORTH PIER AT HARBOR ENTRANCE 


National Register Status: LISTED: RACINE HARBOR LIGHTHOUSE & LIFE SAVING STATION 
On State List/Inventory? YES; Year Listed: 1975 








RASPBERRY ISLAND 
LIGHT 


Location: APOSTLE ISLANDS/LAKE 
SUPERIOR; U.S.C.G. District: 9 

Nearest City: BAYFIELD 

County: BAYFIELD 


Year Station Established: 1863 
Year Automated: 1957 





Year Existing Historic Tower Constructed: 
1863 
Is the Light Operational? NO 
Deactivated: 1957 
Foundation Materials: STONE 
Construction Materials: WOOD 
Markings/Patterns: WHITE W/BLACK 
LANTERN 
Shape: SQUARE 
Relationship to Other Structures: 
Courtesy National Register of Historic Places/Herschel Parnes for the State INTEGRAL 
Historical Society of Wisconsin, 1975. Tower Height: 35 
Height of Focal Plane: 80 
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Original Optic: FIFTH ORDER, FRESNEL (1863); Present Optic: REMOVED 


is there a Newer Tower? YES; Year Constructed: 1957; Construction Materials; STEEL; Shape: POLE 
Original Optic; 300 MM (1957); Current Optic: SOLAR POWERED 


Is there an Existing Fog Signal Building? YES; Year Constructed: 1903; Construction Materials; RED BRICK 
Architectural Style; HIP METAL ROOF; Current Fog Signal Type: WHISTLE DIAPHIONE (REMOVED) 


ls there an Existing Keepers Quarters? YES (REMODELLED 1906); Year Constructed; 1863; Number of Stories: 2 
Architectural Style; DUPLEX; Construction Materials; WHITE CLAPBOARD 


Other Structures; 2 STORAGE BUILDINGS, FRAME BARN, BRICK OIL HOUSE, BOATHOUSE, 2 OUTHOUSES, 
DOCK 


Owner/Manager: U.S. COAST GUARD/NATIONAL PARK SERVICE; Current Use: NATIONAL PARK 
Open to the Public? YES; JUNE-AUGUST; Access; APOSTLE ISLAND NATIONAL LAKESHORE 
Public Phone: 715-779-3397 


National Register Status: PART OF LISTING; APOSTLE ISLANDS LIGHTHOUSES 
On State List/inventory? YES; Year Listed: 1975; Documented by HABS? YES (WI-312) 


ORIGINAL FIFTH ORDER FRESNEL LENS WITH FLASH PANELS ON DISPLAY ON MADELINE ISLAND AT 
THE STATE HISTORICAL SOCIETY OF WISCONSIN MUSEUM 








RAWLEY POINT (TWIN RIVER POINT) LIGHT 


Location: WEST SHORE LAKE MICHIGAN 
U.S.C.G. District: 9 
Nearest City: TWO RIVERS; County: MANITOWOC 


Year Station Established: 1853; Year Automated: 1979 


Year Existing Historic Tower Constructed: 1894 
Is the Light Operational? YES 
Foundation Materials: CONCRETE PIER 
Construction Materials: CAST IRON 
Markings/Patterns: WHITE W/BLACK TRIM 
Shape: SKELETAL 
Relationship to Other Structures: SEPARATE 
Tower Height: 111; Height of Focal Plane: 113 
Original Optic: THIRD ORDER, FRESNEL (1894) 
Present Optic: AIRPORT BEACON, 36" 








Is there a Newer Tower? NO 

Is there an Existing Fog Signal Building? UNKNOWN 
Year Constructed: 
Construction Materials: WOOD 

Current Fog Signal Type: DIAPHONE 





) _ 
Courtesy NPS National Maritime — an ae pom ge —— ba | 
Initiative/lames P. Delgado, 1989. ear Construct : 1874; Number of Stories: 2.5 
Architectural Style: 


Construction Materials: FRAME 


Other Structures: RADIOBEACON 


Owner/Manager: U.S. COAST GUARD; Current Use: ACTIVE AID TO NAVIGATION/COAST GUARD HOUSING 
Open to the Public? NO; Access: POINT BEACH STATE FOREST 
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RAWLEY POINT (TWIN RIVER POINT) LIGHT cont. 


National Register Status: LISTED: RAWLEY POINT LIGHT STATION (U.S, COAST GUARD LIGHTHOUSES AND 
LIGHT STATIONS ON THE GREAT LAKES TR), On State LisVinventory! YES; Year Listed: 1975 





TOWER WAS PART OF THE FRENCH EXHIBIT AT THE 1893 COLUMBIAN EXPOSITION 








SAND ISLAND LIGHT 


Location, APOSTLE ISLANDS, LAKE 
SUPERIOR 

U5.C.G. Dietieh 9 

Nearest City: BAYFIELD 

County: BAYFIELD 





Year Station Established 1686) 
Year Automated: 1971 


Year Existing Historic Tower 
Constructed: 1661 
is the Light Operational? YES 
Deactivated: 1933-1980 
Foundation Materials STONE 
Construction Materials 
SANDSTONE 
Markings/Patierns: GOTHIC 
Shape. OCTAGONAL 
Relationship to Other Structures 








ATTACHED 
Tower Height 40 Courtesy National Register of Historic Places/Herschel Parnes for the State 
Height of Focal Plane: 52 Historical Society of Wisconsin, 1975 


Original Optic: FOURTH ORDER, 
FRESNEL (1881); Present Optic: AEROBEACON (1980) 


is there a Newer Tower? NO 
is there an Existing Fog Signal Building? NO 


is there an Existing Keepers Quarters? YES; Year Constructed: 1881; Numi © of Stories: 1.5 
Architectural Style’ NORMAN GOTHIC, Construction Materials: SANDSTONE 


Other Structures: BRICK O'L HOUSE, BRICK OUTHOUSE 

Owner/Manager, U.S. COAST GUARD/NATIONAL PARK SERVICE; Current Use: NATIONAL PARK 
Open to the Public? YES; JUNE-AUGUST, Access: APOSTLE ISLANDS NATL LAKESHORE 

Public Phone: 715-779-2997 


National Register Status: "ART OF LISTING: APOSTLE ISLANDS LIGHTHOUSES 
On State List/inventory? ‘ £5; Year Listed: 1975; Documented by HABS? YES (WI-31 3/WASO) 


1933 STEEL TOWER REMOVED BY USCG 





SHEBOYGAN BREAKWATER LIGHT 


Location: SHEBOYGAN HARBOR/LAKE MICHIGAN Year Station Established: 1915; Year Automated 
US.C.G. District 9 
Nearest City: SHEBOYGAN; County: SHEBOYGAN Year Existing Historic Tower Constructed: 1915 
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W/SCONSIN 


ly the Latht Chperatonalt YES Preset Ciptn 10 WAM 

hindation Material CONCRETE PUK 

Constr ton Material CAST IRON tiwie/Manager US. COAST CARD 
Markingvlattoenys KEL turret Lee ACTIVE All) 10) NAVILLATIOIN 
Shape CYLINDRICAL W/OKUIT LANTLRIN then to the Publi t UINKRINOIWN: Access PUK 
Kelatonship to CMher Statues SEPARATI 

lower bieght oO) beg of local Plane 5 National Register Status NONI 


Chrypinal Cpt 375 MM 


OT RN a A A SE OS CO ae a —EE 


SHERWOOD POINT LIGHT 


tional STURGCLOIN BAYA RIE N HAYA AKI 
MIL TINGAN USO CO, Dintwt 9 
Nearest City IDLEWILDD, County DOOR 


Your Viaton Istablehed TAAL Year Automated 1h} 


Year Lanting Histon lower Constructed 1Hht 
iy the Ligttt Operationalt YES 
houwndation Material CONCRETE 
Construction Maternals BRICK 
Marking Pations WHITE W/RED ROO 
Shape SCQUART 
Relationship to Other Structures: ATTACHED 
lower bewmht: 17, Hemi of focal Plane: 61 
Crgunal Opti TEETH ORDER, PRESNET 
Present Opt TOURTH ORDER 


hh there a Newer lower NO) 





is there an txnting fom Sagnal Building? YES 





Year Constructed 
Construction Matenals: WOOD 
An hitecrtural Style SCQUAREL PYRAMIDAI 
f urrent fog Sagnal Type BELL INO) LONGER EXTANT) 








(ouwtesy US Coast Cuard 


ly there an Existing Keepers Chuarters( YES 
Year Constructed” 1884. Number of Stones: 1.5, Architectural Style ATTACHED: Construction Materials BRICK 


Chihver Struc tures 
Chwner/Manager, US. COAST GUARD, Current Use ACTIVE AID TO NAVIGATION, Open to the Public t NO 


National Register Status: LISTED SHERWOOD POINT STATION (U.S COAST GUARD LIGHTHOUSES AND LIGH! 
STATIONS ON THE GREAT LAKES TR) On State List/inventory? YES: Year Listed: 1975 


LAST MANNED LIGHT ON THE GREAT LAKES 





STURGEON BAY CANAL LIGHT 


Location: STURGEON BAY CANAL/LAKE MICHILAN Foundation Materials: CONCRETE 

US.CG, Distich 9 Construction Materials: STEELARON 

Nearest City STURGEON BAY, County: DOOR Markings/Patierns: WHITE W/BLACK LANTERN 
Shape: SKELETAL W/CONT 

Year Station Established: 1899, Year Automated Relationship to Other Structures: SEPARATI 
Tower Height: 98; Height of Focal Plane: 107 

Year Existing Historic Tower Constructed: 1904 Orginal Optic: SECOND ORDER, FRESNET 

is the Light Operational’ YES Present Optic: THIRD ORDER, FRESNET 
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W/SCONSIN 


ls there a Newer lowerl NO Access LAKE FOREST STATE PARK ROAD 
ls there an Existing fog Signal Buildings) UNKNOWN 
is there an Existing Keepers Quarter! UNKNOWN National Register Matus: LISTED: STURGLON BAY 
CANAL LIGHTHOUSE (U.5. COAST GUARD 
Other Structures: RADIOBLACON, LIGHT STATION I5 LIGHTHOUSES AND LIGHT STATIONS ON Tril 
ADIACENT TO LIFEBOAT STATION GRLAT LAKES TR) 


On State Lie/lnventory? YES; Year Listed 1980 
Owner/Manager, U.S. COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION TOWER WAS ORIGINALLY BUILT IN 1899 BUT 
Open to the Public? YES; GROUNDS ONLY SUBSTANTIALLY ALTERED IN 1903 





STURGEON BAY SHIP CANAL NORTH PIERHEAD LIGHT 


Location: CANAL ENTRANCL/LAKE MICHIGAN Present Optic: 300 MM 
US.C.G, Dietrich 9 
Nearest City, STURGEON BAY; County, DOOR ls there an Existing Fog Signal Building? YES 
Year Station Established: 1882, Year Automated Year Construcy.» 1903 
Construction Materials: STEEL 
Year Existing Mistoric Tower Constructed: 1903 Architectural Style: INTEGRAL TO TOWER 
is the Light Operational’ VES 
Foundation Materials; CONCRETE Other Structures; CATWALK 
Construction Materials. CAST IRON 
Markings/Patterns RED Owner/Manager, U.S. COAST GUARD 
Shape: CYLINDRICAL ON SQUARE HOUSE Current Use: ACTIVE AID TO NAVIGATION 
Relationship to Other Structures: INTEGRAL Open to the Public? NO 
Tower Height: 39, Height of Focal Plane: 40 
Original Optic: SIXTH ORDER, FRESNEL (1662) National Register Status: NONE 





SUPERIOR HARBOR ENTRY SOUTH BREAKWATER LIGHT 


Location: WISCONSIN POINT/LAKE SUPERIOR Shape: CYLINDRICAL 
U5S,C.G. District: 9 Relationship to Other Structures: INTEGRAL 
Nearest City: SUPERIOR; County: DOUGLAS Tower Height: 56; Height of Focal Plane: 70 
Original Optic: FOURTH ORDER, FRESNEL 
Year Station Established: 1913: Year Automated: 1970 Present Optic: OCB 24 
Year Existing Historic Tower Constructed: 1913 Owner/Manager. U.S. COAST GUARD 
is the Light Operational? YES Current Use: ACTIVE AID TO NAVIGATION 
Foundation Materials: CONCRETE PIER Open to the Public? NO 
Construction Materials: CONCRETE 
Markings/Patterns: WHITE W/RED LANTERN National Register Status: NONE 





WIND POINT LIGHT 


Location: RACINE HARBOR/LAKE MICHIGAN 
US.C.G. District: 9 

Nearest City: WIND POINT 

County: RACINE 


Year Station Established: 1880 
Year Automated: 1964 


Year Existing Historic Tower Constructed: 1880 
Is the Light Operational? YES 
Foundation Materials: STONE 
Construction Materials: BRICK 
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Markings/Patterns: WHITE W/GREEN LANTERN & 
BASE, RED ROOF 

Shape: CONICAL 

Relationship to Other Structures: ATTACHED 

Tower Height: 108 

Height of Focal Plane: 111 


Original Optic: THIRD ORDER, FRESNEL (1880); 
Present Optic: DCB 24R (1964) 


ls there a Newer Tower? NO 


Light Stations by State 











W/SCONSIN 


ls there an Existing fog Sianal 
Huilding? VES 
Year Constructed: 1900 
Construction Materials: BRICK 
Architectural Style 
Current Fog Signal Type: MORN 
(REMOVED 1965) 


ls there an Existing Keepers Quarters! 
YES IMODIFIED 1890) 
Year Constructed: 18480 
Number of Stores: 1.5 
Architectural Style’ GABLI 
Construction Materials: BRICK 


Other Structures: O' MOUST 
GARAGE, 2 STORAGTI 
BUILDINGS, COVERED 
WALKWAY BETWEEN KEEPERS 
DWELLING AND TOWER 





Owner/Manager, U.S. COAST 
GUARD LEASE TO VILLAGE OF 
WIND POINT 


Wind Point Light. Courtesy Michael Cooper 


Current Use: ACTIVE AID TO NAVIGATION/KEEPERS DWELLING USED FOR TOWN MEETINGS 


Open to the Public? YES; GROUNDS ONLY: Access: OFF LIGHTHOUSE DR. ACROSS FROM WINDRIDGE DR 


National Register Status: LISTED: WINDPOINT LIGHT STATION (U.S. COAST GUARD LIGHTHOUSES AND LIGHT 
STATIONS ON THE GREAT LAKES TR) On State Liet/inventory’ YES: Year Listed: 1975 
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CARIBBEAN 





NAVASSA ISLAND LIGHT 


Location: WINDWARD PASSAGL/WEST INDIES 
US.C.G, Dietieh 7 

Nearest City: NEAR JAMAICA 

Year Station Established: 1916, Year Automated: 1929 


Year Existing Mistoric Tower Constructed: 1917 
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is the Light Operational’ YES 

Foundation Materials STONE 

Construction Materials; CONCRETE 

Mark ings/Patterns LIGHT GREY 

Shape: CONICAL W/BUTTRESSES 

Relationship to Other Structures: SEPARATI 

Tower Height: 162; Height of Focal Plane: 395 
Original Optic: SECOND ORDER, FRESNEL (1917) 





Present Optic: 190 MM, SOLAR POWERED (1980) 
is there an Existing Keepers Quarters? NO (RUINS) 
Owner/Manager, U.S, COAST GUARD 
Current Use: ACTIVE AID TO NAVIGATION 
Open to the Public! NO 
Access: BOAT (DANGEROUS LANDING) 

National Register Status; NONE 


TALLEST REINFORCED CONCRETE TOWER WHEN 
BUILT. ISLAND UNOCCUPIED 
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Appendix A: Owner/Manager Addresses 


ALABAMA HISTORICAL COMMISSION 
725 MONROE STREET 
MONTGOMERY, AL 36130 


ALCONA PSTORICAL SOCIETY 
HARRISVILLE, MI 48740 


AMERICAN YOUTH HOSTELS 
PIGEON POINT LIGHT 
PIGEON POINT ROAD 
HIGHWAY | 

PESCADERO, CA 94060 


AMERICAN YOUTH HOSTELS 
POINT MONTARA LIGHT 
1OTH STREET 

HIGHWAY | 

MONTARA, CA 94037 


AMERICAN YOUTH HOSTELS 
TIBBETTS POINT LIGHT 

RR 1, P.O. BOX 330 

CAPE VINCENT, NY 13618 


ASSOCIATION FOR THE PRESERVATION 
OF VIRGINIA ANTIQUITIES 

2300 £. GRACE STREET 

RICHMOND, VA 23223-7152 


BARNEGAT LIGHTHOUSE STATE PARK 
P.O. BOX 167 
BARNEGAT LIGHT, Nj 08006 


BEAVERTAIL LIGHTHOUSE MUSEUM 
P.O. BOX 63 
JAMESTOWN, RI 02835 


BLOCK ISLAND HISTORICAL SOCIETY 
OLD TOWN ROAD & OCEAN DRIVE 
BLOCK ISLAND, RI 02607 


BLOCK ISLAND SOUTHEAST LIGHTHOUSE FOUNDATION 
P.O. BOX 524 
BLOCK ISLAND, RI 028607 


BUFFALO LIGHTHOUSE ASSOCIATION 
C/O 6540 LAKESHORE ROAD 
DERBY, NY 14047 


BUREAU OF LAND MANAGEMENT 
COOS BAY DISTRICT 

TIOGA RESOURCE AREA 

1300 AIRPORT LANE 

NORTH BEND, OR 97459 


BUREAU OF LAND MANAGEMENT 
SALEM DISTRICT 

1717 FABRY ROAD 

SALEM, OR 97306 


BUREAU OF LAND MANAGEMENT 
UKIAH DISTRICT OFFICE 

555 LESLIE ST. 

UKIAH, CA 95462-5599 


BURNT ISLAND LIGHT SOCIETY 
42 HYDE AVENUE 
NEWTON, MA 02156 


CALHOUN COUNTY HISTORICAL ASSOCIATION 
P.O. BOX 986 
PORT LAVACA, TX 77979 


CALIFORNIA DEPT PARKS & RECREATION 
BIG SUR STATION #1 
MG SUR, CA 99920 


CALIFORNIA STATE COASTAL CONSERVANCY 
1330 BROADWAY, SUITE 1100 
OAKLAND, CA 94612-1530 


CALVERT MARINE MUSEUM 
P.O, BOX 97 
SOLOMONS, MD 20688-0097 


CHARLEVOIX PUBLIC SCHOOL DISTRICT 
208 CLINTON $1 
CHARLEVOIX, Mi 49720 


CHARLOTTE-GENESEE LIGHTHOUSE SOCIETY 
70 LIGHTHOUSE STREET 
ROCHESTER, NY 14612 


CHESAPEAKE BAY MARITIME MUSEUM 
P.O BOX 636 
ST. MICHAELS, MD 21663 


CITY OF BILOXI 

CITY HALL 

216 LAMEUSE STREET 
P.O. BOX 429 
BILOXI, MS 39530 


CITY OF BRIDGEPORT 
FRIENDS OF SEASIDE PARK 
45 LYON TERRACE 
BRIDGEPORT, CT 06604 


CITY OF ERIE 

PARKS DEPARTMENT 
311 MARSH STREET 
ERIE, PA 16508 


CITY OF EVANSTON 
LIGHTHOUSE PARK DISTRICT 
2601 SHERIDAN 

EVANSTON, It 60201 


CITY OF NEW BEDFORD 

HOUSING & COMMUNITY DEVELOPMENT 
133 WILLIAM STREET, ROOM 208 

NEW BEDFORD, MA 02740 


CITY OF NEW HAVEN 
LIGHTHOUSE PARK 

2 LIGHTHOUSE ROAD 
NEW HAVEN, CT 06512 
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CITY OF NEW YORK 

DEPARTMENT OF PARKS & RECREATION 
630 FIT AVENUE 

NEW YORK, NY 10021 


CITY OF NEWPORT 

ROSE ISLAND LIGHTHOUSE FOUNDATION 
P.O, BOX 1419 

NEWPORT, Ri 02640-0997 


CITY OF PASCAGOULA 
P.O. DRAWER 908 
PASCAGOULA, MS 39568-0908 


CITY OF PORT HURON 
100 MCMORRAN BOULEVARD 
PORT HURON, Mi 48060 


CITY OF SANIBEL 
P.O. DRAWER Q 
SANIBEL, FL 39957 


CLINTON COUNTY HISTORICAL ASSOCIATION 
C/O P.O, BOX 332 
PLATTSBURGH, NY 12901 


COASTAL GEORGIA HISTORICAL SOCIETY 
MUSEUM OF COASTAL HISTORY 

101 12TH STREET/BOX 1136 

ST. SIMONS ISLAND, GA 31522 


COBBOSSEECONTEE YACHT CLUB 
POND ROAD 
MANCHESTER, ME 04351 


COUNTY OF PRESQUE ISLE 
COUNTY PARKS COMMITTEE 
P.O. BOX 110 

ROGERS CITY, MI 49779 


COUNTY OF WESTCHESTER 
19 BRADSHURST 
HAWTHORNE, NY 10532 


CRESCENT CITY LIGHTHOUSE 
P.O. BOX 396 
CRESCENT CITY, CA 95531 


DEL NORTE COUNTY HISTORICAL SOCIETY 
COURTHOUSE BUILDING 

577 1 STREET 

CRESCENT CITY, CA 95531 


DELTA COUNTY HISTORICAL SOCIETY 
P.O. BOX 484 
ESCANABA, Mi 49829 


DOOR COUNTY MARITIME MUSEUM 
8800 CANA ISLAND ROAD 
BAILEY’S HARBOR, WI 54202 


DUNKIRK LIGHTHOUSE & VETERANS PARK MUSEUM 


P.O. BOX 69 
DUNKIRK, NY 14046 
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EAGLE LIGHTHOUSE 
PENINSULA STATE PARK 
FISH CREEK, Wi 54212 


LAST BAY REGIONAL PARK DISTRICT 
11500 SKYLINE BOULEVARD 
OAKLAND, CA 94619 


LAST BROTHERS LIGHT, INC 
LAST BROTHER LIGHT STATION 
117 PARK PLACE 

POINT RICHMOND, CA 94801 


EGMONT KEY ALLIANCE 
BOX 326, 4275 34TH STREET, SOUTH 
ST, PETERSBURG, FL 3371) 


ETERNITY AT SEA COLUMBARIUM 
C/O MIMI MORISSETTE 

714 SW 20TH PLACE, SUITE C 
PORTLAND, OR 97205 


FAIRPORT HARBOR HISTORICAL SOCIETY 
FAIRPORT HARBOR MARINE MUSEUM 
129 SECOND STREET 

FAIRPORT HARBOR, OW 44077-5631 


FIRE ISLAND LIGHTHOUSE PRESERVATION SOCIETY 
CAPTREE ISLAND, BOX 4640 
BABYLON, NY 11702-4601 


FLORIDA DEPARTMENT OF NATURAL RESOURCES 
BILL BAGGS CAPE FLORIDA RECREATION AREA 
1200 §. CRANDON 

KEY BISCAYNE, FL 33149 


FLORIDA PARK SERVICE 
BARRIER ISLANDS GEO PARK 
P.O, BOX 1150 

BOCA GRANDE, FL 33921 


FORT CANBY STATE PARK 
BOX 4886 
ILWACO, WA 98624 


FRIENDS OF ACADIA 
P.O. BOX 725 
BAR HARBOR, ME 04609 


FRIENDS OF CAPE BLANCO 
P.O. BOX 265 
SIXES, OR 97476 


FRIENDS OF CONCORD POINT LIGHTHOUSE 
P.O. BOX 212 
HAVRE DE GRACE, MD 21078 


FRIENDS OF FENWICK ISLAND LIGHTHOUSE 
BOX 6 
SELBYVILLE, DE 19975 


FRIENDS OF PLUM BEACH LIGHTHOUSE 
P.O. BOX 451 
PORTSMOUTH, RI 02°7' 
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FRIENDS OF SAKONNET LIGHTHOUSE, INC 
P.O. BOX 154 
LITTLE COMPTON, RI 02837 


FRIENDS OF SEQUIN ISLAND 
BOX 4M 
GEORGETOWN, ME 04548 


FRIENDS OF VAQUINA BAY LIGHTHOUSE 
846 5.W. GOVERNMENT STREET 
NEWPORT, OR 97365 


GEORGIA DEPARTMENT OF NATURAL RESOURCES 
SAPELO ISLAND NATIONAL ESTUARINE SANCTUARY 
1 CONSERVATION WAY 

BRUNSWICK, GA 31523-8604 


GRAND TRAVERSE LIGHTHOUSE FOUNDATION 
P.O. BOX 43 
NORTHPORT, Mi 49670 


GREAT LAKE SHIPWRECK HISTORIC SOCIETY 
GREAT LAKES SHIPWRECK MUSEUM 

111 ASHMUN 

STE ST. MARIE, MI 49783 


GREAT LAKES LIGHTHOUSE KEEPERS ASSOCIATION 
P.O. BOX »60 
ALLEN PARK, Mi 486101 


GREAT LAKES MARINE MUSEUM 
WHITE RIVER LIGHT STATION MUSEUM 
6199 MURRAY ROAD 

WHITEHALL, Mi 49461 


HARBOR POINT ASSOCIATION 
P.O. BOX 438 
HARBOR SPRING, Mi 49740 


HAWAII MARITIME CENTER 
PIER 7, HONOLULU HARBOR 
HONOLULU, HI 96613 


HUDSON RIVER MARITIME MUSEUM 
1 RONDOUT LANDING 
KINGSTON, NY 12401 


HURON COUNTY 

HURON COUNTY ROADS COMMISSION 
417 S. HANSELMAN STREET 

BADAXE, Mi 46413 


IDA LEWIS YACHT CLUB 
P.O. BOX 479 
NEWPORT, RI 02840 


KEEWEENAW COUNTY HISTORICAL SOCIETY 
HcC-1 
EAGLE HARBOR, Mi 49951 


KENNEBUNKPORT CONSERVATION TRUST 
P.O. BOX 28 
CAPE PORPOISE, ME 04014 


KENOSHA WATER UTILITY 
ADMINISTRATIVE DIVISION 
Oi 2-56TH STREET 
KENOSHA, Wi 53140 


LADY MARYLAND FOUNDATION 
717 LASTERN AVENUE 
BALTIMORE, MD 21202 


LAKE COUNTY HISTORICAL SOCIETY 
RAILROAD & HISTORICAL MUSEUM 
TWO HARBORS, Mi 55616 


LORAIN PORT AUTHORITY 
5TH FLOOR, LORAIN CITY HALL 
LORAIN, OF 44052 


LOXAHATCHEE HISTORICAL MUSEUM 
805 NORTH U.S. HIGHWAY | 
JUPITER, FL 33477 


MACKINAC ISLAND STATE PARK COMMISSION 
P.O, BOX 370 
MACKINAC ISLAND, MI 49757 


MAINE DIVISION OF NATURAL RESOURCES 
QUODDY HEAD STATE PARK 
LUBEC, ME 04652 


MASSACHUSETTS AUDUBON SOCIETY 
SOUTH GREAT ROAD 
LINCOLN, MA 01773 


MATAGORDA ISLAND STATE PARK 
P.O, BOX 117 
PORT O'CONNOR, TX 77982 


MATHEWS COUNTY 

MATHEWS COUNTY ADMINISTRATOR 
P.O. BOX 639 

MATHEWS, VA 23109 


MAURICE RIVER HISTORICAL SOCIETY 
210 N. HIGH STREET 
MILLVILLE, Nj 08332 


MICHIGAN CITY HISTORICAL SOCIETY 
P.O. BOX 512 
MICHIGAN (TY, IN 46360-0512 


MICHIGAN DEPARTMENT OF NATURAL RESOURCES 
COPPER HARBOR LIGHTHOUSE MUSEUM 

C/O FORT WILKINS HIST. COMPLEX 

COPPER HARBOR, MI 29918 


MID-ATLANTIC CENTER FOR ARTS 
P.O. BOX 340 
CAPE MAY, Nj 08204 


MINNESOTA HISTORICAL SOCIETY 
2010 HIGHWAY 61 EAST 
TWO HARBORS, MN 55616 
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MONHEGAN CULTURAL & HISTORICAL ASSOCIATION 
MONHEGAN, ME 048652 


MONROE COUNTY KEY WEST ART AND HISTORICAL 
SOCIETY 

938 WHITLEIEAD AT TRUMAN 

KEY WEST, FL 33040 


MONTAUK HISTORICAL SOCILTY 
RFD 2, BOX 112 
MONTAUK, NY 11954 


NATIONAL AUDUBON SOCIETY 
MAINE COAST SANCTUARIES 
159 SAPSUCKER ROAD 

ITHACA, NY 148650 


NATIONAL PARK SERVICE 
ACADIA NATIONAL PARK 
P.O, BOX 177 

BAR HARBOR, ME 04609 


NATIONAL PARK SERVICE 

APOSTLE ISLANDS NATIONAL LAKESHORE 
ROUTE 1, BOX 4 

BAYFIELD, Wi 548614 


NATIONAL PARK SERVICE 
CABRILLO NATIONAL MONUMENT 
P.O. BOX 6670 

SAN DIEGO, CA 92166 


NATIONAL PARK SERVICE 
CAPE COD NATIONAL SEASHORE 
SOUTH WELLFLEET, MA 02663 


NATIONAL PARK SERVICE 

CAPE HATTERAS NATIONAL SEASHORE 
ROUTE 1, BOX 675 

MANTEO, NC 27954 


NATIONAL PARK SERVICE 

CAPE LOOKOUT NATIONAL SEASHORE 
3601 BRIDGES STREET, SUITE F 
MOREHEAD CITY, SC 28557-2913 


NATIONAL PARK SERVICE 

CHANNEL ISLANDS NATIONAL PARK 
1901 SPINNAKER DRIVE 

VENTURA, CA 93001 


NATIONAL PARK SERVICE 

DRY TORTUGAS NATIONAL PARK 
P.O. BOX 6208 

KEY WEST, FL 33040 


NATIONAL PARK SERVICE 

FIRE ISLAND NATIONAL SEASHORE 
120 LAUREL STREET 

PATCHOGUE, NY 11772 


NATIONAL PARK SERVICE 

FORT POINT NATIONAL HISTORIC SITE 
FORT MASON, BUILDING 201 

SAN FRANCISCO, CA 94123 
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NATIONAL PARK SERVICE 

FORT PULASKI NATIONAL MONUMENT 
P.O. BOX 30757 

SAVANNAH, GA 31410-0757 


NATIONAL PARK SERVICE 
FORT WASHINGTON PARK 
C/O 1900 ANACOSTIA DRIVI 
WASHINGTON, DC 20020 


NATIONAL PARK SERVICE 

GATEWAY NATIONAL RECREATION ARLA 
SANDY HOOK UNIT 

P.O. BOX 530 

FORT HANCOCK, Nj 07732 


NATIONAL PARK SERVICE 

GLACIER BAY NATL PARK/PRESERVE 
BARTLETT COVE/P.O. BOX 140 
GUSTAVUS, AK 99626 


NATIONAL PARK SERVICE 

GOLDEN GATE NATIONAL RECREATION AREA 
FORT MASON, BUILDING 201 

SAN FRANCISCO, CA 94123 


NATIONAL PARK SERVICE 

GEORGE WASHINGTON MEMORIAL PARKWAY 
TURKEY RUN PARK 

MCLEAN, VA 22101 


NATIONAL PARK SERVICE 

GULF ISLANDS NATIONAL SEASHORE 
1801 GULF BREEZE PARKWAY 

GULF BREEZE, FL 32561 


NATIONAL PARK SERVICE 

ISLE ROYALE NATIONAL PARK 
87 NORTH RIPLEY STREET 
HOUGHTON, MI 49931 


NATIONAL PARK SERVICE 
KALAUPAPA NATIONAL HISTORIC PARK 
KALAUPAPA, Hi 96742 


NATIONAL PARK SERVICE 

PICTURED ROCKS NATIONAL LAKESHORE 
P.O. BOX 40 

MUNISING, MI 49862 


NATIONAL PARK SERVICE 
POINT REYES NATIONAL SEASHORE 
POINT REYES, CA 94956 


NATIONAL PARK SERVICE 

SALEM MARITIME NATIONAL HISTORIC SITE 
174 DERBY STREET 

SALEM, MA 01970 


NATIONAL PARK SERVICE 

SAN JUAN NATIONAL HISTORIC SITE 
P.O. BOX 712 

OLD SAN JUAN, PR 02901 
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NATIONAL PARK SERVICE 

SLEEPING BEAR DUNES NATIONAL LAKESHORE 
P.O, BOX 277 

EMPIRE, Mi 49630 


NEW JERSEY DEPARTMENT OF ENVIRONMENTAL 
PROTECTION 

DIVISION OF PARKS & FORESTRY 

501 E. STATE STREET 

CN 404 

TRENTON, Nj 08625 


NEW LONDON LEDGE LIGHTHOUSE FOUNDATION 
P.O, BOX 655 
NEW LONDON, CT 06320-0655 


NATIONAL OCEANIC ATMOSPHERIC ADMINISTRATION 
KEY LARGO NATIONAL MARINE SANCTUARY 

P.O. BOX 1083 

KEY LARGO, FL 33037 


NAUSET LIGHT PRESERVATION SOCIETY 
P.O, BOX 941 
EASTHAM, MA 0264. 


NORWALK SEAPORT ASSOCIATION 
132 WATER STREET 
SOUTH NORWALK, CT 06854 


OLD BALDY FOUNDATION 
P.O. BOX 3007 
BALD HEAD ISLAND, NC 26461 


OLD FIELD VILLAGE 
P.O. BOX 2724 
SETAUKET, NY 11733 


OLD FORT NIAGARA ASSOCIATION 
OLD FORT NIAGARA 

P.O. BOX 169 

YOUNGSTOWN, Ni 4174 


OREGON STATE PARKS 
BULLARDS BEACH STATE PARK 
P.O. BOX 25 

BANDON, OR 97411 


OUTER BANKS CONSERVATIONISTS, INC. 
P.O. BOX 1891 
MANTEO, NC 27954 


PACIFIC GROVE NATURAL HISTORY MUSEUM 
CITY OF PACIFIC GROVE 

165 FOREST AVENUE 

PACIFIC GROVE, CA 93950 


PALISADES INTERSTATE PARKS COMMISSION 
BEAR MOUNTAIN STATE PARK 
BEAR MOUNTAIN, NY 10911 


PENINSULA TOWNSHIP 
13235 CENTER ROAD 
TRAVERSE CITY, Mi 49684 


PONCE DELEON INLET LIGHTHOUSE PRESERVATION 
ASSOCIATION 

4931 5. PENINSULA DRIVE 

PONCE INLET, FL 32127 


PORT SAN LUIS HARBOR DISTRICT 
P.O, BOX 249 
AVILA BEACH, CA 93424 


PRESQUE ISLE TOWNSHIP 
PRESQUE ISLE LIGHTHOUSE HISTORICAL SOCIETY 
4500 EAST GRAND LAKE ROAD 

ALPENA, Mi 49707 


POINT ARENA LIGHTHOUSE KEEPERS, INC. 
P.O, BOX 11 
POINT ARENA, CA 95468 


PRESQUE ISLE STATE PARK 
P.O. BOX 8510 
ERIE, PA 16505 


RAM ISLAND PRESERVATION SOCIETY 
P.O, BOX 177 
BOOTHBAY, ME 04537 


RHODE ISLAND DEPARTMENT OF ENVIRONMENTAL 
MANAGEMENT 

PARKS & RECREATION 

22 HAYES STREET 

PROVIDENCE, RI 02908 


RHODE ISLAND PARKS ASSOCIATION 
BOX 6606 
PROVIDENCE, RI 02940 


SAUGERTIES LIGHTHOUSE CONSERVANCY 
P.O. BOX 654 
SAUGERTIES, NY 12477 


SAVE ESOPUS LIGHTHOUSE COMMISSION 
P.O, BOX 1290 
PORT EWEN, NY 12466 


SAVE HUNTINGTON LIGHTHOUSE INC. 
BOX 2454 
HALESITE, NY 11743 


SAVE OUR SOUTH CHANNEL LIGHTS ASSOCIATION 
P.O. BOX 46531 
MT. CLEMENS, Mi 48046 


SCITUATE HISTORICAL SOCIETY 
121 MAPLE STREET 
SCITUATE, MA 02066 


SEA GIRT LIGHTHOUSE CITIZENS COMMITTEE 
P.O. BOX 83 
SEA GIRT, Nj 08750 


SHELBURNE MUSEUM, INC. 
ROUTE 7 
SHELBURNE, VT 05462 
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SILVER LAKE STATE PARK 
ROUTE 1, BOX 254 
MEARS, MI 49436 


SODUS BAY HISTORICAL SOCILTY 
P.O, BOX 94 
SODUS POINT, NY 14555 


SOUTHOLD HISTORICAL SOCIETY 
P.O, BOX | 
SOUTHOLD, NY 11971 


ST. GEORGE HISTORICAL SOCIETY 
MARSHALL POINT LIGHTHOUSE MUSEUM 
P.O, BOX 247 

PORT CLYDE, ME 04655 


ST. GEORGES REEF LIGHTHOUSE PRESERVATION SOCIETY 
810 HW STREET 
CRESCENT CITY, CA 95531 


ST, JOHNS COUNTY 
JUNIOR SERVICE LEAGUE 
P.O, BOX 244 

ST. AUGUSTINE, FL 32084 


STATE OF MAINE 

FORT POINT STATE PARK 

RR | BOX 958 

STOCKTON SPRINGS, ME 0498) 


STATE OF NEW YORK 
NIAGARA FRONTIER REGION 
GOLDEN HILL STATE PARK 
9691 LOWER LAKE ROAD 
BARKER, NY 14012 


STATE OF NEW YORK 

THOUSAND ISLAND PARKS COMMISSION 
CEDAR POINT STATE PARK 

RD 2, BOX 166 

CLAYTON, NY 13624 


STATL OF OREGON 

CAPE LOOKOUT DISTRICT MANAGER 
1300 WHISKEY CREEK ROAD WEST 
TILLAMOOK, OR 97141 


STATE OF OREGON 

DEPARTMENT OF PARKS & RECREATION 
525 TRADE STREET, SE 

SALEM, OR 97310 


STATE OF OREGON 
PARKS & RECREATION 
3600 EAST THIRD ST. 
TILLAMOOK, OR 97141 


STATE OF SOUTH CAROLINA 
HUNTING ISLAND STATE PARK 
1775 SEA ISLAND PARKWAY 
ST. HELENA ISLAND, SC 29920 
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STATE OF TEXAS 

PORT ISABEL LIGHTHOUSE STATE HISTORIC SITt 
BOX 863 

PORT ISABEL, TX 786578 


STATE OF WASHINGTON 
FORT CASEY STATE PARK 
COUPEVILLE, WA 986239 


STONINGTON HISTORICAL SOCILTY 
OLD LIGHTHOUSE MUSEUM 

7 WATER STREET 

STONINGTON, CT 06378 


THACHERS ISLAND ASSOCIATION 
P.O, BOX 73 
ROCKPORT, ME 01966 


TOWN OF BRISTOL 
FISHERMAN’S MUSEUM 
BRISTOL PARK COMMISSION 
BRISTOL, ME 04558 


TOWN OF CAMDEN 
P.O, BOX 1207 
CAMDEN, ME 04843 


TOWN OF CAPE ELIZABETH 

THE MUSEUM AT PORTLAND HEAD LIGHT 
P.O, BOX 6260 

CAPE ELIZABETH, ME 04107 


TOWN OF CASTINE 
P.O, BOX 204 
CASTINE, ME 04421 


TOWN OF COHASSET 

COHASSET HISTORICAL COMMISSION 
14A SUMMER STREET 

COHASSET, MA 02025 


TOWN OF GREENWICH 
TOWN HALL 

P.O, BOX 2540 

GREENWICH, CT 06836-2540 


TOWN OF ISLESBORO 
ISLESBORO, ME 04848 


TOWN OF MARBLEHEAD 
CHANDLER HOVEY PARK 
10 SCHOOL STREET 

MARBLEHEAD, OH 01945 


TOWN OF MARION 

MARION CONSERVATION COMMISSION 
2 SPRING STREET 

P.O, BOX 203 

MARION, MA 02738 


TOWN OF MATTAPOISETT 


P.O. BOX 89 
MATTAPOISETT, MA 02739 
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TOWN OF NEW SHOREMAM 
DRAWER 220 
BLOCK ISLAND, RI 028607 


TOWN OF NORTH WILDWOOD 

HEREFORD LIGHTHOUSE RESTORATION ASSOCIATION 
BOX 499 

NORTH WILDWOOD, Nj 08260 


TOWN OF SOUTH PORTLAND 
PORTLAND HEAD LIGHTHOUSE MUSEUM 
P.O, BOX 252 

CAPE ELIZABETH, ME 04107 


TOWN OF VINALHAVEN 
P.O, BOX 615 
VINALHAVEN, ME 04863 


TOWN OF YORK 
P.O, BOX 9 
YORK, ME 03904 


TWIN LIGHTS STATE HISTORIC SITE 
LIGHTHOUSE ROAD 
HIGHLANDS, Nj 07732 


TYBEE MUSEUM ASSOCIATION 
P.O, BOX 366 
TYBEE ISLAND, GA 31328 


U.S. ARMY CORPS OF ENGINEERS 
PORTLAND DISTRICT 

333 S.W. FIRST AVENUE 

P.O. BOX 2946 

PORTLAND, OR 97208-2946 


U.S. COAST GUARD, 1ST DISTRICT 
408 ATLANTIC AVENUE 
BOSTON, MA 02210 


U.S. COAST GUARD, 5TH DISTRICT 
431 CRAWFORD STREET 
PORTSMOUTH, VA 23705 


U.S. COAST GUARD, 7TH DISTRICT 
909 SE 1ST AVE., SUITE 954 
MIAMI, FL 33131 


U.S. COAST GUARD, 8TH DISTRICT 
501 MAGAZINE ST., ROOM 1122 
NEW ORLEANS, LA 70130-3396 


U.S. COAST GUARD, 9TH DISTRICT 
1240 EAST 9TH ST. 
CLEVELAND, OH 44199 


U.S. COAST GUARD, 11TH DISTRICT 
400 OCEANGATE 
LONG BEACH, CA 90822-5399 


U.S. COAST GUARD, 13TH DISTRICT 
915 SECOND AVENUE 
SEATTLE, WA 98174-1067 


U.S, COAST GUARD, 14TH DISTRICT 
300 ALA MOANA BLVD, 
HONOLULU, FH 96850-4962 


U.S, COAST GUARD, 17TH DISTRICT 
P.O, BOX 3-5000 
JUNEAU, AK 99802-1217 


U.S, FISH & WILDLIFE SERVICE 
BRETON NATIONAL WILDLIFE REFUGE 
C/O SOUTHEAST LOUISIANA REFUGES 
1010 GAUSE BOULEVARD 

BUILDING 936 

SLIDELL, LA 70458 


U.S. FISH AND WILDLIFE SERVICE 

CAPE ROMAIN NATIONAL WILDLIFE REFUGE 
390 BULLS ISLAND ROAD 

AWENDAW, SC 29429 


U.S. FISH & WILDLIFE SERVICE 

KAUAI NATIONAL WILDLIFE REFUGE COMPLEX 
P.O, BOX 87 

KILAUEA, HI 96754 


U.S. FISH & WILDLIFE SERVICE 

LOWER SUWANNEE/CEDAR KEYS NWR 
ROUTE 1, BOX 1193C 

CHIEFLAND, FL 32626 


U.S. FISH & WILDLIFE SERVICE 
MONOMOY NATIONAL WILDLIFE REFUGE 
WIKIS WAY, MORRIS ISLAND 

CHATHAM, MA 02633 


U.S. FISH & WILDLIFE SERVICE 
C/O PARKER RIVER NWR 
NORTHERN BLVD., PLUM ISLAND 
NEWBURYPORT, MA 01950 


U.S. FISH & WILDLIFE SERVICE 

PETIT MANAN NATIONAL WILDLIFE REFUGE 
P.O, BOX 279 

MILLBRIDGE, ME 04658 


U.S. FISH & WILDLIFE SERVICE 
SENEY NATIONAL WILDLIFE REFUGE 
HCR BOX 1 

SENEY, Mi 49883 


U.S. FISH & WILDLIFE SERVICE 

ST. MARKS NATIONAL WILDLIFE REFUGE 
BOX 68 

ST. MARKS, FL 32355 


U.S. FISH AND WILDLIFE SERVICE 

SUPAWNA MEADOWS NATIONAL WILDLIFE REFUGE 
RD 3, BOX 540 

SALEM, Nj 08079 


U.S. FOREST SERVICE 

POINT IROQUOIS LIGHTHOUSE 
ROUTE 1, BOX 344 

BRIMLEY, MI 49715 


National Park Service 1994 Inventory of Historic Lighthouses 363 








OWNER MANAGER ADDRESSES 





U.S, FOREST SERVICE 
MIAWATHA NATIONAL FOREST 
P.O, BOX 316 

ESCANABA, MI 49829 


U.S, NAVY 

NAVSOC 

DETACHMENT A 

PROSPECT HARBOR, ME 04669 


U.S, NAVY 

PUBLIC AFFAIRS OFFICE, NAVAL STATION 
BOX 280032 

MAYPORT, FL 32228-0032 
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U.S. NAVY 
PATUXENT NAVAL AIR STATION 
PATUXENT RIVER, MD 20670 


VILLAGE OF WIND POINT 
4725 LIGHTHOUSE DRIVE 
RACINE, WI 53402 


WATCH HILL IMPROVEMENT ASSOCIATION 
WESTERLY, RI 02891 


WINTER ISLAND MARITIME PARK 
50 WINTER ISLAND ROAD 
SALEM, MA 01970 
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Appendix B: Light Station Sites 


Please Note This is just a partial listing of former light stations The Initiative hopes to complete the list 
a part of the Continuing maintenance of the overall inventory 


Name location Site «Last 
Dat Tower 

Built 

Alaska 

FAIRWAY ISLAND LIGHT STATION PERU STRAIT/NE OF CATHERINE GLAND 1 1004 

LINCOLN ROCK WEST LIGHT CLARENCE STRAIT 1903 190) 

DAMAGED @Y 1910 STORM, REPLACTD BY FOC SIGNAL STATION WIACETYUENT LGHT 

POINT SHERMAN LICHT LYNN CANAL TO SKAGWAY 1904 1904 

Alabama 

BATTERY GLADDEN LIGHT EAST OF CHOCTAW POINT/MOBILE RIVER a7? a7? 

CHOCTAW POINT LIGHT MEAD OF THE BAY AT CHOCTAW POINT 1490 1890 

CONFEDERATES REMOVED LANTERN, NEVER RELIT 

( alitormea 

ANGEL GLAND LIGHT SOUTHEAST OF TIBURON/SAN FRANCISCO BAY 

BALLAST POINT LIGHT SAN DIEGO HARBOR ENTRANCE 1890 1890 

BENICIA WHARF LIGHT 1949 194) 

CAPE SAN MARTIN LIGHT 1aH9o 1934 

HUMBOLDT BAY FOC SIGNAL STATION HUMBOLDT BAY 1908 

HUMBOLDT BAY LIGHT HUMBOLDT BAY ENTRANCE 1856 186% 

RAZED IN THE 19905 

MARE ISLAND LIGHT 173 #1873 

REPLACED BY CARQUINET STRAIT LIGHT IN 1910, BUILDINGS RAZED 

MILE ROCKS WIGHT SAN FRANCISCO BAY APPROACH 1906 1906 

HELICOPTER PLATFORM REPLACED UPPER 3 FLOOR OF TOWER IN 1966 

POINT KNOX LIGHT & FOC SIONAL ANGEL ISLANDISAN FRANCISCO BAY JARS 

ROE GLAND UIGHT SUISUN BAY 199) 189) 

DAMAGED IN PORT CHICAGO EXPLOSION IN 1944, RAZED 1945 

SANTA BARBARA LICHT 1856 18656 

DESTROVED IN 1926 EARTHQUAKE, REPLACED BY MINOR BEACON 1935 

( comme tee ut 

BRIDGEPORT HARBOR LICHT BRIDGEPORT HARBOR MOUTH 1849 «#1871 

NEW HAVEN OUTER BREAKWALL LIGHT 1899 


TORN DOWN AND REPLACED WISKELETAL TOWER IN 1933 
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Delaware 


BOMBAY HOOK LIGHT DELAWARE RIVER AT SMYRNA RIVER MOUTH 


ABANDONED PRIOR TO 1921, DIMOLISHID C 1974 


CAPE HENLOPEN LIGHT 
TOWER WASHED AWAY 1926 


CHERRY ISLAND FRONT RANGE LIGHT 
DIMOUSHED 


CHERRY ISLAND REAR RANGE LIGHT 
DEIMOUSHED 


CHRISTIANA LIGHT DELAWARE RIVER NEAR CHRISTIANA RIVER 
TOWN DOWN 1939 


MAHON RIVER (SMYRNA RIVER) LIGHT 
BURNED BY VANDALS 1977 


PORT MAHON LIGHT MAHON RIVER/DELAWARE BAY/DOVER AFB 
DESTROYED BY FIRE 1984 ~- ONLY IRON COLUMNS REMAIN UNDERWATER 


PORT PENN FRONT RANGE LIGHT 
DEMOUSHED 


REEDY ISLAND FRONT RANGE LIGHT DELAWARE RIVER MOUTH 


Herida 

DAMES POINT LIGHT ST JOMINS RIVER 

DESTROVED 1913 

DOG ISLAND LIGHT ST GEORGE SOUND/APALACHICOLA BAY 


1873 HURRICANE SWEPT TOWER & DWELLING INTO ST CEORGE SOUND 


NORTHWEST PASSAGE LIGHT 


PULASKI SHOAL LIGHT FLORIDA KEYS 
REBECCA SHOAL LIGHT FLORIDA KEYS 

NOTHING REMAINS BUT THE SCREWPILE FRAMEWORK WITH A SKELETAL PLATFORM FOR A MODERN 
BEACON 

ST. JOSEPHS BAY LIGHT N_LW. END ST. JOSEPH PENINSULA 

VOLUSIA BAR LIGHT ST JOMNS RIVER 

Ceorgia 


CUMBERLAND ISLAND LIGHT 
SAVANNAH RIVER N CHANNEL LIGHT OYSTER BED ISLAND 


WOLF ISLAND RANGE LICHT WOLF ISLAND 





tas 


1767 


1835 


1875 


163) 


1677 


1857 


1935 


1922 


aa) 


1035 


1877 


1872 


1852 
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Hawaii 

MONOLULU MARBOR LiCntT OAM ISLAND 1869 1869 
RIPLACTD IN 1910 BY ALOHA TOWER OR SHORE 

NAKALELE POINT LiGntl MAU! ISLAND 1908 1908 
REPLACED AY POU LiGHT 

Wherveves 

CALUMET PHERMEAD LIGHT CALUMET MARBOR a5) 1808 
RAZED IN 19708 AFTER BEING STRUCK BY SHIP 

PORT CLINTON LIGHT LAKE te 1455 «1855 
MOVED FROM BREAKWATIR TO LAND 

lowimana 

BARATARIA BAY LIGHT BARATARIA BAY/GRAND ISLE as? 1ee? 


BAYOU ST. JOHN LIGHT 


BON FOUCA LIGHT 1a4a 
BURNED IN 1663 DURING CIVIL WAR, NEVER RELIT, REPLACED BY POINTE AUX HERBES 


CULIETS GAP LIGHT 1875 
EAST RIGOLETS (PEARL RIVER) LIGHT PLEASONTON’S ISLAND 


PASS A L'OUTRE LIGHT MISSISSIPP! RIVER DELTA 1855 1856 
POINTE AUX HERBES LIGHT LAKE PONTCHARTRAIN 1875 

FIRE DESTROVED SUPERSTRUCTURE IN 1950s 

PORT PONTCHARTRAIN LIGHT 1638 

SHELL KEYS LIGHT 1659 18659 


DESTROVED BY A HURRICANE AND REPLACED BY THE TRINITY SHOAL LIGHT 


SOUTH PASS EAST JETTY LIGHT 


TIMBALIER ISLAND LIGHT ENTRANCE TO TIMBALIER BAY 1857 1917 
VERMILLION BAY LIGHT MARSH ISLAND/S.W. ENTRANCE VERMILLION BAY = 1839 1877 
DESTROVED BY STORM AND REPLACED BY THE SHELL KEYS LIGHT 

WEST RIGOLETS LIGHT RIGOLETS CHANNEL 1654 1917 
Marne 

AVERY ROCK LIGHT ISLAND IN MACHIAS BAY 1875 
ORIGINAL TOWER DESTROVED BY 1946 STORM 

CRABTREE LEDGE LIGHT FRENCHMAN BAY 1890 1890 
DRY POINT LIGHT LITTLE RIVER 1655 

ST. CROM RIVER LIGHT DOCHET ISLAND 1856 18656 
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Maryland 

BLAKISTONE ISLAND LiIGntl ST. CLEMENTS ISLAND/IPOTOMAC RIVER 145) 185i 
AURNID TO GROUND 1956 

BODKIN Lint BODKIN ISLAND/PATAPSCO RIVER 1422 1822 
DISMANTLUD IN 19208, BODKIN ISLAND HAS SINCE DISAPPLARED 

CEDAR POINT LIGHT GUINS) PATUXENT RIVER/CHESAPLAKE BAY 1806 1896 
CHOPTANK RIVER LIGHT mayo 1Aa7i 
TORN DOWN AND REPLACED WITH CHERRYSTONE BAR LIGHT IN 1921, FOUNDATION SUPPORTS MODERN 
BLACON AND FOC ML 

CLAY ISLAND LIGHT CLAY ISLAND/LASTERN SHORE 1a32 1832 


SITE BEGAN TO WASH AWAY AND LIGHT WAS REPLACED BY THE SHARKFIN SHOAL LIGHT, HOUSE 
COLLAPSED IN 18694 





COBB POINT LIGHT WICOMICO RIVER ENTRANCE e890 61889 
DISMANTLED 1940, FOUNDATION SERVED SMALL AUTOMATIC UGHT 

GREAT SHOALS LIGHT MAINE BAY/WILAMOCO RIVER 1684 1885 
DISMANTLED AND REPLACED BY STEEL SKELETAL TOWER IN 1966 

GREENBURY POINT SHOAL LIGHT SEVERN RIVER MOUTH 1691 1891 
DISMANTLED 1934 AND REPLACED BY STEEL SKELETAL TOWER 

HAWEINS POINT LIGHT OFF LEADING POINT 1868 1668 
REPLACED WISTEEL POLE 1924 

HOLLAND ISLAND BAR LIGHT HOLLAND STRAITS OFF HOLLAND ISLAND 1889 1889 
JAMES GANES) ISLAND LIGHT LITTLE ANNEMESSEX RIVER ENTRANCE 1853 1936 
JONES ISLAND LIGHT 1876 

LOVE POINT LIGHT NORTH END KENT ISLAND 1872 18672 
DISMANTLED 1964, FOUNDATION SERVES AS A BASE FOR SMALL FLASHING LIGHT AND FOC BELI 
MARYLAND POINT LIGHT POTOMAC RIVER 1892 1892 
TORN DOWN 1963, FOUNDATION SUPPORTS SMALL AUTOMATED LIGHT 

NORTH POINT RANGE LIGHTS 1822 
POOLES ISLAND LIGHT RUINS) ABERDEEN PROVING GROUND 1825 1625 
RAGGED POINT LIGHT SOUTHWEST SIDE OF POTOMAC RIVER 1910 1910 


HOUSE DISMANTLED AND FOUNDATION USED TO SUPPORT NEW TOWER 


SHARKFIN SHOAL LIGHT NORTH END TANGIER SOUND 1892 1892 
WHEN AUTOMATED OLD HOUSE REMOVED AND OLD FOUNDATION BEAMS REPLACED WISTEEL AND 
SKELETAL TOWER ERECTED ON BATTERY HOUSE 


SOMERS COVE LIGHT LITTLE ANNEMESSEX RIVER 1867 
Massachusetts 
BILLINGSGATE ISLAND LIGHT WELLFLEET BAY ENTRANCE/CAPE COD 1822 1658 


ABANDONED 1915 AS STATION UNDERMINED BY SEA 
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BISHOP AND CLERKS LIGHT NORTH SIDE NANTUCKET SOUND 1055 1856 
DETERMINED TO BE STRUCTURALLY UNSOUND IN 1952 AND DEMOLISHED, REPLACED BY 10-400T WHITE 
PYRAMIDAL SLATTED WOOD DAVBLACON 


BROAD SOUND CHANNEL RANGE 1896 
PEGG ROCK LIGHT 
GAMMON POINT LIGHT GREAT ISLAND/NANTUCKET SOUND 115 1815 


TOWER MOVED AROUND 1935 TO UNCLE BEN’S COVE TO Bf RESIDENCE 
HOLMES HOLE LIGHT 
IPSWICH RANGE LIGHT 5 MILES EAST OF IPSWICH 1809 168) 


MAYO BEACH LIGHT WELLFLEET HARBOR/CAPE COD 
TOWER DISMANTLED AFTER 1922 


SPECTACLE ISLAND RANGE LIGHTS 


Michigan 

BELLE ISLE LIGHT BELLE ISLE 1862 1682 
REPLACED BY MODERN COAST GUARD STATION 

CHEBOYGAN LIGHT (RUINS) LIGHTHOUSE POINT 1853 
MONROE LIGHT 


PIPE ISLAND LIGHT 


SAUGATUCK LIGHT MOUTH OF KALAMAZOO RIVER 1839 1859 
DEMOLISHED BY TORNADO 1956 








Minnesota 

MINNESOTA POINT LIGHT (RUINS) BETWEEN LAKE SUPERIOR & SUPERIOR BAY 16586 1656 
Minsivsipp! 

CAT ISLAND LIGHT CAT ISLAND 1631 1671 
HORN ISLAND LIGHT OUTSIDE PASCAGOULA'S HARBOR 1674 1908 
LAKE BORGNE LIGHT OFF LOWER POINT CLEAR 1689 1908 
MERRILL SHELL BANK LIGHT MISSISSIPP] SOUND 1647 1883 
DISMANTLED 1944 AND REPLACED BY SKELETAL TOWER 

NATCHEZ LIGHT MISSISSIPP! RIVER 1827 18629 
REPLACED WIRIVER BUOYS IN 18639 

PASCAGOULA RIVER LIGHT SPANISH POINT/EAST PASCAGOULA RIVER 1854 

PASS CHRISTIAN LIGHT MISSISSIPP! SOUND 1631 16831 
PROCTORSVILLE LIGHT SOUTHWEST SHORE LAKE BORGNE 1650 1658 


DESTROVED BY HURRICANE 1859 
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ST. JOSEPHS ISLAND LIGHT LAKE PONTCHARTRAIN ENTRANCE 1865 1865 
WEST SrtiP ISLAND LIGHT (RUINS) SHIP ISLAND PASS/GULFRPORT CHANNE| 185) 1886 
New Jersey 

BERGEN POINT LIGHT ENTRANCE TO NEWARK BAY 1450 1859 
DISMANTLED 1948 AND REPLACED WISKELETAL TOWER 

COMANSEY LIGHT 1838 188) 
CROSS LEDGE LIGHT CROSS LEDGE SHOAL/DELAWARE BAY 1874 1875 
REPLACED BY ELBOW OF CROSS LEDGE LIGHT, ONLY FOUNDATION REMAINS 

EGG ISLAND LIGHT DELAWARE BAY 1838 1878 
ABANDONED IN THE 19408 AND STRUCTURE LOST DUE TO BEACH EROSION 

LITTLE EGG HARBOR LIGHT TUCKER ISLAND OFF LONG BEACH ISLAND 1948 1879 
FELL INTO OCEAN 1927, ISLAND DISAPPEARED INTO ATLANTIC 1955 

LITTLE EGG INLET LIGHT SOUTH ISLANDALITTLE EGG INLET 1935 
LUDLAM BEACH LIGHT LUDLAM BAY 18865 1685 
REPLACED BY SKELETAL TOWER 1924, DEMOLISHED 1978 

PASSAIC LIGHT NEWARK BAY 1849 1859 
POINT COMFORT RANGE LIGHT POINT COMFORT 1856 1856 
WAACKAACK RANGE LIGHT LOWER NEW YORK BAY 1856 18656 
DISMANTLED 1960s 

New York 

BLACK ROCK RANGE LIGHTS SOUTH ENTRANCE TO NIAGARA RIVER 


FRONT RANGE REPLACED IN 1890 AND MOVED TO BECOME BUFFALO LAUNCH CLUB LIGHT IN 1946, REAR 
RANGE DISMANTLED WHEN BLACK ROCK CHANNEL DREDCED 


CONEY ISLAND FRONT RANGE LIGHT NEW YORK HARBOR MAIN CHANNF' 1890 
DISMANTLED 1896 DUE TO EROSION 

CROWN POINT LIGHT LAKE CHAMPLAIN 1656 1912 
DANSKAMMER POINT LIGHT HUDSON RIVER NORTH OF NEWBURGH 1665 1865 
REPLACED BY STEEL SKELETAL TOWER IN 1925 

FAIR HAVEN LIGHT MEXICO BAY/LAKE ONTARIO 1872 1673 
FORT THOMPKINS LIGHT 1626 18673 


LANTERN MOVED TO FORT WADSWORTH 1903 


GARDINERS ISLAND LIGHT GARDINERS BAY 1654 
REPLACED BY BUOY 1894 


HELLS GATE LIGHT NEAR JUNCTION OF EAST & HARLEM RIVERS 16P4 1868 
REPLACED BY BUOY 1901, TORN DOWN AND SOLD FOR SCRAP 


HORSESHOE REEF LIGHT LAKE ERIE NEAR CANADIAN BORDER 1856 1656 
CURRENTLY JUST A SHELL 
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LONG BEACH BAR LIGHT ENTRANCE TO PECONIC BAY/LONG ISLAND way7i Vari 
BURNED 1964 

NORTH BROTHERS ISLAND LIGHT EAST RIVER JUST NORTH OF HARLEM 1869 1869 
OAK ORCHARD LIGHT OAK ORCHARD HARBOR/LAKE ONTARIO a7) 
OLCOTT UGHT LAKE ONTARIO 1873 193) 
RATTLESNAKE ISLAND LIGHT UPPER HUDSON RIVER/FOUR MILE POINT 1830 1630 


REPLACED BY STEEL TOWER IN 1928, TORN DOWN IN 1939 


ROCKLAND LAKE LIGHT HUDSON RIVER 1894 1894 
DISMANTLED 1923 AND REPLACED BY RED SKELETAL TOWER ON A WHITE TANKHOUSE 


RONDOUT CREEK LIGHT | RONDOUT CREEK/HUDSON RIVER 1638 1867 
SHORE LIGHT MADE OBSOLETE BY CANAL BREAKWATERS AND WAS DISMANTLED 


SHINNECOCK BAY LIGHT PONQUOGUE POINT/LONG ISLAND 1656 1656 
REPLACED IN 1934 BY A MODERN TOWER DEMOLISHED 1938, OLD TOWER RAZED 1948 


STUYVESANT LIGHT EAST SIDE HUDSON RIVER 1629 1668 
REPLACED BY 38-FOOT STEEL SKELETAL TOWER ON GRANITE CRIB IN 1933 


THROGS NECK LIGHT WESTERN END LONG ISLAND SOUND 1827 1906 
HOUSE REMAINS, TOWER DOES NOT 


WEST POINT (GEE'S POINT) LIGHT HUDSON RIVER 1653 1872 
REPLACED BY STEEL SKELETAL TOWER IN 1946 


North Carolina 


BLUFF SHOAL LIGHT 


BRANT ISLAND SHOAL LIGHT 1864 

CAPE FEAR LIGHT BALD HEAD ISLAND EAST END 1796 1903 
DEMOLISHED 1958 

FEDERAL POINT LIGHT FORT FISHER STATE HISTORIC SITE 1617 
GULF SHOAL LIGHT 1669 
HARBOR ISLAND BAR LIGHT 1678 
HATTERAS INLET LIGHT 1874 
LONG POINT SHOAL LIGHT 1867 1867 
NORTH RIVER BAR LIGHT ALBERMARLE SOUND 

NORTHWEST POINT ROYAL SHOAL LIGHT 1657 
PAMLICO POINT SHOAL LIGHT ENTRANCE TO PAMLICO RIVER 16869 189) 
PRICE'S CREEK LIGHT (RUINS) CAPE FEAR RIVER 1848 1866 
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ROANOKE MARSHES LIGHT OUTER BANKS asi 
REPLACED BY MODERN BLACON 1955 

ROANOKE RIVER LIGHT ALBEMARLE SOUND 1867 
SOUTHWEST POINT ROYAL SRIOAL LIGHT 1826 1887 
LIGHT IS NOW ON WHITE SKELETAL TOWER ON OLD SCREWPILE FOUNDATION 

Ohio 

CEDAR POINT LIGHT CEDAR POINT/LAKE ERIE 1838 1862 
TOWER REMOVED FROM DWELLING 

CLEVELAND HARBOR LIGHT 1620 1873 
URBAN GROWTH RENDERED LOCATION IMPRACTICAL, LENS APPARATUS MOVED TO BRADDOCK POINT 
GREEN ISLAND LIGHT (RUINS) LAKE ERIE WEST OF SOUTH BASS ISLAND 1851 1864 
MAUMEE BAY (RANGE) LIGHT LAKE ERIE 1855 
DESTROYED BY ICE 

SILVER CREEK LIGHT MANFORD BAY/LAKE ERIE 1832 
TURTLE ISLAND LIGHT (RUINS) MAUMEE BAY ENTRANCE/LAKE ERIE 1631 1867 
REPLACED BY TOLEDO HARBOR LIGHT AND SOLD IN 1904 

Oregon 

DESDAMONA SANDS LIGHT JUST INSIDE COLUMBIA RIVER ENTRANCE 1902 1902 
REPLACED BY LIGHT ON COLUMBIA BRIDGE AND WAS DISMANTLED 

POINT ADAMS LIGHT SOUTH ENTRANCE COLUMBIA RIVER 1875 1875 
REPLACED BY FOC SIGNAL AT FORT STEVENS IN 1899, RAZED 1912 

Rhode Island 

BULLOCK POINT LIGHT PROVIDENCE RIVER CHANNEL/NARRAGANSETT BAY 1872 1876 


DAMAGED IN 1938 HURRICANE 


GOULD ISLAND LIGHT EAST PASSAGE/NARRAGANSETT BAY 1669 16869 
DEMOLISHED 1960 





GULL ROCKS LIGHT NEWPORT HARBOR 1667 1667 
DISMANTLED 1970 AFTER CONSTRUCTION OF NEWPORT BRIDGE 


MUSSEL BEDS SHOALS LIGHT PORTSMOUTH 1673 1673 
DEMOUSHED IN 1939 AFTER HURRICANE DAMAGE 


SABINE POINT LIGHT PROVIDENCE RIVER 1672 18672 
BURNED AND PIER DEMOLISHED 1969 


WHALE ROCK LIGHT NARRAGANSETT BAY WEST CHANNEL 1862 18682 
DESTROYED IN 19386 HURRICANE 


WICKFORD HARBOR LIGHT WICKFORD HARBOR 1662 1662 
DISCONTINUED AND DEMOUSHED 1930 
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South Carolina 

COMBAHEEL BANK LIGHT ST. HELENA SOUND 1868 
HILTON HEAD FRONT RANGE LIGHT PORT ROVAL 18768 188) 
Texas 

BRAZOS RIVER LIGH) MOUTH OF BRAZOS RIVER 1896 18696 


DISMANTLED 1967 AND REPLACED BY SKELETAL BUOY 


BRAZOS SANTIAGO PASS LIGHT PADRE ISLAND/LAGUNA MADRE ENTRANCE 1652 1876 
ORIGINAL TOWER DESTROYED BY 1874 HURRICANE, 18786 TOWER DESTROYED BY FIRE 1943 


CLOPPER’S BAR LIGHT GALVESTON BAY 1654 1854 
DESTROYED IN 1900 STORM 


DECROS POINT/W. & £. SHOAL LIGHTS MATAGORDA BAY 1872 1872 
DESTROYED BY 1874 HURRICANI 


FORT POINT LIGHT N.E. END OF GALVESTON ISLAND 186) 166) 
DOWNGRADED TO FOG SIGNAL STATION 1909, DEMOLISHED 1951 


HALFMOON SHOAL LIGHT GALVESTON BAY 1654 1654 
DESTROYED IN HURRICANE 1900, REPLACED BY A BEACON THEN A BUOY 


SALURIA LIGHT SALURIA BAYOU 1658 1658 
DESTROYED 1861 


SWASH LIGHT MATAGORDA BAY 1656 18671 
1858 TOWER DESTROYED DURING CIVIL WAR, PILE STRUCTURE OF SECOND TOWER REMAINS W/MODERN 
BEACON ON TOP 


Virginia 

BACK RIVER LIGHT SOUTHERN MOUTH OF BACK RIVER 1829 1629 
TOWER AND DWELLING DESTROYED BY 1956 HURRICANE 

BELLS ROCK LIGHT YORK RIVER 1661 166) 
SUPERS TRUCTURE DISMANTLED 1928 AND AUTOMATED LUGHT ON STEEL TOWER ERECTED ON OLD PILE 
FOUNDATION 

BOWLERS ROCK LIGHT RAPPAHANNOCK RIVER 1835 1666 


REPLACED BY NEARBY SKELETAL TOWER IN 1920 


CHERRYSTONE BAR (CHOPTANK RIVER) LIGHT 1859 1659 
DISMANTLED 1964 


DEEP WATER SHOALS LIGHT JAMES RIVER 1855 1868 
DWELLING TORN DOWN IN 1966 AND REPLACED W/MODERN STEEL TOWER ON OLD FOUNDATION 


GREAT WICOMOCO RIVER LIGHT GREAT WICOMOCO RIVER EAST 1866 1889 
DISMANTLED 1967, FOUNDATION RETAINED TO SUPPORT NEW BEACON 


HOG ISLAND LIGHT HOG ISLAND OFF EASTERN SHORE 1654 18696 
DEMOLISHED DUE TO ENCROACHING WATER 1948 


ILILLICK SHOAL LIGHT 1864 
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JORDAN POINT LIGHT SOUTH SHORE JAMES RIVER 1A55 1875 
KILLOCK SHOAL LIGHT CHINCOTEAQUE BAY 1886 1086 
LAMBERT POINT LIGHT NORFOLK WATERFRONT 1072 1872 
LOWER CEDAR POINT LIGHT POTOMAC RIVER 1637 1896 
HOUSE DISMANTLED BUT LIGHT SHOWN FROM WHITE SKELETAL TOWER ON OLD FOUNDATION 
MATHIAS POINT SHOAL LIGHT POTOMAC RIVER/PORT TOBACCO RIVER ENTRANCE 1876 1876 
DISMANTLED IN 1963 AND NEW STEEL TOWER INSTALLED 

NANSEMOND RIVER LIGHT NANSEMOND RIVER/JAMES RIVER 1078 18676 
IN 1935 SUPERSTRUCTURE TORN DOWN AND AUTOMATIC LIGHT PLACED ON STEEL SKELETAL TOWER ON 
OLD FOUNDATION 

OLD PLANTATION FLATS LIGHT CHESAPEAKE BAY 1886 1886 
HOUSE DEMOLISHED AND MODERN BEACON ERECTED ON FOUNDATION IN 1962 

PAGES ROCK LIGHT BLUNDERING POINT/VORK RIVER 1893 1893 
IN 1967 WOOD HOUSE DISMANTLED AND SMALL FLASHING LIGHT INSTALLED ON FOUNDATION 

POINT OF SHOALS LIGHT JAMES RIVER 1655 1871 
DISMANTLED WHEN LIGHT BECAME UNNECESSARY DUE TO CHANNEL DREDGING 

PUNGOTEAQUE RIVER LIGHT EASTERN SHORE 1854 1854 
OVERTURNED BY ICE 1856 

STINGRAY POINT LIGHT RAPPAHANNOCK RIVER MOUTH 1656 18586 
HOUSE DISMANTLED IN 1965 AND SMALL AUTOMATIC BEACON PLACED ON OLD FOUNDATION 

TANGIER SOUND LIGHT 5.£. OF TANGIER ISLAND 1868 1890 
IN 1961 SUPERSTRUCTURE TORN DOWN WHEN AUTOMATED AND STEEL SKELETAL TOWER PLACED ON OLD 
FOUNDATION 

TUE MARSHES LIGHT YORK RIVER ENTRANCE 1875 1875 
DWELLING REMOVED IN 1960 AND NEW AUTOMATIC BEACON INSTALLED ON OLD FOUNDATION 

UPPER CEDAR POINT LIGHT POTOMAC IVER 1821 1945 
HOUSE DISMANTLED 1963 AND A MODERN BEACON INSTALLED ON OLD FOUNDATION 

WADE POINT LIGHT 1826 1899 
WATTS ISLAND LIGHT POCOMOBE & TANGIER SOUNDS ENTRANCE 1832 1833 
TOWER AND HOUSE DESTROYED BY WINTER STORM IN 1944 

WHITE SHOAL LIGHT JAMES RIVER 1655 18671 
ONLY FOUNDATION REMAINS 

WIND MILL POINT LIGHT RAPPAHANNOCK RIVER MOUTH 1835 1869 
HOUSE DISMANTLED 1965, FOUNDATION SUPPORTS FLASHING WHITE LICHT 

YORK SPIT LIGHT YORK RIVER ENTRANCE/CHESAPEAKE BAY 1855 1876 
HOUSE DISMANTLED 1965 AND FOUNDATION DESTROYED 1985 

Washington 

JAMES ISLAND LIGHT JAMES ISLAND 1924 1924 
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SLIP POINT LIGHT STRAITS OF JUAN DE FUCA 1905 
DISMANTLED 19508 AND REPLACED BY S504O0T WHITE TOWER 

SMITH ISLANL LIGHT (RUINS) JUAN DE FUCA STRAITS/PUGET SOUND 1456 
ORIGINAL TOWFR IN RUINS, AIRWAY BEACON INSTALLED ON SKELETAL TOWER 1957 

Wisconsin 

BAILEY’S HARBOR LIGHT NORTH POINT ISLAND 1851 
GREEN ISLAND LIGHT (RUINS) GREEN BAY/LAKE MICHIGAN 1863 


REPLACED BY POLE LIGHT 


LONG TAIL POINT LIGHT (RUINS) GREEN BAY 1646 
18699 TOWER (THIRD TOWER ON SITE) REPLACED BY GREEN BAY ENTRANCE LIGHT IN MID-19305 
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Cross section of caisson construction at Fourteen Foot Bank Light. Courtesy U.S. Coast Guard 
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Anciote Key Light Station m 1913 Courtesy of U.S Coast Guard 
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Alpha Index of Lights 


ABSECON LIGHT, Nj, 219 

ADMIRALTY HEAD LIGHT, WA, 32) 
ALCATRAZ ISLAND LIGHT, CA, 

ALGOMA PILRHEAD LIGHT (FRONT), Wi 337 
ALKI POINT LIGHT, WA, 325 

ALLIGATOR REEF LIGHT, FL, 47 

ALPENA LIGHT, Mi, 165 

AMELIA ISLAND LIGHT, FL, 47 

AMERICAN SHOAL LIGHT, FL, 47 

ANACAPA ISLAND LIGHT, CA, 9 


ASSATEAGUE LIGHT, VA, 315 


BALD HEAD “OLD BALDY” LIGHT, NC, 259 
BALTIMORE LIGHT, MD, 123 

BARBER'S POINT LIGHT, Hi, 69 

BARBER'S POINT LIGHT (OLD), NY, 227 


BARCELONA PORTLAND HARBOR) LIGHT, NY, 227 


BOCA GRANDE LIGHT, FL, 48 


BRISTOL FERRY LIGHT, Ri, 291 

BROWNS HEAD LIGHT, ME, 68 

BROWNS POINT LIGHT, WA, 324 

BUFFALO (MAIN) LIGHT, NY, 226 

BUFFALO HARBOR SOUTH ENTRANCE LIGHT, NY, 
229 

BUFFALO NORTH BREAKWATER SOUTH END 
LIGHT, NY, 229 

BULKHEAD BAR RANGE FRONT LIGHT, DE, 41 

BURLINGTON MIDDLE BREAKWATER LIGHT, VT, 
3 

BURLINGTON NORTH BREAKWATER LIGHT, VT, 
LE 

BURNT COAT HARBOR LIGHT, ME, 69 

BURNT ISLAND LIGHT, ME, 69 

BURROWS ISLAND LIGHT, WA, 324 

BUTLER FLATS LIGHT, MA, 139 


CALCASIEU RANGE REAR LIGHT, LA, 79 

CALUMET HARBOR SOUTH END LIGHT/COLUMBIA 
PARK, IN, 77 

CANA ISLAND LIGHT, Wi, 338 

CAPE ANN LIGHT (SOUTH LIGHT), MA, 140 

CAPE ARAGO (CAPE GREGORY) LIGHT, OR, 271 

CAPE BLANCO LIGHT, OR, 271 

CAPE CANAVERAL (CAPE KENNEDY) LIGHT, FL, 49 

CAPE CHARLES LIGHT, VA, 316 

CAPE COD (HIGHLAND) LIGHT, MA, 140 


LIGHT, WA, 326 








CHAMELES ISLAND LITT Wi ite 

CHANLNLEUR ISLAND LMT LA 74 

CHAPEL POLL MAING MEAM LITT, NL 22) 

CHARITY ISLAND TILT, ML lon 

CHTATIIAM LICL, MA, 14? 

CHTATIIAM MOAR LITT, MA Tat 

CPU MOIVELAN CRIN LETT, ML lon 

CHU CIYELAN IVER RANGA TRONT LIT ML lee 

CH CJUAMICAIN PORNT Lith Wh ott 

COM AL AD TARO LTT a 75 

CLARKS PURINE LITT, MAA 14d 

CLEVELAND LAST LEDC Lil, MA tas 

CLEVELAND HARON LAST PHIM AD LI One 
ita 

CLEVELAND HARBOE WIST PHRIM AD LH One 
dia 

COX RSPUR ISLAND LILTT, GA, 65 

COMCHUSTEM MELT LMT, VE, ate 

COLD SPRING, HARBOE LIL, NY, 20 

CONANICUT ISLAND LIL0tT GHD) BL 297 

CONCORD POINT (HAVEL DT CRACT) LITT, MD, 
174 

CONTY ISLAND (NORTOINS POINT) LILATT NY. 711 

COWNIMIC UT SPHCDAL LICETT, 1 298 

CONNEAUT HARBOR WEST BREAKRWATIR LICtT, 
Cnt, 26% 

COPPLR HARBOR LIT ML 169 

COMJUILEE RIVER GANDON) LIGHT, OR 275 

CONC MOVE SHOAL LICPTT, FL, 52 

COVE POINT LILtT, MD, 124 

COKSACKH @ATILESNAKE ISLAND) LIGHT, NY, 

741 

CRANE CHANNEL LOWER RANG FRONT 
LT, MD, 125 

CRANE CHANNEL LOWER RANG! REAR LIT, 
MD, 1275 

CRAKE CHANNEL UPPER RANG! FRONT 
L1tT MD, 126 

CRANE CHANNEL UPPTR RANG REAR LECT, 
MD, 1276 

CRISP PONT LICtT, ML 169 

CROMIKED RIVER @ ARRABELLE) LTT FL, 52 

CROSSOVER ISLAND LICHT, NY, 2741 

CUCKON DS (THE) LILOtT, ME 91 

CULERRITA ISLAND LICA4T, PR, 281 

CUMBERLAND HEAD LICHT (LD) NY, 212 

CURRITUCK BLACH LILHT NO 261 

CURTIS BLAND LIGHT, ME, 91 


DETR ISLAND THOROPARE LIGHT, ME 92 

DELAWARE BREAKWATER LIGHT, DE 41 

DERBY WHARE LIGHT, MA, 144 

DESTRUCTION ISLAND LIGHT, WA, 127 

DETOUR REEF LICHT, Mi 170 

DETROIT RIVER (BAR POINT SHIDAL) LIGHT, MI 
170 

DEVILS ISLAND LIGHT, Wi, 140 

DIAMOND HEAD LIGHT, Hi, 69 

DICE HEAD LIGHT (OLD), ME, 92 

DOFFLEMYVER POINT LIGHT, WA, 1278 

DOUBLING POINT KKENNEBEC RIVER) RANG 
FRONT LIGHT, ME, 93 
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LOUIE IIE, POWINT (RE ININT TEC IVER) MAIC REAM 
Pa a 

DLL ING, PONT Lit ME. oa 

DUM POINT LIL MD 126 

DRY TORTUGAS OM AAMIHAD REV) Lit fh oe 

DULUT EE POAC NOHET ET EAR WATER LiCl, 
MN, J11 

DULU TEE SOPLITET GRRL ARWATIN tT LITT MN, 
fii 

DULUT EE SORTED RRL ARWATERM CHUTE Lie, 
MN, 711 

DUNKIRK (POINT CHMATION LET NY 2a) 

DUTCH ISLAND Lit, tL 294 

DURBURY LIL CRU, LITT, MA tae 


PAGAL MLE LTT, WH bat 

TAGAL PHAREOOR LICtT, Mi 17 

TAGAT ISLAND LICtT, Mi, oa 

PAGAL RIVER LITT, Mi 17) 

LAST BROTIUR ISLAND LIGHT, CA Tt 

PAST CHAOP (TELEGRAPH HLL) LITT, MAL 145 

LAST POWNT (MAURICE RIVER) LICHTT, NY 22? 

TASTERIN POWNT LIGHT, MA 145 

TATONS NECK LIGHT, NY, 253 

TDGARTOWN HARBOR LIGHT, MA, 146 

CA, ROCK LIGHT, ME, 94 

TOMONT KEY LIGHT, FL, 5) 

TLDRED ROCK LIGHT, AK, 5 

11M TREE LIGHT, NY, 25) 

RH LAND (OLD PRESQUT ISLE) LIGHT, PA, 279 

TSC ANABA LIGHT, Mi 171 

ESOPUS MEADOWS IMIDDLE HUDSON RIVER) 
LiGHT, NY, 244 

EXECUTION ROCKS LIGHT, NY, 234 





FARPORT HARBOR WEST BREAKWATER LICHT. 
OM, 266 

FARALLOIN ISLAND LIGHT, CA, 12 

FAULKNER ISLAND LIGHT, CT, 0 

FENWICK ISLAND LIGHT, DE, 42 

TINNS POINT RANGE REAR LICHT, Ni 222 

FRE ISLAND LIGHT, NY, 235 

HIVE FINGCAR ISLANDS LIGHT, AK, 5 

FIVE MILE POINT (OLD NEW HAVEN) LIGHT, CT, 0 

FORT CARROLL LIGHT, MD, 127 

FORT GRATIOT LIGHT, Mi 172 

FORT NIAGARA LIGHT, NY, 2% 

FORT POOKERING, LIGHT, MA, 147 

FORT POINT LIGHT, CA 1) 

FORT POINT LIGHT, ME, 95 

FORT POPHAM LIGHT, ML, 9% 

FORT WADSWORTH LIGHT, NY, 236 

FORT WASHINGTON LIGHT, MD, 127 

FORTY MILE POINT LIGHT, Mi 172 

FOUR MILE POINT LIGHT, NY, 237 

FOURTEEN FOOT BANK LIGHT, DE, 43 

FOURTEEN FOOT SHOAL LIGHT, ML 173 

FOURTEEN MILE POINT LIGHT, ML 173 

FOWEY ROCKS LIGHT, FL, 54 

FOX ISLAND LIGHT, Mi 174 

FRANKFORT NORTH BRLAKWATER LIGHT, Mi 174 

FRANKLIN ISLAND LIGHT, ME, 96 

FRANKS ISLAND LICHT LA, 60 
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MARROWSTONE POINT LIGHT, WA, 329 

MARSHALL POINT LIGHT, ME, 105 

MARTIN REEF LIGHT, Mi, 165 

MARY ISLAND LIGHT, AK, 6 

MATAGORDA ISLAND LIGHT, TX, 310 

MATINICUS ROCK LICHT (TWIN TOWERS), ME, 105 

MCGULPINS POINT LIGHT, Mi, 166 

MENDOTA (BETE GRISE) LIGHT, Mi, 166 

MENOMINEE (NORTH PIER) LIGHT, Mi, 186 

MIAH MAULL SHOAL LIGHT, Nj, 224 

MICHIGAN CITY EAST PIERHEAD LIGHT, IN, 78 

MICHIGAN CITY LIGHT, IN, 77 

MICHIGAN ISLAND LIGHT (FIRST TOWER), Wi, 343 

MICHIGAN ISLAND LIGHT SECOND TOWER), Wi, 
yaa 

MIDDLE ISLAND LIGHT, Mi, 166 

MILWAUKEE BREAKWATER LIGHT, Wi, 345 

MILWAUKEE PIERHEAD LIGHT, WI, 345 

MINNEAPOLIS SHOAL LIGHT, Mi, 187 

MINOTS LEDGE LIGHT, MA, 151 

MISPILLION LIGHT (OLD), DE, 45 

MISSION POINT LIGHT (OLD), Mi, 1867 

MOBILE MIDDLE BAY LIGHT, AL, | 

MOBILE POINT (RANGE REAR) LIGHT, AL, 1 

MOLASSES REEF LIGHT, FL, 56 

MOLOKAI LIGHT, Hi, 72 

MONA ISLAND LIGHT, PR, 264 

MONHEGAN ISLAND LIGHT, ME, 106 

MONOMOY POINT LIGHT, MA, 152 

MONTAUK POINT LIGHT, NY, 241 

MOOSE PEAK LIGHT, ME, 107 

MORGAN POINT LIGHT, CT, 33 

MORRIS ISLAND (OLD CHARLESTON) LIGHT, SC, 
307 

MOUNT DESERT ROCK LIGHT, ME, 107 

MUERTOS ISLAND LIGHT, PR, 265 

MUKILTEO LIGHT, WA, 330 

MUNISING RANGE LIGHTS, Mi, 166 

MUSKEGON SOUTH BREAKWATER LIGHT, Mi, 186 


NARRAGUAGUS (POND ISLAND) LIGHT, ME, 108 

NASH ISLAND LIGHT, ME, 108 

NAUSET BEACH LIGHT, MA, 152 

NAVASSA ISLAND LIGHT, CS, 356 

NAVESINK TWIN LIGH S$ (NORTH TOWER), Nj, 224 

NAVESINK TWIN LIGHTS GOUTH TOWER), Nj, 224 

NAWILIWILI HARBOR LIGHT, Hi, 73 

NAYATT POINT LIGHT, Ri, 296 

NED POINT LIGHT, MA, 153 

NEW CANAL LIGHT, LA, 80 

NEW DORP (SWASH CHANNEL RANGE REAR) 
LIGHT, NY, 242 

NEW DUNGENESS LIGHT, WA, 331 

NEW LONDON HARBOR LIGHT, CT, 34 

NEW LONDON LEDGE LIGHT, CT, 34 

NEW POINT COMFORT LIGHT, VA, 318 

NEWBURYPORT HARBOR LIGHT, MA, 154 

NEWBURYPORT HARBOR RANGE FRONT LIGHT, 
MA, 154 

NEWBURYPORT HARBOR RANGE REAR LIGHT, MA, 
155 

NEWPORT HARBOR (GOAT ISLAND) LIGHT, Ri, 297 


NEWPORT NEWS MIDDLE GROUND LIGHT, VA, 
9 

NOBSKA POINT LIGHT, MA, 155 

NORTH DUMPLING LIGHT, NY, 242 

NORTH HEAD LIGHT, WA, 331 

NORTH MANITOU SHOAL LIGHT, Mi, 166 

NORTH POINT (MILWAUKEE) LIGHT, WI, 346 


OAKLAND HARBOR LIGHT, CA, 14 

OCRACOKE ISLAND LIGHT, NC, 262 

OGDENSBURG HARBOR LICHT, NY, 24) 

OLD FIELD POINT LIGHT, NY, 243 

OLD ORCHARD SHOAL LIGHT, NY, 243 

OLD POINT COMFORT LIGHT, VA, 319 

ONTONAGON HARBOR WEST PIERHEAD LIGHT, 
Mi, 169 

ONTONAGON LIGHT, Mi, 169 

ORIENT POINT LIGHT, NY, 244 

OSWEGO HARBOR WEST PIERHEAD LIGHT, NY, 
244 

OUTER ISLAND LIGHT, Wi, 346 

OWLS HEAD LIGHT, ME, 109 

OYSTER BAY (BAYOU) LIGHT, LA, 61 





PACIFIC REEF LIGHT, FL, 56 

PALMER ISLAND LIGHT, MA, 156 
PASS MANCHAC LIGHT, LA, 61 
PASSAGE ISLAND LIGHT, Mi, 189 
PATOS ISLAND LIGHT, WA, 332 
PAUWELA POINT LIGHT, Hi, 73 
PECK LEDGE LIGHT, CT, 35 
PEMAQUID POINT LIGHT, ME, 109 
PENFIELD REEF LIGHT, CT, 35 
PENINSULA POINT LIGHT, Mi, 190 
PENSACOLA LIGHT, FL, 56 

PERKINS ISLAND LIGHT, ME, 110 
PESHTIGO REEF LIGHT, Wi, 347 
PETIT MANAN LIGHT, ME, 111 
PIEDRAS BLANCAS LIGHT, CA, 14 
PIGEON POINT LIGHT, CA, 15 

PILOT ISLAND LIGHT, WI, 347 

PINEY POINT LIGHT, MD, 129 

PLUM BEACH LIGHT, Ri, 297 

PLUM ISLAND (PLUM GUT) LIGHT, NY, 244 
PLUM ISLAND RANGE REAR LIGHT, Wi, 348 
PLYMOUTH (GURNET) LIGHT, MA, 156 
POE REEF LIGHT, Mi, 191 

POINT ARENA LIGHT, CA, 15 

POINT ARGUELLO LIGHT, CA, 16 
POINT AU FER REEF LIGHT, LA, 62 
POINT AUX ROCHES LIGHT, NY, 245 
POINT BETSIE LIGHT, Mi, 191 

POINT BOLIVAR LIGHT, TX, 311 
POINT BONITA LIGHT, CA, 16 
POINT BORINQUEN LIGHT, PR, 285 
POINT CABRILLO LIGHT, CA, 17 
POINT CONCEPTION LIGHT, CA, 16 
POINT DIABLO LIGHT, CA, 16 
POINT FERMIN LIGHT, CA, 18 

POINT FIGURAS LIGHT, PR, 286 
POINT ROQUO'S LIGHT, Mi, 192 
POINT ISABEL LIGHT, TX, 311 

POINT JIGUERO LIGHT, PR, 266 
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POINT JUDITH LIGHT, Ri, 298 

POINT LOMA LIGHT (NEW), CA, 19 

POINT LOMA LIGHT (OLD), CA, 20 

POINT LOOKOUT LIGHT (OLD), MD, 140 

POINT MONTARA LIGHT, CA, 21 

POINT MULAS LIGHT, PR, 287 

POINT NO POINT LIGHT, MD, 130 

POINT NO POINT LIGHT, WA, 333 

POIN, PINOS LIGHT, CA, 22 

POINT RETREAT LIGHT, AK, 6 

POINT REYES LIGHT, CA, 22 

POINT ROBINSON LIGHT, WA, 324 

POINT SUR LIGHT, CA, 23 

POINT TUNA LIGHT, PR, 267 

POINT VICENTE LIGHT, CA, 24 

POINT WILSON LIGHT, WA, 334 

POINTE AUX BARQUES LIGHT, Mi, 193 

POMHAM ROCKS LIGHT (OLD), Ri, 299 

PONCE DE LEON (MOSQUITO) INLET LIGHT, FL, 57 

POND ISLAND LIGHT, ME, 111 

POPLAK POINT LIGHT, Ri, 299 

PORT AUSTIN REEF LIGHT, Mi, 193 

PORT OF GENESEE (CHARLOTTE-GENESSE) LIGHT, 
NY, 245 

PORT SAN JUAN LIGHT, PR, 268 

PORT SANILAC LIGHT, Mi, 194 

PORT WASHINGTON BREAKWATER LIGHT, WI, 346 

PORT WASHINGTON LIGHT (OLD), Wi, 349 

PORTAGE RIVER (ACOBSVILLE) LIGHT, Mi, 194 

PORTLAND BREAKWATER LIGHT “BUG LIGHT", 
ME, 112 

PORTLAND HEAD LIGHT, ME, 112 

PORTSMOUTH HARBOR (NEWCASTLE) LIGHT, NH, 
217 

POTTAWATOMIE (ROCK ISLAND) LIGHT, WI, 349 

POVERTY ISLAND LIGHT, Mi, 194 

PRESQUE ISLE LIGHT, PA, 279 

PRESQUE ISLE LIGHT (NEW), Mi, 195 

PRESQUE ISLE LIGHT (OLD), Mi, 195 

PRINCESS BAY LIGHT (OLD), NY, 246 

PROSPECT HARBOR POINT LIGHT, ME, 113 

PRUDENCE ISLAND (SANDY POINT) LIGHT, Ri, 300 

PUERTO FERRO LIGHT, PR, 266 

PUMPKIN ISLAND LIGHT, ME, 114 

PUNTA GORDA LIGHT, CA, 25 


RACE POINT LIGHT, MA, 157 

RACE ROCK LIGHT, NY, 246 

RACINE HARBOR LIGHT, Wi, 349 

RAM ISLAND LEDGE LIGHT, ME, 114 

RAM ISLAND LIGHT, ME, 115 

RASPBERRY ISLAND LIGHT, Wi, 350 

RAWLEY POINT (TWIN RIVER POINT) LIGHT, WI. 
351 

REEDY ISLAND RANGE REAR LIGHT, DE, 46 

ROBBINS REEF LIGHT, NY, 247 

ROCHESTER HARBOR LIGHT, NY, 247 

ROCK HARBOR LIGHT, Mi, 196 

ROCK ISLAND LIGHT, NY, 246 

ROCK OF AGES LIGHT, Mi, 197 

ROCKLAND BREAKWATER LIGHT, ME, 115 

ROMER SHOAL LIGHT, NY, 246 

RONDOUT CREEK I! (KINGSTON) LIGHT, NY, 249 





ROSE ISLAND LIGHT, Ri, 301 
ROUND ISLAND LIGHT, Mi, 197 
ROUND ISLAND LIGHT, MS, 215 


SABINE BANK LIGHT, TX, 412 

SABINE PASS LIGHT, LA, 62 

SACKETTS HARBOR (HORSE ISLAND) LIGHT, NY, 
250 

SADDLEBACK LEDGE LIGHT, ME, 116 

SAGINAW KIVER (RANGE REAR) LIGHT, Mi, 198 

SAKONNET LIGHT, Ri, 301 

SAN LUIS OBISPO (PORT HARFORD) LIGHT, CA, 25 

SAND HILLS LIGHT, Mi, 198 

SAND ISLAND LIGHT, AL, 2 

SAND ISLAND LIGHT, Wi, 352 

SAND KEY LIGHT, FL, 58 

SAND POINT LIGHT, Mi, 199 

SANDS POINT LIGHT (OLD), NY, 250 

SANDUSKY HARBOR PIERHEAD LIGHT, OH, 269 

SANDY HOOK LIGHT, Nj, 225 

SANDY NECK LIGHT, MA, 158 

SANDY POINT SHOAL LIGHT, MD, 131 

SANIBEL ISLAND LIGHT, FL, 59 

SANKATY HEAD LIGHT, MA, 156 

SAPELO ISLAND LIGHT, GA, 66 

SAUGERTIES LIGHT, NY, 250 

SAYBROOK BREAKWATER LIGHT, CT, 3 

SCITUATE LIGHT, MA, 159 

SEA GIRT LIGHT, Nj, 220 

SEA HORSE KEY (CEDAR KEYS) LIGHT, FL, 60 

SEGUIN ISLAND LIGHT, ME, 116 

SELKIRK (SALMON RIVER) LIGHT, NY, 251 

SENTINEL ISLAND LIGHT, AK, 7 

SEUL CHOIX POINTE LIGHT, Mi, 199 

SEVEN FOOT KNOLL LIGHT, MD, 131 

SHARPS ISLAND LIGHT, MD, 132 

SHEBOYGAN BREAKWATER LIGHT, Wi, 352 

SHEFFIELD ISLAND (NORWALK) LIGHT, CT, 36 

SHERWOOD POINT LIGHT, Wi, 353 

SHIP JOHN SHOAL LIGHT, DE, 46 

SHIP SHOAL LIGHT, LA, 83 

SISTER'S ISLAND LIGHT, NY, 251 

SKILLAGALEE (LE AUX GALETS) LIGHT, Mi, 200 

SMITH POINT LIGHT, VA, 320 

SMITH SHOAL LIGHT, FL, 60 

SODUS POINT LIGHT, NY, 251 

SOLOMONS LUMP LIGHT, MD, 132 

SOMBRERO KEY LIGHT, FL, 61 

SOUTH BASS ISLAND LIGHT, OH, 269 

SOUTH BUFFALO NORTH SIDE LIGHT, NY, 252 

SOUTH FOX ISLAND LIGHT, Mi, 200 

SOUTH HAVEN SOUTH PIERHEAD LIGHT, Mi, 201 

SOUTH MANITOU ISLAND LIGHT, Mi, 201 

SOUTH PASS (RANGE REAR) LIGHT, LA, 63 

SOUTHAMPTON SHOALS LIGHT, CA, 26 

SOUTHWEST LEDGE (NEW HAVEN BREAKWATER) 
LIGHT, CT, 37 

SOUTHWEST REEF LIGHT, LA, 63 

SPECTACLE REEF LIGHT, Mi, 202 

SPLIT ROCK LIGHT, MN, 212 

SPLIT ROCK POINT LIGHT (OLD), NY, 253 

SPRING POINT LEDGE LIGHT, ME, 117 

SQUAW ISLAND LIGHT, Mi, 202 


National Park Service 1994 inventory of Historic Lighthouses 











SQUIRREL POINT LIGHT, ME, 118 

ST, AUGUSTINE LIGHT, FL, 61 

ST. CLAIR FLATS SOUTH CHANNEL RANGE LIGHTS 
(OLD), Mi, 203 

ST, GEORGES REEF LIGHT, CA, 26 

ST. HELENA ISLAND LICHT, Mi, 203 

ST. JAMES (BEAVER HARBOR) LIGHT, Mi, 204 

ST. JOPINS RIVER (MAYPORT) LIGHT, FL, 61 

ST. JOSEPH NORTH PIER INNER LIGHT, Mi, 205 

ST. JOSEPH NORTH PIER OUTER LIGHT, Mi, 205 

ST. JOSEPH POINT RANGE REAR LIGHT "BEACON 
PHLL", FL, 62 

ST. MARKS (RANGE REAR) LIGHT, FL, 62 

5T. MARTIN ISLAND LIGHT, Mi, 205 

ST. SIMONS ISLAND LIGHT, GA, 66 

STAGE HARBOR LIGHT, MA, 159 

STAMFORD HARBOR (CHATHAM ROCKS) LIGHT, 
CT, 4 

STANNARD ROCK LIGHT, Mi, 206 

STATEN ISLAND RANGE LIGHT, NY, 253 

STEPPING STONES LIGHT, NY, 254 

STONINGTON HARBOR LIGHT, CT, 39 

STONY POINT (HENDERSON) LIGHT (OLD), NY, 

254 

STONY POINT LIGHT, NY, 254 

STRAITSMOUTH ISLAND LIGHT, MA, 160 

STRATFORD POINT LIGHT, CT, 39 

STRATFORD SHOAL (MIDDLE GROUND) LIGHT, 
CT, 40 

STURGEON BAY CANAL LIGHT, WI, 353 

STURGEON BAY SHIP CANAL NORTH PIERHEAD 
LIGHT, Wi, 354 

STURGEON POINT LIGHT, Mi, 206 

SUPERIOR HARBOR ENTRY SOUTH BREAKWATER 
LIGHT, Wi, 354 


TABLE BLUFF LIGHT, CA, 27 

TARPAULIN COVE LIGHT, MA, 160 

TARRYTOWN LIGHT, NY, 255 

TAWAS POINT (OTTAWA POINT) LICHT, Mi, 207 

TCHEFUNCTE RIVER RANGE REAR LIGHT, LA, 64 

TEN POUND ISLAND LIGHT, MA, 161 

TENANTS HARBOR LIGHT, ME, 118 

TENNESSEE REEF LIGHT, FL, 63 

THACHERS ISLAND LIGHT (NORTH LIGHT), MA, 
161 

THIMBLE SHOAL LIGHT, VA, 321 

THIRTY MILE POINT LIGHT (OLD), NY, 255 

THOMAS POINT SHOALS LIGHT, MD, 133 

THREE SISTERS ISLAND LIGHT, NY, 256 

THREE SISTERS LIGHTS (THREE TOWERS), MA, 162 
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THUNDER BAY ISLAND LIGHT, Mi, 207 

THBETTS POINT LIGHT, NY, 256 

TILLAMOOK ROCK LIGHT, OR, 274 

TINICUM ISLAND RANGE REAR LIGHT, Nj, 226 

TOLEDO HARBOR LIGHT, OF, 270 

TORTUGAS HARBOR (FORT JEFFERSON) LIGHT, FL, 
64 

TREE POINT LIGHT, AK, 7 

TRINIDAD HEAD LIGHT, CA, 27 

TURKEY POINT LIGHT, MD, 134 

TURN POINT LIGHT, WA, 335 

TWO BUSH ISLAND LIGHT, ME, 119 

TWO HARBORS LIGHT, MN, 213 

TYBEE ISLAND LIGHT, GA, 67 


UMPQUA RIVER LIGHT, OR, 275 
VALCOUR ISLAND (8LUFF POINT) LIGHT, NY, 257 


WARRIOR ROCK LIGHT, OR, 276 
WARWICK LIGHT, Ri, 302 

WATCH HILL LIGHT, RI, 303 
WAUGOSHANCE LIGHT, Mi, 2086 
WAUKEGAN HARBOR LIGHT, IL, 76 
WELFARE ISLAND LIGHT, NY, 258 

WEST BANK (RANGE FRONT) LIGHT, NY, 258 
WEST CHOP LIGHT, MA, 162 

WEST POINT LIGHT, WA, 335 

WEST QUODDY HEAD LIGHT, ME, 119 
WEST SISTER ISLAND LIGHT, OH, 270 
WHALEBACK LEDGE LIGHT, ME, 120 
WHITE RIVER LIGHT, Mi, 208 

WHITE SHOAL LIGHT, Mi, 209 
WHITEFISH POINT LIGHT, Mi, 210 
WHITEHEAD LIGHT, ME, 120 
WHITLOCKS MILL LIGHT, ME, 121 
WIND POINT LIGHT, Wi, 354 

WINDMILL POINT LIGHT, Mi, 210 
WINDMILL POINT LIGHT (OLD), VT, 314 
WINGS NECK LIGHT, MA, 163 

WINTER HARBOR (MARK ISLAND) LIGHT, ME, 121 
WOLF TRAP LIGHT, VA, 321 

WOOD END LIGHT, MA, 163 

WOOD ISLAND LIGHT, ME, 122 


YAQUINA BAY LIGHT (OLD), OR, 276 

YAQUINA HEAD LIGHT, OR, 277 

YERBA BUENA ISLAND (GOAT ISLAND) LIGHT, CA, 
28 
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